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DOCKET 

New  Cases  Filed  up  to  June  24,  1973 

Cal.  No.  Dept.  Premises  Affected 

378-73-SA— Fire  Controls  Incorporated,  alarm  reporting 
system,  various  models,  manufactured  by  Fire  Controls 
Incorporated,  Appliance. 


379-73-SA — Commercial  Radio-Sound  Corporation,  elec¬ 
tronic  Fire  Detection  system,  various  models,  manufac¬ 
tured  by  Commercial  Radio-Sound  Corporation,  Ap¬ 
pliance. 


380-73-SM — Owens  Corning  Fiberglas,  block  bond  sur¬ 
face-bond  coating  for  block  walls,  manufactured  by 
Owens  Corning  Fiberglas,  Material. 


381-73-BZ — B.B. — 870  to  894  East  42nd  Street,  west  side, 
297  feet  south  of  Glenwood  Road,  Block  7725,  Lot  60, 
Borough  of  Brooklyn,  Community  Board  #9,  Alt.  No. 
248-72,  re-  provide  a  thirty  foot  yard  along  rear  lot  line, 
Ml-1  district. 


382-73-A — B.Q. — 155-53  Bridgeton  Street,  east  side,  40 
feet  north  of  156th  Street,  Block  14141,  Lot  40,  Howard 
Beach,  Borough  of  Queens,  N.B.  495-73,  re-  frame  build¬ 
ing  located  within  fire  district. 


383-73-A — B.M. — 2479  to  2491  Amsterdam  Avenue,  east 
side,  428.8  feet  north  of  Washington  Bridge,  Block  2149, 
Lot  16,  Borough  of  Manhattan,  Alt.  No.  1011-72,  re¬ 
egress. 


384-73-BZ — B.B. — 1221  East  21st  Street,  northeast  corner 
of  Avenue  K,  Block  7603,  Lot  8,  Borough  of  Brooklyn, 
Community  Board  #14,  Alt.  No.  515-72,  re-  proposed 
enlargement  to  one  family  dwelling,  side  yard,  R2  district. 


385- 73-BZ — B.Q. — 111-31  44th  Avenue,  north  side,  225 
feet  east  of  111th  Street,  Block  2016,  Lot  74,  Corona, 
Borough  of  Queens,  Community  Board  #4,  Alt.  No. 
311-73,  re-  proposed  enlargement  of  existing  warehouse, 
employee  parking,  R-6  district. 

386- 73-A — F.D. — Packaging  of  flammable  mixture  known 
as  “Webtex  #168  drywall  and  construction  adhesive”  in 
11^2  ounce  and  30  ounce  paper  cartridges  with  plastic 
spouts  not  in  compliance  with  regulations  of  Administra¬ 
tive  Code. 


387- 73-BZ — B.Q. — 189-09  Northern  Boulevard,  northeast 
corner  of  189th  Street,  Block  5365,  Lots  1,  5,  7,  Flushing, 
Borough  of  Queens,  Community  Board  #11,  N.B.  446-73, 
re-  proposed  eating  and  drinking  establishment  with 
parking,  R3-2  district. 

388- 73-SA — Ralph  Wilson  Plastics  Company  Division  of 
Dart  Industries,  Wilson  wall  panel  system  #610,  manu¬ 
factured  by  Ralph  Wilson  Plastics  Company  Division 
of  Dart  Industries,  Appliance. 

Restored  to  Docket 

297-72-BZ — Vol.  II — B.Bx. — 630  to  646  East  Fordham 
Road,  southwest  corner  of  Belmont  Avenue,  Block  3078, 
Lots  48  and  57,  Borough  of  The  Bronx,  Alt.  52-72,  re¬ 
roof  parking  on  garage.  C8-1  and  R6  district. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings.  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


JULY  24,  1973,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  July  24,  1973,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

728-29-BZ— Vol.  II 

APPLICANT — Lama  and  Vassalotti  for  Mobil  Oil  Cor¬ 
poration,  long  term  lessee;  Nat  Spinard,  owner. 
SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  for  extension  of  term  of 
variance  which  expired  April  15,  1973 — decision  of  the 
Borough  Superintendent ;  previously  granted  on  condition 
under  Sections  7f,  7i,  7e  and  7 A  of  the  Zoning  Resolution, 
permitting  in  a  plot  located  partly  within  a  residence  use 
district,  the  erection  and  maintenance  of  a  gasoline  service 
station,  car  wash  (non-automatic),  lubritory,  minor  auto 
repairs  with  hand  tools  only,  office  and  sale  of  automobile 
accessories,  parking  and  storage  of  motor  vehicles,  with 
ground  signs  in  a  retail  and  residence  use  district,  and 
with  show  windows,  sign  and  curb  cuts  within  75  feet  of 
a  residence  use  district. 

PREMISES  AFFECTED— 154-02  to  154-12  (154-04  offi¬ 
cial)  Horace  Harding  Expressway  and  61-01  to  61-11 
Kissena  Boulevard,  southeast  corner,  Block  6744,  Lot  71, 
Flushing,  Borough  of  Queens. 


513-56-BZ 

APPLICANT — Anthony  V.  Cerchiara  for  Ronald  Rollman, 
owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  January  21, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  and  F-l  area 
district,  the  erection  and  maintenance  of  a  gasoline  service 
station,  sale  of  accessories,  car  wash,  lubritorium,  motor 
vehicle  repair  shop  with  hand  tools  only,  with  less  than 
the  required  set  back. 

PREMISES  AFFECTED — 455  Castle  Hill  Avenue,  south¬ 
west  corner  of  Lacombe  Avenue,  Block  3510,  Lot  34, 
Borough  of  The  Bronx. 


929-57-BZ 

APPLICANT — Charles  M.  Spindler  for  Shell  Oil  Company, 
long  term  lessee;  G.  E.  Pension  Trust,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  June  3,  1973 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Sections  7e,  7f  and  7i  of  the  Zoning 
Resolution,  permitting  in  a  retail  and  residence  use  district, 
on  the  retail  portion  of  the  plot,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station,  lubrication,  auto 
wash,  non-automatic,  office,  sale  of  accessories,  minor 
repairs  with  hand  tools  only,  auto  safety  inspection  station 
and  the  parking  and  storage  of  motor  vehicles  with  a 
ground  sign. 

PREMISES  AFFECTED— 210-01  to  210-21  (210-11  offi¬ 
cial)  Jamaica  Avenue  and  94-35  to  94-43  210th  Street, 
northeast  corner,  Block  10543,  Lot  3,  Hollis,  Borough  of 
Queens. 


113-66-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  K.  S.  R.  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Sections 
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72-21,  73-50  and  73-52  of  the  Zoning  Resolution,  permitting 
in  an  Ml-1  and  R3-2  district,  the  erection  of  a  one  story 
enlargement  to  a  factory  that  encroaches  on  the  required 
front  yard  and  side  yard  with  accessory  parking  and  load¬ 
ing  and  unloading  extending  into  the  residence  district. 

PREMISES  AFFECTED — 2350  Lafayette  Avenue,  south¬ 
east  corner  of  Havemeyer  Avenue,  Block  3618,  Lot  1, 
Borough  of  The  Bronx. 


342-73-BZ 

APPLICANT — H.  L.  Brandt  for  Beorama  Realty  Corpora¬ 
tion,  owner ;  The  City  College  of  the  City  University  of 
New  York,  lessee. 

SUBJECT — Application  June  6,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-19  of  the  Zoning 
Resolution,  to  permit  in  an  Ml -2  district,  the  conversion 
of  a  two  story  and  basement  building  from  school  for  adults 
and  wholesale  stationary  storage  to  a  College. 

PREMISES  AFFECTED— 3300-3318  Broadway,  557-565 
West  133rd  Street,  northeast  corner  and  532-540  West 
134th  Street,  Block  1987,  Lot  1,  Borough  of  Manhattan. 
Community  Board  #9. 


345-73-BZ 

APPLICANT — Alfonso  Duarte  for  Board  of  Higher  Edu¬ 
cation,  City  of  New  York,  owner. 

SUBJECT — Application  June  7,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  M2-1  district,  the  expansion  in 
area  of  an  existing  four  story  and  basement  Community 
College  previously  before  the  Board. 

PREMISES  AFFECTED — 31-10  Thomson  Avenue,  south¬ 
west  corner  of  31st  Place,  Block  278,  Lot  1,  Long  Island 
City,  Borough  of  Queens.  Community  Board  #1. 


198- 73-BZ 

APPLICANT — Lama  and  Vassalotti  for  George  Kiouzel- 
lis,  owner. 

SUBJECT — April  4,  1973 — decision  of  the  Borough  Super¬ 
intendent,  under  Section  72-21  of  the  Zoning  Resolution 
to  permit  in  a  C2-2  district,  the  erection  of  a  basement 
enlargement  to  an  existing  store  that  will  increase  the 
degree  of  non-compliance  in  floor  area  ratio,  open  space 
ratio  and  the  lot  area  requirements. 

PREMISES  AFFECTED— 27-36  21st  Street,  west  side,  50 
feet  north  of  28th  Avenue,  Block  539,  Lot  40,  Astoria, 
Borough  of  Queens.  Community  Board  #1. 

199- 73-A  ' 

APPLICANT — Lama  and  Vassalotti  for  George  Kiouzel- 
lis,  owner. 

SUBJECT — Application  April  4,  1973 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  enlargement  of 
an  existing  frame  building  for  commercial  use. 

PREMISES  AFFECTED— 27-36  21st  Street,  west  side,  50 
feet  north  of  28th  Avenue,  Block  539,  Lot  40,  Astoria, 
Borough  of  Queens. 


358-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Good  Humor 
Corporation,  owner. 

SUBJECT — Application  June  8,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  11-413  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  C8-2  district,  the 
conversion  of  an  existing  two  story  building  previously 
before  the  Board,  from  public  garage  and  stock  room  to 
the  manufacture  of  plastic  products. 


PREMISES  AFFECTED — 322  to  328  Rutledge  Street, 
south  side,  276  feet  east  of  Harrison  Avenue,  and  287  to 
293  Heyward  Street,  Block  2228,  Lot  21,  Borough  of 
Brooklyn.  Community  Board  #1. 

JOSEPH  B.  KLEIN,  Chairman 


JULY  24,  1973,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  July  24,  1972,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  follow¬ 
ing  matters : 

441-70-A 

APPLICANT — Paul,  Weiss,  Goldberg,  Rifkind,  Wharton 
and  Garrison  for  Amway  Corporation,  owner. 

SUBJECT — Application  August  17,  1970 — appeal  from  Fire 
Department  regulations  re-  Pressured  Products. 


305-73-A 

APPLICANT — Timothy  P.  Stitt  for  Shrader  Packaging, 
Incorporated,  owner. 

SUBJECT — Application  May  21,  1973 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner,  re-  Packaging  of  com¬ 
bustible  mixture  known  as  “Kmart  super  Power  Gas 
Treatment”  in  12  ounce  cone  top  metal  with  crown  cap, 
not  in  compliance  with  regulation  of  the  Administrative 
Code  of  New  York  City. 


306-73-A 

APPLICANT — Timothy  P.  Stitt  for  Ralph  Shrader,  In¬ 
corporated,  owner. 

SUBJECT — Application  May  21,  1973 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner,  re-  Packaging  of  Com¬ 
bustible  Mixture  known  as  United  Delco  Radiator  Fast 
Flush,  in  12  ounce  Sanitary  Metal  Cans  with  Child  Resis¬ 
tant  Non  Detachable  Ring  Pull  Non-Replaceable  cap,  not 
in  compliance  with  regulations  of  the  Administrative  Code 
of  New  York  City. 

319- 73-A 

APPLICANT — Rampulla  Associates  for  Pasquale  P.  Cai- 
azza,  owner. 

SUBJECT — Application  May  25,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 48  Avon  Place,  south  side, 

227.98  feet  west  of  Ward  Avenue,  Block  576,  Lot  62. 
Ward  Hill,  Borough  of  Richmond. 

320- 73-A 

APPLICANT — Rampulla  Associates  for  Pasquale  P.  Cai- 
azza,  owner. 

SUBJECT — Application  May  25,  1973— filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 56  Avon  Place,  south  side, 

147.98  feet  west  of  Ward  Avenue,  Block  576,  Lot  66, 
Ward  Hill,  Borough  of  Richmond. 

321- 73-A 

APPLICANT — Rampulla  Associates  for  Pasquale  P.  Cai- 
azza,  owner. 

SUBJECT — Application  May  25,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  building 
not  fronting  on  a  legal  street. 
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PREMISES  AFFECTED — 58  Avon  Place,  south  side, 

127.98  feet  west  of  Ward  Avenue,  Block  576,  Lot  67, 
Ward  Hill,  Borough  of  Richmond. 


322-73-A 

APPLICANT — Rampulla  Associates  for  Pasquale  P.  Cai- 
azza,  owner. 

SUBJECT — Application  May  25,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 60  Avon  Place,  south  side, 
100.00  feet  west  of  Ward  Avenue,  Block  576,  Lot  68,  Ward 
Hill,  Borough  of  Richmond. 


323-73-A 

APPLICANT — Rampulla  Associates  for  Pasquale  P.  Cai- 
azza,  owner. 

SUBJECT — Application  May  25,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 54  Avon  Place,  south  side, 

167.98  feet  west  of  Ward  Avenue,  Block  576,  Lot  65,  Ward 
Hill,  Borough  of  Richmond. 


324-73-A 

APPLICANT — Rampulla  Associates  for  Pasquale  P.  Cai- 
azza,  owner. 

SUBJECT — Application  May  25,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 52  Avon  Place,  south  side, 

187.98  feet  west  of  Ward  Avenue,  Block  576,  Lot  64,  Ward 
Hill,  Borough  of  Richmond. 


325-73-A 

APPLICANT — Rampulla  Associates  for  Pasquale  P.  Cai- 
azza,  owner. 

SUBJECT — Application  May  25,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 50  Avon  Place,  south  side, 

207.98  feet  west  of  Ward  Avenue,  Block  576,  Lot  63,  Ward 
Hill,  Borough  of  Richmond. 

JOSEPH  B.  KLEIN,  Chairman 


SEPTEMBER  11,  1973,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning ,  September  11,  1973,  at  10  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  fol¬ 
lowing  matters : 

155-57-BZ 

APPLICANT — Herbert  Gallin  for  Thomas  A.  Jempty, 
owner. 

SUBJECT — Application  for  consideration — request  the  Rules 
of  Procedure  and  reopening  for  extension  of  term  of  vari¬ 
ance  which  expired  March  26,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  7h  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the 
maintenance  of  a  parking  lot  for  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 1690-1692  Nelson  Avenue,  east 
side,  410  feet  north  of  West  174th  Street,  Block  2876,  Lots 
167  and  168,  Borough  of  The  Bronx. 


85-58-BZ 

APPLICANT — Charles  M.  Spindler  for  Capital  Jericho 
Turnpike  Incorporated,  owner. 

SUBJECT — Application  for  consideration — 'reopening  for 
extension  of  term  of  variance  which  expired  July  8,  1973 — 
decision  of  the  Borough  Superintedent ;  previously  granted 
on  condition  under  Sections  7f  and  7i  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  business  use  district,  after  demo¬ 
lition  of  the  two  existing  buildings,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station,  lubritorium,  car 
washing,  office,  storage  and  parking  of  more  than  five 
motor  vehicles  and  minor  auto  repairs. 

PREMISES  AFFECTED — 20-24  2nd  Avenue  and  30-32 
East  1st  Street,  northeast  corner,  Block  443,  Lots  1  and 
62,  Borough  of  Manhattan. 


86-73-B  Z 

APPLICANT — Koons  and  Fantino,  for  Lares  Realty  Com¬ 
pany,  owner. 

SUBJECT — Application  February  9,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  main¬ 
tenance  of  a  one  story  enlargement  to  an  existing  res¬ 
taurant. 

PREMISES  AFFECTED — 394  City  Island  Avenue,  south¬ 
east  corner  of  Ditmars  Street,  Block  5644,  Lot  172,  Bor¬ 
ough  of  The  Bronx.  Community  Board  #12. 


220-73-BZ 

APPLICANT — Joseph  C.  Schmitt  for  Board  of  Education, 
Office  of  School  Buildings,  owner. 

SUBJECT — Application  April  12,  1973 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-641 
of  the  Zoning  Resolution,  to  permit  in  an  R3-2  district,  the 
erection  of  a  gymnasium  wing  and  a  classroom  wing  to 
an  existing  high  school  that  encroaches  on  the  required 
front  yard  and  inner  court  recess. 

PREMISES  AFFECTED — 156-10  Baisley  Boulevard,  south¬ 
east  corner,  Block  12261,  Lot  1,  Springfield  Gardens,  Bor¬ 
ough  of  Queens.  Community  Board  #12. 


298-73-BZ 

APPLICANT — Arno  Fischer  for  Mapsco  Realty,  Incor¬ 
porated,  owner. 

SUBJECT— Application  May  17,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  construction 
and  maintenance  of  an  off-site  parking  facility  for  a  manu¬ 
facturing  establishment. 

PREMISES  AFFECTED — 47-33  37th  Street,  east  side, 
240  feet  north  of  48th  Avenue,  Block  228,  Lot  16,  Long 
Island  City,  Borough  of  Queens.  Community  Board  #1. 


344-73-BZ 

APPLICANT — Stanley  H.  Klein  for  Russell  C.  Siebert, 
owner,  Village  Chevrolet,  Incorporated,  lessee. 

SUBJECT — Application  June  7,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-412  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  at  an  existing 
automobile  sales  and  service  establishment  previously  be¬ 
fore  the  Board,  the  enlargement  in  lot  area  and  the  addition 
to  the  uses  to  include  open  parking,  display  and  sale  of 
cars,  car  rental  office  and  the  sale  of  motor  homes. 

PREMISES  AFFECTED — 222-22  Jamaica  Avenue,  south 
side,  75  feet  east  of  222nd  Street,  Block  10813,  Lots  4  and 
5,  Queens  Village,  Borough  of  Queens.  Community 
Board  #13. 
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836-72-BZ 

APPLICANT — Larry  Meltzer  for  Humble  Oil  and  Refining 
Company,  owner. 

SUBJECT — Application  December  29,  1972 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  11-413 
of  the  Zoning  Resolution,  to  permit  in  a  C8-1  and  R5  dis¬ 
trict,  on  a  plot  previously  before  the  Board,  the  erection 
and  maintenance  of  an  automotive  service  station. 

■  PREMISES  AFFECTED— 2427-2459  Flatbush  Avenue, 
2034-2074  Amersfort  Avenue,  northeast  corner,  and  2022 
East  52nd  Street,  Block  8543,  Lots  17,  48,  Borough  of 
Brooklyn. 

Laid  over  from  June  19,  1973,  for  continued  hearing. 


72-73-BZ 

4 

APPLICANT — Abram  Shlefstein  and  Mario  Matthew 
Cuomo  for  Jean  Frischling,  Stanley  Frischling,  as  Exec¬ 
utor  of  estate  of  Murry  Frischling,  owners. 

SUBJECT — Application  January  26,  1973 — decision  of  the 
Borough  Superintendent,  under  Sections  73-211.  and  73-212 
of  the  Zoning  Resolution  to  permit  in  a  C6-1  district,  the 
erection  and  maintenance  of  an  automotive  service  station 
with  accessory  uses. 

PREMISES  AFFECTED— 41-57  Third  Avenue,  520-528 
Atlantic  Avenue,  southeast  corner,  501-509  Pacific  Street, 
Block  186,  Lot  1,  Borough  of  Brooklyn. 

Laid  over  from  June  19,  1973,  for  continued  hearing. 

JOSEPH  B.  KLEIN,  Chairman 


SEPTEMBER  11,  1973,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  afternoon,  September  11,  1973,  at  2  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  fol¬ 
lowing  matters : 

49- 73-A 

APPLICANT — 'Albert  Melniker  for  Prel-Staten  Island,  In¬ 
corporated,  owner. 

SUBJECT — Application  January  25,  1973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law — >re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED— Lincoln  Street,  north  side,  282 
feet  west  of  Todt  Hill  Road,  Block  696,  Lot  319,  Castleton 
Corners,  Borough  of  Richmond. 

50- 73-A 

'  APPLICANT — Albert  Melniker  for  Prel-Staten  Island,  In¬ 
corporated,  owner. 

SUBJECT — Application  January  25,  1973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — Lincoln  Street,  north  side,  96' 
west  of  Todt  Hill  Road,  Block  696,  Lot  310,  Castleton 
Corners,  Borough  of  Richmond. 

51- 73-BZ 

APPLICANT — Albert  Melniker  for  Prel-Staten  Island,  In¬ 
corporated,  owner. 

SUBJECT — Application  January  25,  1973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — Lincoln  Street,  north  side,  158 
feet  west  of  Todt  Hill  Road,  Block  696,  Lot  313,  Castleton 
Corners,  Borough  of  Richmond. 


52-73-A 

APPLICANT — Albert  Melniker  for  Prel-Staten  Island,  In¬ 
corporated,  owner. 

SUBJECT — Application  January  25,  1973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — Lincoln  Street,  north  side,  220 
feet  west  of  Todt  Hill  Road,  Block  696,  Lot  316,  Castleton 
Corners,  Borough  of  Richmond. 


53-73-A 

APPLICANT — Albert  Melniker  for  Prel-Staten  Island,  In¬ 
corporated,  owner. 

SUBJECT — Application  January  25,  1973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — Lincoln  Street,  north  side,  344 
feet  west  of  Todt  Hill  Road,  Block  696,  Lot  322,  Castleton 
Corners,  Borough  of  Richmond. 


54-73- A 

APPLICANT — Albert  Melniker  for  Prel-Staten  Island,  In¬ 
corporated,  owner. 

SUBJECT — Application  January  25,  1,973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — Bolivar  Street,  north  side, 
54.63  feet  west  of  service  road  of  Richmond  Parkway, 
Block  696,  Lot  190,  Castleton  Corners,  Borough  of  Rich¬ 
mond. 


55-73-A 

APPLICANT — Albert  Melniker  for  Prel-Staten  Island,  In¬ 
corporated,  owner. 

SUBJECT — Application  January  25,  1973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — Croak  Avenue,  south  side, 
232.78  feet  west  of  service  road  of  Richmond  Parkway, 
Block  696,  Lot  215,  Castleton  Corners,  Borough  of  Rich¬ 
mond. 


56- 73-A 

APPLICANT — Albert  Melniker  for  Prel-Staten  Island,  In¬ 
corporated,  owner. 

SUBJECT — Application  January  25,  1973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law,  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — Croak  Avenue,  south  side, 
170.78  feet  west  of  service  road  of  Richmond  Parkvvay, 
Block  696,  Lot  218,  Castleton  Corners,  Borough  of  Rich¬ 
mond. 

57- 73-A 

APPLICANT — Albert  Melniker  for  Prel-Staten  Island,  In¬ 
corporated,  owner. 

SUBJECT — Application  January  25,  1973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — Croak  Avenue,  south  side,  110 
feet  west  of  service  road  of  Richmond  Parkway,  Block 
696,  Lot  221,  Castleton  Corners,  Borough  of  Richmond. 

58- 73-A 

APPLICANT — Albert  Melniker  for  Prel-Staten  Island,  In¬ 
corporated,  owner. 
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SUBJECT — Application  January  25,  1973— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — Bolivar  Street,  north  side, 
116.63  feet  west  of  service  road  of  Richmond  Parkway, 
Block  696,  Lot  247,  Castleton  Corners,  Borough  of  Rich¬ 
mond. 


59-73-A 

APPLICANT — Albert  Melniker  for  Prel-Staten  Island,  In¬ 
corporated,  owner. 

SUBJECT — Application  January  25,  1973 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — Croak  Avenue,  north  side,  30 
feet  west  of  service  road  of  Richmond  Parkway,  Block 
696,  Lot  240,  Castleton  Corners,  Borough  of  Richmond. 


60-73-A 

APPLICANT — Albert  Melniker  for  Prel-Staten  Island,  In¬ 
corporated,  owner. 

SUBJECT — Application  January  25,  1973 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — Croak  Avenue,  north  isde,  150 
feet  west  of  service  road  of  Richmond  Parkway,  Block 
696,  Lot  246,  Castleton  Corners,  Borough  of  Richmond. 


61-73-A 

APPLICANT — Albert  Melniker  for  Prel-Staten  Island,  In¬ 
corporated,  owner. 

SUBJECT — Application  January  25,  1973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — Croak  Avenue,  north  side,  90 
feet  west  of  service  road  of  Richmond  Parkway,  Block 
696,  Lot  243,  Castleton  Corners,  Borough  of  Richmond. 


62-73-A 

APPLICANT — Albert  Melniker  for  Prel-Staten  Island,  In¬ 
corporated,  owner. 

SUBJECT — Application  January  25,  1973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — Croak  Avenue,  north  side,  210 
feet  west  of  service  road  of  Richmond  Parkway,  Block 
696,  Lot  249,  Castleton  Corners,  Borough  of  Richmond. 


63- 73-A 

APPLICANT — Albert  Melniker  for  Prel-Staten  Island,  In¬ 
corporated,  owner. 

SUBJECT — Application  January  25,  1973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — Croak  Avenue,  north  side,  270 
feet  west  of  service  road  of  Richmond  Parkway,  Block 
696,  Lot  252,  Castleton  Corners,  Borough  of  Richmond. 

64- 73-A 

APPLICANT — Albert  Melniker  for  Prel-Staten  Island,  In¬ 
corporated,  owner. 

SLTBJECT — Application  January  25,  1973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 


PREMISES  AFFECTED — Lincoln  Street,  north  side,  380 
feet  west  of  service  road  of  Richmond  Parkway,  Block 
696,  Lot  277,  Castleton  Corners,  Borough  of  Richmond. 


65-73-A 

APPLICANT — Albert  Melniker  for  Prel-Staten  Island,  In¬ 
corporated,  owner. 

SUBJECT — Application  January  25,  1973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — Lincoln  Street,  south  side,  320 
feet  west  of  service  road  of  Richmond  Parkway,  Block 
696,  Lot  280,  Castleton  Corners,  Borough  of  Richmond. 


66-73-A 

APPLICANT — Albert  Melniker  for  Prel-Staten  Island,  In¬ 
corporated,  owner. 

SUBJECT — Application  January  25,  1973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — Lincoln  Street,  south  side,  260 
feet  west  of  service  road  of  Richmond  Parkway,  Block 
696,  Lot  283,  Castleton  Corners,  Borough  of  Richmond. 


67-73-A 

APPLICANT — Albert  Melniker  for  Prel-Staten  Island,  In¬ 
corporated,  owner. 

SUBJECT — Application  January  25,  1973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — Lincoln  Street,  south  side,  200 
feet  west  of  service  road  of  Richmond  Parkway,  Block 
696,  Lot  286,  Castleton  Corners,  Borough  of  Richmond. 


68-73- A 

APPLICANT — Albert  Melniker  for  Prel-Staten  Island,  In¬ 
corporated,  owner. 

SUBJECT — Application  January  25,  1973 — filed  pursuant  to 
Section  36,  Article  3,  New  York  City  Charter  re-  building 
not  facing  legal  street. 

PREMISES  AFFECTED — Lincoln  Street,  south  side,  140 
feet  west  of  service  road  of  Richmond  Parkway,  Block 
696,  Lot  289,  Castleton  Corners,  Borough  of  Richmond. 


69-73-A 

APPLICANT — Albert  Melniker  for  Prel-Staten  Island,  In¬ 
corporated,  owner. 

SUBJECT — Application  January  25,  1973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — Lincoln  Street,  north  side,  406 
feet  west  of  Todt  Hill  Road,  Block  696,  Lot  325,  Castleton 
Corners,  Borough  of  Richmond. 


376-73-A 

APPLICANT — Samuel  Garnett  for  Floromar  Corporation, 
owner ;  Avis  Rent-A-Car,  lessee. 

SUBJECT — Application  June  18,  1973 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  provision  of  Oil  Sep¬ 
arator  for  open  type  garage. 

PREMISES  AFFECTED — 6  Carlisle  Street  and  111  to  121 
Washington  Street,  southeast  corner,  Block  53,  Lot  12, 
Borough  of  Manhatan. 

JOSEPH  B.  KLEIN,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  JUNE  26,  1973,  10  A.M. 

Present :  Chairman  Klein,  Vice  Chairman  Agusta, 

Commissioner  Walsh  and  Commissioner  Carroll. 


The  minutes  of  the  regular  meeting  of  the  Board  held  on 
Tuesday  morning  and  afternoon,  June  12,  1973,  were  ap¬ 
proved  as  printed  in  the  Bulletin  of  June  21,  1973,  Vol.  58, 
No.  25. 


1220-23-BZ— Vol.  II 

APPLICANT — Lama  and  Vassalotti  for  Broad  Gates 
Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  April  6,  1970 — decision  of 
the  Borough  Superintendent;  previously  granted  on  con¬ 
dition  under  Section  7c  of  the  Zoning  Resolution,  permit¬ 
ting  in  a  business  use  district,  the  extension  of  a  gasoline 
service  station  and  parking  and  storage  of  more  than  five 
motor  vehicles  (previously  acted  upon  by  the  Board). 
PREMISES  AFFECTED— 1090-1094  Gates  Avenue,  east 
side,  85  feet  north  of  Broadway,  Block  3339,  Lot  52,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Walsh  and  Commissioner  Carroll  ....  4 


Negative:  .  0 

Absent :  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  March  6,  1945,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  June  26,  1973,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  March  6,  1945,  as  amended  through 
April  6,  1965,  only  as  to  the  term  of  the  variance,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“ granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  ...  ;  on  condition  that 
the  lot  be  repaved  in  accordance  with  the  rules  and 
regulations  of  the  Department  of  Buildings;  that  a  6 
ft.  high  completely  opaque  woven  wire  fence  shall  be 
erected  along  the  easterly  and  northerly  lot  lines,  except 
where  there  are  buildings ;  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects,  and  that  a  new  Certificate  of  Oc¬ 
cupancy  shall  be  obtained.”  (Alt.  3739-43) 


860-49-BZ 

APPLICANT — Gerald  M.  Daub  for  Lawrence  Keller,  Ex¬ 
ecutor,  Estate  of  Charles  G.  Keller,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  June  4,  1973 — 
decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the 
change  in  occupancy  on  first  floor  from  dining  and  club 
rooms  to  club  room  and  offices. 


PREMISES  AFFECTED— 317-319  West  45th  Street, 
north  side,  225  feet  1  Yt.  inches  west  of  8th  Avenue,  Block 
1036,  Lot  23,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Gerald  M.  Daub. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Walsh  and  Commissioner  Carroll  ....  4 


Negative :  .  o 

Absent:  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
April  18,  1950,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  June  26,  1973,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  April 
18,  1950,  as  amended  through  February  27,  1968,  only  as  to 
the  term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

"granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.”  (Alt.  1497-67) 


618-56-BZ 

APPLICANT — Charles  M.  Spindler  for  Leo  D.  Epstein, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  for  extension  of  term  of  vari¬ 
ance  which  expired  December  17,  1972 — decision  of  the 
Borough  Superintendent;  previously  granted  on  condition 
under  Section  7e  and  7 A  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  local  retail  and  residence  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station, 
automobile  washing,  lubritorium,  office,  accessory  sales, 
minor  repairs  with  entrances,  signs  and  show  windows 
within  75  feet  of  a  residence  use  district. 

PREMISES  AFFECTED — 2739-2747  86th  Street  and  2173- 
2177  West  10th  Street,  northeast  corner  and  95-105  Ave¬ 
nue  V,  Block  7117,  Lots  45,  46,  47,  48,  50,  51  and  52, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Walsh  and  Commissioner  Carroll  ....  4 


Negative :  .  o 

Absent :  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
December  17,  1957,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  June  26,  1973,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  December  17,  1957,  as  amended 
through  June  2,  1970,  only  as  to  the  term  of  the  variance, 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 
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“granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects ;  and  that  a  new  Certificate 
of  Occupancy  shall  be  obtained.”  (N.B.  1374-56) 


16-58-BZ 

APPLICANT — Ervin  Palmer  for  First  Leasing  Corpora¬ 
tion,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  December  7,  1970 — deci¬ 
sion  of  the  Borough  Superintendent;  previously  granted 
on  condition  under  Section  7h  of  the  Zoning  Resolution, 
permitting  in  a  retail  and  residence  use  district,  the  ex¬ 
tension  of  the  present  parking  lot  from  the  retail  portion 
into  the  residence  portion  of  the  plot. 

PREMISES  AFFECTED— 443-447  3rd  Avenue,  east  side, 
19  feet  9  inches  south  of  East  31st  Street  and  206  East 
31st  Street,  Block  911,  Lot  64,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Ervin  Palmer. 

For  Opposition :  Marion  N.  Reider. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Walsh  and  Commissioner  Carroll  ....  4 


Negative:  .  0 

Absent :  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
June  24,  1958,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  June  26,  1973,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  June  24,  1958,  as  amended  through 
December  7,  1965,  only  as  to  the  term  of  the  variance,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 
“granted  for  a  term  of  one  year  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  that  this  term 
shall  be  non-renewable;  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects ;  and  that  a  new  Certificate  of  Occu¬ 
pancy  shall  be  obtained.”  (Alt.  198-71) 


487-59-BZ 

APPLICANT— Sheldon  Lobel  for  the  Estate  of  Ida  Siegel, 
owner. 

SUBJECT — Application  for  consideration— reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Sections 
7a  and  7 A  of  the  Zoning  Resolution,  permitting  in  a  busi¬ 
ness  use  district,  the  rehabilitation  of  the  accessory  build¬ 
ing  and  extend  the  legal  gasoline  service  station  so  it  will 
have  a  total  frontage  of  96  feet,  8  inches  on  86th  Street 
and  76  feet  on  Bay  7th  Street ;  it  is  also  proposed  to  install 
seven  (7)  new  550  gallon  buried  gasoline  tanks  for  a  total 
of  twelve  (12)  tanks,  with  curb  cuts,  show  windows,  signs 
and  business  entrance  within  75  feet  of  a  residence  use. 

PREMISES  AFFECTED— 1414-1424  86th  Street  and  2-10 
Bay  7th  Street,  southwest  corner,  Block  6357,  Lot  33, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Sheldon  Lobel. 


ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 


Commissioner  Walsh  and  Commissioner  Carroll  ....  4 

Negative:  .  0 

Absent :  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
January  5,  1960,  on  certain  conditions;  and 

Whereas,  the  resolution  was  amended  on  May  22,  1962; 
and 

Whereas,  the  applicant  requested  a  further  amendment  of 
the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Janu¬ 
ary  5,  1960,  as  amended  through  May  22,  1962,  by  adding 
thereto : 

“that  the  premises  shall  substantially  conform  to  revised 
drawings  of  proposed  conditions  marked  ‘Received 
June  5,  1973’,  4  sheets,  except  that  the  brand  sign  at  the 
intersection  shall  be  made  stationary;  on  condition  that 
other  than  as  herein  amended  the  resolution  above  cited 
shall  be  complied  with  in  all  respects.”  (Alt.  487-73) 


182-69-BZ 

APPLICANT — Alfonso  Duarte  for  Missionary  Sisters  of 
the  Sacred  Heart,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Sections 
73-49  and  73-641  and  73-642  of  the  Zoning  Resolution,  per¬ 
mitting  in  an  R7-2  district,  the  erection  of  a  16  story  en¬ 
largement  of  an  existing  hospital  that  encroaches  on  the 
required  front  setback  and  rear  yard  equivalent,  penetrates 
the  sky  exposure  plane,  has  a  loading  berth  within  the 
front  setback  and  with  roof  parking. 

PREMISES  AFFECTED— 211  to  235  East  19th  Street, 
north  side,  166  feet  west  of  Second  Avenue,  212  to  238 
East  20th  Street,  Block  900,  Lot  9,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Alfonso  Duarte  and  C.  L.  DeSina. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 


Commissioner  Walsh  and  Commissioner  Carroll  ....  4 

Negative:  .  0 

Absent :  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
June  24,  1969,  on  certain  conditions ;  and 

Whereas,  time  to  obtain  permits  and  complete  work  was 
extended  on  January  11,  1972;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June  24, 
1969,  as  amended  through  January  11,  1972,  by  adding 
thereto : 

“that  the  premises  shall  substantially  conform  to  revised 
drawings  of  proposed  conditions  marked  ‘Received 
March  27,  1973’,  ten  sheets,  and  ‘Received  May  31,  1973’, 
ten  sheets,  on  condition  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects.”  (Alt.  948-66) 
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761-71-BZ 

APPLICANT — Norman  Reiffman  for  Arthur  D’Urso, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  for  extension  of  time  to  com¬ 
plete  which  expired  March  14,  1973 — decision  of  the  Bor¬ 
ough  Superintendent ;  previously  granted  on  condition  un¬ 
der  Section  72-21  of  the  Zoning  Resolution,  'permitting 
in  an  R3-2  district  the  erection  of  a  two  story  and  cellar 
office  building  with  accessory  parking  in  the  open  area. 

PREMISES  AFFECTED — 100  North  Cannon  Avenue, 
north  side,  100  feet  southwest  of  Gower  Street,  Block  714, 
Lot  100,  Clove  Lake,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  time  to  complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 


Commissioner  Walsh  and  Commissioner  Carroll . 4 

Negative:  .  0 

Absent :  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 


W hereas,  this  application  was  granted  by  the  Board  on 
March  14,  1972,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  March  14,  1972,  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  1721-71) 


327-67-BZ — Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Citizens  De¬ 
velopment  Company,  owner ;  American  Oil  Company, 
lessee. 

SUBJECT — Application  reopened  September  26,  1972  as 
Volume  II — decision  of  the  Borough  Superintendent,  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a 
Cl -2  district,  on  a  plot  presently  occupied  as  an  open 
automobile  sales  lot,  the  erection  and  maintenance  of  an 
automotive  service  station. 

PREMISES  AFFECTED— 68-11  Northern  Boulevard, 

northwest  corner  of  69th  Street,  Block  1164,  Lot  45,  Wood- 
side,  Borough  of  Queens.  Community  Board  #1. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition :  Louis  C.  Moser,  Demetrios  Cutsuras, 
William  Andreon  and  William  Egatonis. 

’  ACTION  OF  BOARD— Laid  over  to  July  10,  1973,  at 
10  A.M.,  for  decision;  previously  inspected;  hearing  closed. 

fl 

111-69-BZ— Vol.  II 

APPLICANT — Albert  Melniker  for  Michael  Paternostro, 
owner. 

SUBJECT — Application  reopened  December  12,  1972  as 
Volume  II — appeal  from  a  decision  of  the  Borough  Super¬ 
intendent,  under  Section  72-21  of  the  Zoning  Resolution, 
to  permit  in  an  Rl-2  district,  on  a  plot  with  less  than  the 
required  lot  area  and  lot  width  the  erection  of  a  one 
family  dwelling  with  accessory  parking. 


PREMISES  AFFECTED — 11  Meadow  Avenue,  east  side, 
96  feet  south  of  Spring  Street,  Block  847,  Lot  13,  Gras¬ 
mere,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  July  10,  1973,  at 
10  A.M.,  for  decision;  previously  inspected;  hearing  closed. 


208-72-BZ— Vol.  II 

APPLICANT — McGee  &  Morsellino  for  Merrall  Realty 
Company,  owner ;  National  Car,  lessee. 

SUBJECT — Application  reopened  February  27,  1973  as  Vol¬ 
ume  II— decision  of  the  Borough  Superintendent,  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an 
R3-2  district,  the  erection  of  a  four  level  parking  facility 
with  accessory  automobile  rental  office  and  automobile 
service  shop. 

PREMISES  AFFECTED — 95-10  Ditmars  Boulevard, 

southeast  comer  of  95th  Street,  Block  1072,  Lots  1,  23,  42, 
Astoria,  Borough  of  Queens.  Community  Board  #3. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  Arthur  J.  McNaught,  William  E.  Gold- 
borough  and  Louis  C.  Moser. 

ACTION  OF  BOARD — Laid  over  to  July  10,  1973,  at  10 
A.M.,  for  hearing,  at  the  request  of  the  applicant. 


735- 72-BZ 

APPLICANT — Kenneth  H.  Koons  for  J.  J.  and  A.  Holding 
Corporation,  owner. 

SUBJECT — Application  November  16,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  C8-1  district,  the  erec¬ 
tion  of  a  two  story  enlargement  to  a  warehouse  and  whole¬ 
sale  establishment  that  encroaches  on  the  required  rear 
yard. 

PREMISES  AFFECTED — 4234  Vireo  Avenue,  east  side, 
224.94  feet  north  of  East  233rd  Street,  Block  3395,  Lots 
16,  19,  Borough  of  The  Bronx.  Community  Board  #13. 

APPEARANCES— 

For  Applicant:  Kenneth  H.  Koons  and  Joseph  O’Connell. 
For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  July  10,  1973,  at  10 
A.M.,  for  decision;  previously  inspected;  hearing  closed. 

736- 72-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  P  and  A  Proper¬ 
ties,  Incorporated,  owner. 

SUBJECT — Application  November  16,  1972 — decision  of  the 
Borough  Superintendent,  under  Sections  73-42  and  73-52 
of  the  Zoning  Resolution,  to  permit  in  a  C2-2  and  R3-1 
district,  on  a  plot  with  retail  stores,  the  expansion  of  the 
accessory  parking  area  into  the  residence  district. 

PREMISES  AFFECTED — 1640  Forest  Avenue,  southwest 
corner  of  Arnprior  Street,  Block  1438,  Lot  6,  Bulls  Head, 
Borough  of  Richmond.  Community  Board  #1. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  Morris  E.  Levine,  Edward  McGettigan, 
Martha  Mayer,  Edward  P.  Connor,  M.  Arthur,  A. 
Nataro,  Blanchern  Staber,  Mae  Carnevale,  A1  Mustaciu- 
olo,  Charles  Kimm  and  Dorothy  Fitzpatrick. 

ACTION  OF  BOARD — Laid  over  to  July  10,  1973,  at  10 
A.M.,  for  decision ;  applicant  to  submit  additional  informa¬ 
tion  ;  previously  inspected ;  hearing  closed. 
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20-73-BZ 

APPLICANT — Ingram  S.  Carner  for  Renewin  Corpora¬ 
tion,  owner. 

SUBJECT — Application  January  12,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  on  a  plot 
previously  before  the  Board,  the  enlargement  in  lot  area 
and  the  erection  of  a  supermarket  with  accessory  parking 
in  the  open  area. 

PREMISES  AFFECTED — 71-39  Metropolitan  Avenue, 
northwest  corner  of  Pleasantview  Street,  Block  3055,  Lot 
12,  Middle  Village,  Borough  of  Queens.  Community 
Board  #2. 

APPEARANCES— 

For  Applicant:  Ingram  S.  Carner,  Emma  M.  Baumann, 
Theodore  G.  Forsberg,  Ruth  Wittule,  Anna  Langhaus, 
Pearl  Maltz,  Bertha  McDonald,  Mary  Lack,  Arthur  J. 
Katzman  and  others. 

For  Opposition:  J.  Stanley  Shaw,  Arthur  W.  Roberts, 
Gustave  Laseo,  A.  Risenhoover,  William  Basio,  Mary 
O’Connor,  Grace  Rickies,  Marie  McMahon,  Joanna 
Cavosi,  E.  A.  Springer  and  Henry  C.  McMahon. 
ACTION  OF  BOARD— Laid  over  to  July  10,  1973,  at  10 
A.M.,  for  continued  hearing;  applicant  to  submit  addi¬ 
tional  information. 


96-73-BZ 

APPLICANT — Lama  &  Vassalotti  for  Veronica  Termini, 
owner;  Strive  Incorporated  and  Texaco,  Incorporated, 
lessee. 

SUBJECT — Application  February  13,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  an  R3-1  district,  the 
enlargement  in  lot  area  of  an  existing  automotive  service 
station  with  accessory  uses  previously  before  the  Board. 

PREMISES  AFFECTED — 149-34  Cross  Island  Parkway, 
south  side,  260  feet  east  of  149th  Street,  Block  4662,  Lots 
46,  47,  Whitestone,  Borough  of  Queens.  Community  Board 

#7. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  G.  Beacon,  William  D.  Friedman,  Julia 
Harrison,  A.  Emma  Robert  and  Sophie  Arter,  Loretta 
and  Augustino  Martino,  William  Cooper  and  others. 

ACTION  OF  BOARD — Laid  over  to  July  10,  1973,  at  10 
A.M.,  for  decision;  previously  inspected;  hearing  closed. 

103-73-BZ 

APPLICANT — A.  H.  Salkowitz  for  Zeborex  Corporation, 
owner. 

SUBJECT — Application  February  15,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  and  Cl -2  district,  the 
erection  of  a  six  story  and  cellar  multiple  dwelling  that 
exceeds  the  permitted  floor  area  ratio  and  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED — 87-06  Justice  Avenue,  south 
side,  139.77  feet  east  of  Broadway,  Block  1842,  Lot  18, 
Elmhurst,  Borough  of  Queens.  Community  Board  #4. 

APPEARANCES— 

For  Applicant :  Ira  S.  Salk. 

For  Opposition:  Steve  Toufexis. 

ACTION  OF  BOARD— Laid  over  to  July  17,  1973  at  10 
A.M.,  for  hearing,  at  the  request  of  the  applicant. 

132-73-BZ 

APPLICANT — Sol  Niego  for  the  Bohack  Corporation, 
owner,  NuDimensions-Figure  Salon  of  Queens  Incorpor¬ 
ated,  lessee. 


SUBJECT— Application  February  27,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  district,  in  an  existing 
two  story  commercial  building,  the  change  in  use  of  the 
second  floor  from  offices  to  a  health  establishment  and  re¬ 
ducing  salon. 

PREMISES  AFFECTED— 249-20  Northern  Boulevard, 
southwest  corner  of  Marathon  Parkway,  Block  8215,  Lot 
24,  Little  Neck,  Borough  of  Queens.  Community  Board 
#11. 

APPEARANCES— 

For  Applicant:  Sol  Niego. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  July  17,  1973,  at  10 
A.M.,  for  decision ;  applicant  to  submit  information  on 
Section  72-21  of  the  Zoning  Resolution ;  previously  in¬ 
spected  ;  hearing  closed. 

150-73-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Third  87th  Corporation. 

SUBJECT — Application  March  7,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C4-7,  Cl-9  and  R8  district, 
the  erection  of  a  31  story  mixed  building  that  exceeds  the 
permitted  floor  area  ratio  and  plaza  bonus,  has  less  than 
the  required  lot  area  per  room  and  encroaches  on  the  re¬ 
quired  tower  setback. 

PREMISES  AFFECTED— 1551  to  1565  3rd  Avenue,  201 
to  215  East  87th  Street,  northeast  corner,  and  200  to  206 
East  88th  Street,  Block  1533,  Lots  1,  45,  48,  50,  143, 
Borough  of  Manhattan.  Community  Board  #8. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum,  William  E. 

November,  Philip  Birnbaum  and  Frederick  Bland. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  July  10,  1973,  at  10 
A.M.,  for  decision ;  applicant  to  file  revised  plans ;  pre¬ 
viously  inspected ;  hearing  closed. 


163-73-BZ 

APPLICANT — Larry  Meltzer  for  Ganin  Brothers,  owner, 
Ganin  Tire  Company  Incorporated,  lessee. 

SUBJECT — Application  March  14,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C4-3  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  non-conforming 
tire  sales  and  installation  establishment  that  will  exceed 
the  floor  area  limitation. 

PREMISES  AFFECTED— 2170  to  2184  65th  Street,  and 
6502  Bay  Parkway,  southwest  corner,  Block  5557,  Lots 
35,  37,  38,  40,  Borough  of  Brooklyn.  Community  Board 
#11. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer  and  Jerome  Ganin. 

For  Opposition:  Sen.  A.  Lewis,  H.  Golden,  Sally  Gross- 
man,  V.  Arnotes,  Stephen  Maimin,  Gay  and  Rita  Rizzo, 
Erik  Knapp,  Andrea  B.  Campbell,  Sylvia  Rosenbaum, 
Lori  Tancredi,  Marie  Biondo,  Rosemary  Carpinelli, 
Glovanna  Licitra,  Laura  Neve,  Domenico  Disangi, 
Stephan  Maimin,  D.  L.  Croce,  N.  Malleo,  Carolyn  M. 
Campbell,  Malcolm  L.  Campbell,  Andrea  M.  Campbell, 
Barbara  Ann  Knapp  and  Mrs.  Saguto. 

ACTION  OF  BOARD— Laid  over  to  July  10,  1973,  at  10 
A.M.,  for  decision;  previously  inspected;  hearing  closed. 


225-73-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Abington  Holding  Incorporated,  owner. 
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SUBJECT — Application  April  17,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R6  district,  the  con¬ 
version  of  an  existing  six  story  loft  to  residential  use 
and  the  erection  of  a  six  floor  mezzanine  that  increases 
the  degree  of  non-compliance  in  flood  area  ratio. 

PREMISES  AFFECTED — 22-24  Jones  Street,  south  side, 
143.4  feet  east  of  Bleecker  Street,  Block  590,  Lot  16,  Bor¬ 
ough  of  Manhattan.  Community  Board  #2. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum,  Alai  Kalimian, 
Barry  Cohen,  Doris  Diether,  Community  Board  # 2 
and  Ruth  Wittenberg.  Community  Board  #2. 

For  Opposition :  Conditionally — Lawrence  Harvey, 

Charles  W.  Dibbell,  Joy  D.  Harvey,  Helen  H.  Dibbell, 
Ruth  E.  Robbins  and  Anthony  Bottitta. 

ACTION  OF  BOARD — Laid  over  to  July  10,  1973,  at  10 
A.M.,  for  continued  hearing;  applicant  to  submit  plans 
and  additional  information. 


226-73-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Abington  Holding,  Incorporated,  owner. 
SUBJECT — Application  April  17,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  rear  yard  for 
multiple  dwelling. 

PREMISES  AFFECTED — 22-24  Jones  Street,  south  side, 
148.4  feet  east  of  Bleecker  Street,  Block  590,  Lot  16.  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum,  Alai  Kilimian, 
Barry  Cohen.  Doris  Diether,  Community  Board  #2, 
and  Ruth  Witter. 

ACTION  OF  BOARD — -Laid  over  to  July  10,  1973,  at  10 
A.M.,  for  continued  hearing ;  applicant  to  submit  plans 
and  additional  information. 


242-73-BZ 

APPLICANT — Peirez,  Karmiol  &  Ackerman  for  10  Ralph 
Place  Corporation,  owner. 

SUBJECT — Application  April  25,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  in  a  pro¬ 
posed  two  stoiy  and  cellar  medical  building,  the  addition 
to  the  uses  to  include  optician  office  and  ethical  pharmacy, 
and  without  the  required  accessory  parking. 

PREMISES  AFFECTED— 11  Ralph  Place  and  886  Rich¬ 
mond  Road,  northeast  corner,  Block  3168,  Lots  49,  51, 
74,  145,  Borough  of  Richmond.  Community  Board  #2. 

APPEARANCES— 

For  Applicant :  Sheldon  Lobel. 

For  Opposition :  Maryann  Moschello,  Angelo  Orlando, 
Giovanni  Iovine,  Anne  Stewart,  Margaret  Kelly  and 
others. 

ACTION  OF  BOARD — Laid  over  to  July  10,  1973,  at  10 
A.M.,  for  hearing,  at  the  request  of  the  Community 
Planning  Board;  applicant  concurs. 


243-73-BZ 

APPLICANT — Demov,  Morris,  Levin  &  Shein  and  Max- 
field  F.  Vogel,  Vogel  &  Strunk  for  the  Jamaica  Hos¬ 
pital,  owner. 

SUBJECT — Application  April  25,  1973 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21,  73-48  and 
73-641  of  the  Zoning  Resolution,  to  permit  in  an  R4  and 
R6  district,  the  erection  of  a  seven  story  hospital  staff 
residence  that  encroaches  on  the  required  rear  yard  and 


minimum  distance  between  windows  and  lot  lines,  pene¬ 
trates  the  sky  exposure  plane  and  exceeds  the  number  of 
accessory  parking  spaces. 

PREMISES  AFFECTED — 89-06  135th  Street,  northwest 
corner  of  89th  Avenue,  Block  9363,  Lots  31,  33,  34,  35,  36, 
and  38,  Borough  of  (Jamaica)  Queens.  Community  Board 
#  • 

APPEARANCES— 

For  Applicant :  Solomon  Sheer,  Isaac  Sherman,  Maxfield 
F.  Vogel  and  Charles  G.  Marion. 

For  Opposition :  _  Anton  Dietrich,  Doris  Avon,  D.  Arigo 
and  M.  Nicalois. 

ACTION  OF  BOARD — Laid  over  to  July  10,  1973,  at 
10  A.M.,  for  decision;  applicant  to  submit  additional  infor¬ 
mation;  previously  inspected;  hearing  closed. 


303-73-A 

APPLICANT — Demov,  Morris,  Levin  &  Shein  and  Max- 
field  F.  Vogel,  Vogel  &  Strunk  for  the  Jamaica  Hos¬ 
pital,  owner. 

SUBJECT — Application  May  18,  1973 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  Rear  and  Side 
Yards. 

PREMISES  AFFECTED— 89-06  135th  Street,  northwest 
corner  of  89th  Avenue,  Block  9363,  Lots  31,  33,  34,  35,  36 
and  38,  Borough  of  (Jamaica)  Queens. 

APPEARANCES— 

For  Applicant:  Salomon  Sheer,  Isaac  Sherman,  Maxfield 
F.  Vogel  and  Charles  G.  Marion. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  July  10,  1973,  at  10 
A.M.,  for  decision;  applicant  to  submit  additional  infor¬ 
mation  previously  inspected ;  hearing  closed. 


713-72-BZ 

APPLICANT — Kenneth  W.  Milnes  for  Xhedvet  Mustafa, 
owner. 

SUBJECT — Application  November  8,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  change  in 
use  of  an  existing  one  story  building  from  store  to  an 
automobile  glass  repair  and  installation  establishment. 
PREMISES  AFFECTED — -236  Hylan  Boulevard,  south 
side,  350  feet  east  of  Tompkins  Avenue,  Block  2856,  Lot  24, 
Rosebank,  Borough  of  Richmond.  Community  Board  #2. 

APPEARANCES— 

For  Applicant:  Kenneth  W.  Milnes  and  P.  O’Brien. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 


Affirmative :  .  0 

Negative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Walsh  and  Commissioner  Carroll  ....  4 

Absent:  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  May  15,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  June  12,  1973;  then  to  June  26,  1973; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  27,  1972,  acting  on  Alt.  Applic.  207/1972, 
reads : 

“9.  Change  in  occupancy  from  a  non-conforming 
use  in  group  6  to  another  non-conforming  use  in  use 
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group  7  contrary  to  the  Zoning  Resolution  Section 
52-30.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  finding (s)  b  and  c,  under 
Section  72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  27,  1972,  acting  on  Alt.  Applic.  207/1972, 
Objection  No.  9,  be  and  it  hereby  is  affirmed  and  that  the 
application  be  and  it  hereby  is  denied. 


814-72-BZ 

APPLICANT — Stephen  J.  Ohalek  for  Edward  W.  Pizzo, 
owner. 

SUBJECT — Application  December  20,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district  the  conversion  of 
an  existing  two  story,  one  family  dwelling  to  a  profes¬ 
sional  office  building. 

PREMISES  AFFECTED — 632  Targee  Street,  west  side, 
300  feet  north  of  Steuben  Street,  Block  2883,  Lot  3,  Fox 
Hills,  Borough  of  Richmond.  Community  Board  #2. 

APPEARANCES— 

For  Applicant :  Stephen  Ohalek. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 


Affirmative :  . . .  0 

Negative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Walsh  and  Commissioner  Carroll  ....  4 
Absent:  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  June  12,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  June  26,  1973 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  13,  1972,  acting  on  Alt.  Applic.  4/1972, 
reads : 

“1.  Proposed  change  in  occupancy  of  an  existing 
one  family  dwelling  to  a  professional  office,  Use  Group 
6  in  an  R-5  Zone  Use  District  is  contrary  to  Section 
22.00  of  the  Zoning  Resolution  and  not  permitted  as  of 
right. 

2.  Proposed  open  accessory  parking  for  profes¬ 
sional  office,  Use  Group  6,  is  contrary  to  Section  22.00 
of  the  Zoning  Res.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  commitee  of  the  Board;  and 
Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  finding  c,  under  Section 
72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  December  13,  1972,  acting  on  4/1972,  Objections  No. 
1  and  2,  be  and  it  hereby  is  affirmed  and  that  the  application 
be  and  it  hereby  is  denied. 


816-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Coral  Lanes  In¬ 
corporated,  owner. 

SUBJECT — Application  November  20,  1972 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412,  11-413 
and  72-21  of  the  Zoning  Resolution,  to  permit  in  a  Cl -2 
and  R3-2  district,  on  a  plot  with  a  one  story  building  that 


was  previously  before  the  Board,  the  change  in  occupancy 
from  bowling  lanes  to  stores  and  enlargement  in  floor  area 
for  use  as  a  supermarket. 

PREMISES  AFFECTED — 1650  Richmond  Avenue,  west 
side,  245.56  feet  north  of  Victory  Boulevard,  Block  2236, 
Lot  125,  Bull’s  Head,  Borough  of  Richmond.  Community 
Board  #1. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Walsh  and  Commissioner  Carroll  ....  4 


Negative:  .  0 

Absent :  Commissioner  Hornstein .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
May  1,  1973,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  June  19,  1973;  then  to  June  26,  1973;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  18,  1972,  acting  on  Alt.  Applic.  239/1972, 
reads : 

“1.  Proposed  structual  alteration  and  change  of  oc¬ 
cupancy  from  bowling  alleys,  cocktail  lounge,  accessory 
parking  for  77  cars  previously  granted  by  the  Board  to 
retail  stores  with  one-story  enlargement  for  supermar¬ 
ket  use  in  R3-2  district  is  contrary  to  Section  22-00  of 
the  Zoning  Resolution  and  Cal.  #150-59-BZ. 

2.  Since  there  are  no  bulk  regulations,  parking  or 
off-street  loading  requirements  for  a  commercial  use  in 
an  R3-2  district,  these  requirements  are  referred  to  the 
Board  of  Standards  &  Appeals.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  finds  that  this  is  an  appropriate 
case  in  which  to  permit  under  Section  11-412  of  the  Zoning 
Resolution,  the  enlargement  of  the  present  building;  and 
Whereas,  the  Board  finds  that  this  is  an  appropriate 
case  in  which  to  permit  under  Section  11-413  of  the  Zoning 
Resolution,  the  change  in  use  of  the  present  building ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  and  permit  under  Sections  11-412  and 
11-413  of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  and 
R3-2  district,  on  a  plot  with  a  one-story  building  that  was 
previously  before  the  Board,  the  change  in  occupancy  from 
bowling  lanes  to  stores  and  enlargement  in  area  for  use  as 
a  supermarket,  on  condition  that  all  work  shall  conform  to 
drawings  filed  with  this  application  marked  “Received 
November  20,  1972”,  3  sheets,  “May  24,  1973”,  3  sheets,  and 
“June  21,  1973”,  one  sheet;  and  that  all  laws,  rules  and 
regulations  applicable  be  complied  with,  and  that  substantial 
construction  be  completed  within  one  year  from  the  date  of 
this  resolution. 

817-72-A 

APPLICANT — Leonard  F.  Rothkrug  for  Coral  Lanes,  In¬ 
corporated,  owner. 
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SUBJECT — Application  November  20,  1972 — review  of  a 
decision  of  the  Borough  Superintendent  re-  zoning  matter 
and  egress. 

PREMISES  AFFECTED— 1650  Richmond  Avenue,  west 
side,  245.56  feet  of  Victory  Boulevard,  Block  2236,  Lot  125, 
Bull’s  Head,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Walsh  and  Commissioner  Carroll  ....  4 

Negative:  .  0 

Absent :  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  18,  1972,  on  Alt.  Applic.  239/72,  reads: 

“2.  Proposed  accessory  parking  in  the  bed  of  a 
mapped  street  is  contrary  to  Section  36  of  the  General 
City  Law. 

4.  Proposed  accessory  parking  in  excess  of  150  cars 
in  a  Residential  Zone  is  contrary  to  Section  25-12  of 
the  Zoning  Resolution. 

5.  Only  one  means  of  egress  and  failure  to  provide 
a  reservoir  space  for  10  vehicles  in  the  parking  area  is 
contrary  to  Section  25-13  of  the  Zoning  Resolution." 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  18,  1972,  acting  on  Alt.  Applic.  239/72,  Ob¬ 
jection  No.  2,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
work  shall  conform  to  the  resolution  adopted  this  date  under 
Calendar  Number  816-72-BZ;  and  that  all  other  laws,  rules 
and  regulations  be  complied  with. 

825-72-BZ 

APPLICANT — Solomon  Sheer  for  G.  T.  J.  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  December  26,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  the  construc¬ 
tion  and  maintenance  of  a  public  parking  lot. 

PREMISES  AFFECTED — 1530  Putnam  Avenue,  east  side, 
125.4  feet  south  of  Wyckoff  Avenue,  Block  3379,  Lot  31, 
Borough  of  Brooklyn.  Community  Board  #4. 

APPEARANCES— 

For  Applicant:  Solomon  Sheer,  Mary  Jannick. 

For  Opposition :  Elliot  Klein  and  Peter  G.  Merto. 
RECOMMENDATION  OF  THE  COMMUNITY 
BOARD— Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Commissioner  Walsh  and 

Commissioner  Carroll  .  3 

Negative : .  0 

Not  Voting:  Vice  Chairman  Agusta  .  1 

Absent :  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  May  1,  1973,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  May  15,  1973;  then  to  June  12,  1973; 
then  to  June  26,  1973;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  27,  1972,  acting  on  Alt.  Applic.  1073/1972, 
reads : 


“1.  The  use  of  the  premises  for  a  public  parking 
lot  for  17  cars  in  an  R6  district  is  contrary  to  22-10 
Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  prac¬ 
tical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R6  district,  for  a  term  of  five  years,  the  construction  and 
maintenance  of  a  non-transient  parking  lot,  on  condition  that 
all  work  shall  substantially  conform  to  drawings  filed  with 
this  application  marked  “Received  December  26,  1972”,  one 
sheet,  and  “May  21,  1973”,  3  sheets;  on  further  condition 
that  the  parking  shall  be  on  a  non-transient  monthly  basis  ; 
that  each  patron  shall  be  provided  with  a  key,  and  the  lot 
shall  remain  closed  at  all  other  times ;  and  that  all  laws, 
rules  and  regulations  applicable  be  complied  with,  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 


832-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Baychester  Block 
Company,  Incorporated,  owner. 

SUBJECT — Application  December  29,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  at  an  existing 
concrete  block  manufacturing  establishment  previously  be¬ 
fore  the  Board,  the  erection  of  a  new  accessory  storage 
structure  that  encroaches  in  the  required  front  yard  and 
rear  yard  equivalent. 

PREMISES  AFFECTED — 2939-2983  Edson  Avenue,  west 
side,  100  feet  south  of  Adee  Avenue,  Block  4797,  Lot  8, 
Borough  of  The  Bronx.  Community  Board  #12. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition:  None: 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD  Application  denied. 

THE  VOTE  TO  GRANT— 


Affirmative :  .  0 

Negative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Walsh  and  Commissioner  Carroll  ....  4 
Absent:  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  June  12,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  June  26,  1973 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  28,  1972,  acting  in  N.B.  Applic.  208/1971, 
reads : 

“1.  Proposed  building  located  in  an  R-4  district 
encroaching  in  the  required  rear  yard  equivalent  and 
encroaching  within  the  required  front  yard  violates  Sec¬ 
tions  23-533  and  23-45  respectively  of  the  Z.R. 

2.  Proposed  construction  of  storage  building,  Use 
Group  17,  located  in  a  R-4  use  district  in  contrary  to 
Section  22-00  of  the  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
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Whereas,  the  Board  finds  that  on  the  basis  of  the 
record  in  this  case  it  is  unable  to  make  finding (s)  b,  d  and  e, 
under  Section  72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  November  28,  1972,  acting  on  N.B.  Applic.  208/1971, 
Objections  No.  1  and  2,  be  and  it  hereby  is  affirmed  and  that 
the  application  be  and  it  hereby  is  denied. 


837-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Char  Cath  Cor¬ 
poration,  owner. 

SUBJECT — Application  December  29,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  district,  in  an  existing 
three  story  mixed  building,  the  enlargement  in  area  of  the 
first  floor  store  that  increases  the  degree  of  non-compliance 
floor  area  ratio. 

PREMISES  AFFECTED — 84-39  to  84-43  Jamaica  Avenue, 
north  side,  40.29  feet  west  of  85th  Street,  Block  8853,  Lot 
105,  Woodhaven,  Borough  of  Queens.  Community  Board 
#9. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 


Commissioner  Walsh  and  Commissioner  Carroll .  4 

Negative:  .  0 

Absent :  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  June  26,  1973,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  16,  1972,  acting  on  Alt.  Applic.  562/1972, 
reads : 

“1.  Proposed  one  story  addition  in  rear  of  the  non¬ 
complying  building  (as  per  N.  Y.  C.  Zon.  Res.  33-121) 
creates  an  increase  in  the  degree  of  the  non-compliance 
— contrary  to  N.  Y.  C.  Zon.  Res.  54-31.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
a  Cl-2  district,  in  an  existing  three-story  mixed  building, 
the  enlargement  in  area  of  the  first  floor  store  that  increases 
the  degree  of  non-compliance  in  floor  area  ratio,  on  condi¬ 
tion  that  all  work  shall  conform  to  drawings  filed  with  this 
application  marked  “Received  December  29,  1972”,  11  sheets; 
and  that  laws,  rules  and  regulations  applicable  be  complied 
with,  and  that  substantial  construction  be  completed  within 
one  year  from  the  date  of  this  resolution. 


117-73-BZ 

APPLICANT — Peter  Casini  for  William  T.  Allaire,  owner. 


SUBJECT — Application  February  22,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district  on  a  plot  with  less 
than  the  required  lot  area  and  lot  width,  the  erection  of  an 
attached  two  family  dwelling  that  exceeds  the  lot  area  per 
dwelling  unit  and  encroaches  on  the  required  side  yards. 
PREMISES  AFFECTED — 33-64  191st  Street,  west  side, 
200  feet  north  of  35th  Avenue,  Block  5259,  Lot  39,  Flush¬ 
ing,  Borough  of  Queens.  Community  Board  #11. 

APPEARANCES— 

For  Applicant:  Peter  Casini. 

For  Opposition :  State  Senator  Frank  Padavan,  Arthur 
Sullivan  and  Terry  Sideris. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 


Commissioner  Walsh  and  Commissioner  Carroll .  4 

Negative:  .  0 

Absent :  Commissioner  Hornstein  .  1 


118-73-BZ 

APPLICANT — Peter  Casini  for  William  T.  Allaire,  owner. 

SUBJECT — Application  February  22,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district  on  a  plot  with  less 
than  the  required  lot  area  and  lot  width,  the  erection  of  an 
attached  two  family  dwelling  that  exceeds  the  lot  area  per 
dwelling  unit  and  encroaches  on  the  required  side  yards. 

PREMISES  AFFECTED — 33-62  191st  Street,  west  side, 
229  feet  north  of  35th  Avenue,  Block  5259,  Lot  38,  Flush¬ 
ing,  Borough  of  Queens.  Community  Board  #11. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 


Commissioner  Walsh  and  Commissioner  Carroll .  4 

Negative:  .  0 

Absent :  Commissioner  Hornstein  .  1 


119-73-BZ 

APPLICANT — Peter  Casini  for  William  T.  Allaire,  owner. 

SUBJECT — Application  February  22,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R2  district  on  a  plot 
with  less  than  the  required  lot  area  and  lot  width,  the  erec¬ 
tion  of  an  attached  two  family  dwelling  that  exceeds  the 
lot  area  per  dwelling  unit  and  encroaches  on  the  required 
side  yards. 

PREMISES  AFFECTED — 33-60  191st  Street,  west  side, 
249.8  feet  north  of  35th  Avenue,  Block  5259,  Lot  36,  Flush¬ 
ing,  Borough  of  Queens.  Community  Board  #1L 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Walsh  and  Commissioner  Carroll  ....  4 


Negative:  .  0 

Absent:  Commissioner  Hornstein  .  1 


120-73-BZ 

APPLICANT — Peter  Casini  for  William  T.  Allaire,  owner. 
SUBJECT — Application  February  22,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district  on  a  plot  with  less 
than  the  required  lot  area  and  lot  width,  the  erection  of  an 
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attached  two  family  dwelling  that  exceeds  the  lot  area  per 
dwelling  unit  and  encroaches  on  the  required  side  yards. 
PREMISES  AFFECTED— 33-58  191st  Street,  west  side, 
270.4  feet  north  of  35th  Avenue,  Block  5259,  Lot  34,  Flush¬ 
ing,  Borough  of  Queens.  Community  Board  #1L. 
ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Walsh  and  Commissioner  Carroll  ....  4 


Negative:  .  0 

Absent :  Commissioner  Hornstein  .  1 


121-73-BZ 

APPLICANT — Peter  Casini  for  William  T.  Allaire,  owner. 

SUBJECT — Application  February  22,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district  on  a  plot  with  less 
than  the  required  lot  area  and  lot  width,  the  erection  of  an 
attached  two  family  dwelling  that  exceeds  the  lot  area  per 
dwelling  unit  and  encroaches  on  the  required  side  yards. 

PREMISES  AFFECTED — 33-56  191st  Street,  west  side, 
291  feet  north  of  35th  Avenue,  Block  5259,  Lot  33,  Flush¬ 
ing,  Borough  of  Queens.  Community  Board  #11. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 


Commissioner  Walsh  and  Commissioner  Carroll  ....  4 

Negative:  .  0 

Absent :  Commissioner  Hornstein  .  1 


156-73-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Albert  Einstein  College  of  Medicine  Staff  Hous¬ 
ing  Company  Incorporated,  owner. 

SUBJECT — Application  March  8,  1973 — decision  of  the  Bor¬ 
ough  Superintendent  under  Section  60  (3)  of  the  Multiple 
Dwelling  Law  to  permit  in  an  R6  and  R4  district  in  an 
existing  28  story  hospital  staff  residence  the  addition  to 
the  uses  to  include  transient  parking  for  the  unused  and 
surplus  tenant  spaces. 

PREMISES  AFFECTED— 1975  Eastchester  Road,  north¬ 
west  corner  of  Morris  Park  Avenue,  Block  4205,  Lot  2, 
Borough  of  The  Bronx.  Community  Board  #11. 

APPEARANCES— 

For  Applicant:  Howard  Zipser. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affiramtive:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Walsh  and  Commissioner  Carroll  _  4 


Negative:  .  0 

Absent :  Commissioner  Hornstein .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
June  19,  1973,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  June  26,  1973;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  20,  1973,  acting  on  N.B.  Applic.  132/1968, 
reads : 

“1.  Proposal  to  provide  transient  parking  in  garage 
accessory  to  the  Albert  Einstein  Staff  houses  located 
in  a  R-6  zone  district,  for  periods  of  less  than  one  week 


is  in  violation  of  Sections  25-412  and  22-00  Zoning 
Resolution.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
60  (3)  of  the  Multiple  Dwelling  Law. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  60  (3)  of  the  Multiple  Dwelling  Law, 
to  permit  in  an  R6  and  R4  district,  for  a  term  of  15  years, 
the  addition  to  the  uses  to  include  transient  parking  for  the 
unused  and  surplus  tenant  spaces  within  the  required  acces¬ 
sory  garage,  on  condition  that  the  building  shall  conform 
to  drawings  filed  with  this  application  marked  “Received 
March  8,  1973”,  7  sheets;  that  the  transient  parking  shall  be 
limited  to  the  unused  spaces  only;  that  the  tenants  of  this 
apartment  house  may  recapture  any  of  the  spaces  devoted  to 
transient  parking  on  30  days’  notice  to  the  owner,  in  accord¬ 
ance  with  Section  60,  Subd.  1  (b)  of  the  Multiple  Dwelling 
Law ;  and  that  all  laws,  rules  and  regulations  applicable 
shall  be  complied  with,  and  that  an  amended  Certificate  of 
Occupancy  shall  be  obtained  for  the  garage  portion  of  the 
building. 

167-73-BZ 

APPLICANT — Lama  and  Vassalotti  for  Mobil  Oil  Corpo¬ 
ration,  owner. 

SUBJECT — Application  March  13,  1973 — decision  of  the 
Borough  Superintendent  under  Section  73-211  of  the  Zon¬ 
ing  Resolution  to  permit  in  a  C2-3  district  the  reconstruc¬ 
tion  of  an  automotive  service  station  with  accessory  uses 
previously  before  the  Board. 

PREMISES  AFFECTED — 2090  Bronxdale  Avenue,  north¬ 
west  corner  of  White  Plains  Road,  Block  4283,  Lot  1, 
Borough  of  The  Bronx,  Community  Board  #11. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Walsh  and  Commissioner  Carroll  ....  4 


Negative:  .  0 

Absent:  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  June  19,  1973,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  June  26,  1973;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  12,  1973,  acting  on  N.B.  Applic.  81/1973,  reads : 

“1.  The  proposed  erection  of  an  Automotive  Service 
Station  with  accessory  uses  (Use  Group  16)  on  a  lot 
located  in  a  C2-3  district  mapped  within  an  R7-1  dis¬ 
trict  is  contrary  to  Section  32-25  of  the  Zoning  Resolu¬ 
tion  and  is  hereby  denied.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-211  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Section  73-211  of  the  Zoning  Resolution,  to  permit 
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in  a  C2-3  district,  the  reconstruction  of  an  automotive  serv¬ 
ice  station  with  accessory  uses,  on  condition  that  all  work 
shall  substantially  conform  to  drawings  filed  with  this  ap¬ 
plication  marked  “Received  March  13,  1973”,  3  sheets ;  and 
that  all  laws,  rules  and  regulations  applicable  be  complied 
with,  and  that  substantial  construction  be  completed  within 
one  year  from  the  date  of  this  resolution. 


169-73-BZ 

APPLICANT — Anne  E.  Meyer  for  Sisto  Funeral  Home 
Incorporated,  owner. 

SUBJECT — Application  March  IS,  1973 — decision  of  the 
Borough  Superintendent,  under  Sections  73-03  (g)  and 
73-27  of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  dis¬ 
trict,  the  erection  of  a  one  story  enlargement  to  an  exist¬ 
ing  fimeral  establishment  previously  before  the  Board. 
PREMISES  AFFECTED — 3489  East  Tremont  Avenue, 
east  side,  25  feet  north  of  Barkley  Avenue,  Block  5419, 
Lots  2,  3,  Borough  of  The  Bronx.  Community  Board  #10. 

APPEARANCES— 

For  Applicant:  Anne  E.  Meyer. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD- — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 


Commissioner  Walsh  and  Commissioner  Carroll  ....  4 

Negative:  .  0 

Absent :  Commissioner  Llornstein  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  May  22,  1973,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  June  19,  1973;  then  to  June  26,  1973;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  9,  1973,  acting  on  Alt.  Applic.  511/1972,  reads: 

“1.  Enlargement  of  a  non-conforming  building, 
funeral  establishment  located  in  a  Cl-2  district  and  pre¬ 
viously  approved  by  the  B.  S.  A.  under  Cal.  #418-64- 
BZ  is  contrary  to  Sec.  32-10  of  Z.  R.  and  B.  S.  A.  Cal. 
#418-64-BZ  and  is  hereby  denied. 

W hereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Sections  73-03  and  73-27  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Sections  73-03  (g)  and  73-27  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  a  Cl-2  district,  the  erection  of  a  one-story 
enlargement  to  an  existing  funeral  establishment  previously 
before  the  Board,  on  condition  that  all  work  shall  substan¬ 
tially  conform  to  drawings  filed  with  this  application  marked 
“Received  March  15,  1973”,  6  sheets;  and  that  all  laws, 
rules  and  regulations  applicable  be  complied  with,  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 


212-73-BZ 

APPLICANT — Demov,  Morris,  Levin,  and  Shein  for  The 
Bronx-Lebanon  Hospital  Center,  owner. 

SUBJECT — Application  March  10,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  73-641  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R8  district,  the  erection  of 
an  11  story  enlargement  to  a  hospital  that  penetrates  the 
sky  exposure  plane. 


PREMISES  AFFECTED— 1640  to  1650  Grand  Concourse, 
entire  block  front  between  East  173rd  Street  and  Mt.  Eden 
Parkway,  Block  2823,  Lot  1,  Borough  of  The  Bronx. 
Community  Board  #4. 

APPEARANCES— 

For  Applicant :  Solomon  Sheer. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Walsh  and  Commissioner  Carroll  ...  4 


Negative:  .  0 

Absent :  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  June  19,  1973,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  June  26,  1973;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  28,  1973,  acting  on  N.B.  Applic.  347/1972, 
reads : 

“1.  The  proposed  structure  penetrates  the  sky  ex¬ 
posure  plane  and  the  required  initial  setback  distance  as 
per  Sec.  24-522  Z.R.  and  is  therefore  contrary  to  that- 
Section  and  is  hereby  denied.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-641  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Section  73-641  of  the  Zoning  Resolution,  to  per¬ 
mit  in  an  R8  district,  the  erection  of  an  11-story  enlargement 
to  a  hospital  that  penetrates  the  sky  exposure  plane,  on 
condition  that  all  work  shall  substantially  conform  to  draw¬ 
ings  filed  with  this  application  marked  “Received  April  10, 
1973”,  17  sheets;  and  that  all  laws,  rules  and  regulations 
applicable  be  complied  with,  and  that  substantial  construc¬ 
tion  be  completed  within  2  years  from  the  date  of  this  reso¬ 
lution. 

Adjourned:  3:50  P.M. 

John  B.  Cincotta,  Executive  Director 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JUNE  26,  1973,  2  P.M. 

Present:  Chairman  Klein,  Vice  Chairman  Agusta, 

Commissioner  Walsh  and  Commissioner  Carroll. 

798-72-SM 

APPLICANT — Dyckerhoff  and  Widmann,  Incorporated, 
owner. 

APPEARANCES— 

For  Applicant:  H.  Nierlich. 

For  Opposition :  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 


Commissioner  Walsh  and  Commissioner  Carroll . 4 

Negative:  .  o 

Absent :  Commissioner  Hornstein  .  1 
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THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
798-72-SM — Dyckerhoff  and  Widmann,  Incorporated,  New 
I  York,  filed  for  approval  of  Dywidag  Threadbar  Splices  under 
the  provisions  of  Article  10  and  RS  10  of  the  Building  Code 
of  the  City  of  New  York. 

PROPOSED  USE:  Splicing  of  concrete  reinforcement  bars. 
DESCRIPTION:  The  splice  is  used  for  bars  of  No.  8  (1" 
diameter)  to  No.  18S  (2.257"  diameter)  with  yield  strength 
of  60,000  psi  and  75,000  psi.  The  bars  have  rolled-on  defor¬ 
mations  which  act  as  threads.  The  bars  are  spliced  together 
with  a  threaded  sleeve  and  a  jam  nut  tightened  to  each  end 
of  the  sleeve  with  a  torque  of  700  ft. — lbs. 

INSPECTION  AND  TEST :  The  splices  were  tested  by 
Columbia  University  and  Testing  Engineers,  Incorporated, 
i  San  Diego,  California,  to  determine  that  the  yield  strengths 
of  the  splices  exceed  the  yield  strengths  of  the  bars  by  25%. 
RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Dywidag  Threadbar  Splices  under  the 
provisions  of  Article  10  and  RS  10  of  the  Building  Code  of 
-  the  City  of  New  York.  The  splices  shall  be  permanently 
labeled :  “Approved  by  the  Board  of  Standards  and  Appeals 
!i  for  use  in  N°w  York  City  under  Calendar  Number  798- 
1  72-SM.” 

The  installation  of  the  splice  shall  be  performed  under  the 
supervision  of  a  licensed  Professional  Engineer  or  Registered 
Architect  who  shall  certify  to  the  Department  of  Buildings 
that  such  installation  was  performed  in  accordance  with  the 
requirements  of  this  approval  and  the  manufacturer’s  in¬ 
stallation  specifications. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
I  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
1  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
j  report. 

790-72-A 

APPLICANT — Julian  Roth  for  Helmsey-Spear  and  Charles 
F.  Noyes,  Incorporated,  owners ;  F.  W.  Woolworth  Com¬ 
pany  and  East  River  Savings  Bank,  lessee. 

J  SUBJECT — Application  December  4,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  egress. 
PREMISES  AFFECTED— 14-26  Cortlandt  Street,  25-29 
Church  Street,  northeast  corner  and  9-25  Dey  Street, 
Block  63,  Lots  3,  6,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Julian  Roth. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Walsh  and  Commissioner  Carroll  .... 

Negative:  . 

Absent :  Commissioner  Hornstein  . 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  8,  1973  on  B.N.  Applic.  4159-72,  reads: 

“Cl — Locking  of  stair  doors  in  required  means  of 
egress  is  contrary  to  C26-604.4  j  (1)  b. 

C2 — Specs  of  proposed  locks  submitted  state  that 
resetting  is  by  electrical  means  rather  than  manual  as 
required  by  RS  17-3A,  Paragraph  15. 

C3 — Submit  B.  S.  A.  approval  of  proposed  locks.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  May  8,  L973,  acting  on  B.N.  Applic.  4159-72,  Objec¬ 
tion  Nos.  Cl,  C2  and  C3,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  performance  of  the  locks,  after  installation,  be  tested 
to  the  satisfaction  of  the  Department  of  Buildings  and  the 
Fire  Department ;  that  the  locking  device  used  shall  be  a 
Folger  Adam  Model  310-2,  Fail  Safe,  Electric  Strike;  on 
further  condition  that  the  building  shall  substantially  con¬ 
form  to  drawings  marked  "Received  December  4,  1972”, 
1 1  sheets ;  and  that  all  laws,  rules  and  regulations  be  com¬ 
plied  with. 


170-73-A 

APPLICANT — Bilbyme  Corporation  for  Brooklyn  Union 
Gas  Company,  owner. 

SUBJECT — Application  March  16,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  burners  for  use  in 
natural  gas  plant. 

PREMISES  AFFECTED— 438  Varick  Avenue  and  287 
to  473  Maspeth  Avenue,  northeast  corner,  Block  2838, 
Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Laid  over  to  July  10,  1973,  at  2 
P.M.,  for  hearing,  at  the  request  of  the  applicant. 


171-73-A 

APPLICANT — Bilbyrne  Corporation  for  Consolidated 
Edison  Company  of  New  York,  Incorporated. 

SUBJECT— Application  March  16,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  heaters  and  pumps 
used  in  conjunction  with  LNG  tanks. 

PREMISES  AFFECTED — 19  to  39  20th  Avenue,  east  side, 
2300  feet  north  of  East  River,  Block  850,  Lot  1,  Astoria, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Laid  over  to  July  10,  1973,  at  2 
P.M.,  for  hearing,  at  the  request  of  the  applicant. 


248-73-A 

APPLICANT — Alphonse  J.  Calvanico  for  Frank  Raccuglia, 
owner. 

SUBJECT — Application  April  27,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

4  PREMISES  AFFECTED — Whitwell  Place,  south  side, 
0  720.42  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  190, 

1  Borough  of  (Todt  Hill)  Richmond. 


MINUTES 


APPEARANCES— 

For  Applicant:  David  C.  Winters. 

ACTION  OF  BOARD — Laid  over  to  September  18,  1973, 
at  2  P.M.,  for  continued  hearing,  at  the  request  of  the 
applicant. 


249-73-A 

APPLICANT — Alphonse  J.  Calvanico  for  Frank  Raccuglia, 
owner. 

SUBJECT — Application  April  27,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— Whitwell  Place,  south  side, 
620.42  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  185, 
Borough  of  (Todt  Hill)  Richmond. 

APPEARANCES— 

For  Applicant:  David  C.  Winters. 

ACTION  OF  BOARD — Laid  over  to  September  18,  1973,  at 
2  P.M.,  for  continued  hearing,  at  the  request  of  the 
applicant. 


250-73-A 

APPLICANT — Alphonse  J.  Calvanico  for  Raymond  Guc- 
ciardo,  owner. 

SUBJECT — Application  April  27,  1973 — hied  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — Whitwell  Place,  north  side, 

420.15  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  127, 
Borough  of  (Todt  Hill)  Richmond. 

APPEARANCES— 

For  Applicant :  David  'C.  Winters. 

ACTION  OF  BOARD — Laid  over  to  September  18,  1973, 
at  2  (P.M„  for  continued  hearing,  at  the  request  of  the 
applicant. 


251-73-A 

APPLICANT — Alphonse  J.  Calvanico  for  Raymond  Guc- 
ciardo,  owner. 

SUBJECT — Application  April  27,  1973— filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — Whitwell  Place,  north  side, 

525.15  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  122, 
Borough  of  (Todt  Hill)  Richmond. 

APPEARANCES— 

For  Applicant :  David  C.  Winters. 

ACTION  OF  BOARD — Laid  over  to  September  18,  1973, 
at  2  P.M.,  for  continued  hearing,  at  the  request  of  the 
applicant. 


252-73-A 

APPLICANT — Alphonse  J.  Calvanico  for  Raymond  Guc- 
ciardo,  owner. 

SUBJECT — Application  April  27,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — Whitwell  Place,  north  side, 

630.15  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  117, 
Borough  of  (Todt  Hill)  Richmond. 


APPEARANCES— 

For  Applicant :  David  C.  Winters. 

ACTION  OF  BOARD— Laid  over  to  September  18,  1973, 
at  2  P.M.,  for  continued  hearing,  at  the  request  of  the 
applicant. 


253-73-A 

APPLICANT — Alphonse  J.  Calvanico  for  Raymond  Guc- 
ciardo,  owner. 

SUBJECT — Application  April  27,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — Whitwell  Place,  north  side, 

735.15  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  112, 
Borough  of  (Todt  Hill)  Richmond. 

APPEARANCES— 

For  Applicant:  David  C.  Winters. 

ACTION  OF  BOARD — Laid  over  to  September  18,  1973, 
at  2  P.M.,  for  continued  hearing,  at  the  request  of  the 
applicant. 


254-73-A 

APPLICANT — Alphonse  J.  Calvanico  for  Raymond  Guc- 
ciardo,  owner. 

SUBJECT — Application  April  27,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — Whitwell  Place,  north  side, 

835.15  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  107, 
Borough  of  (Todt  Hill)  Richmond. 

APPEARANCES— 

For  Applicant:  David  C.  Winters. 

ACTION  OF  BOARD — Laid  over  to  September  18,  1973, 
at  2  P.M.,  for  continued  hearing,  at  the  request  of  the 
applicant. 


255-73-A 

APPLICANT — Alphonse  J.  Calvanico  for  Raymond  Guc- 
ciardo,  owner. 

SUBJECT — Application  April  27,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— Whitwell  Place,  north  side, 

935.15  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  102, 
Borough  of  (Todt  Hill)  Richmond. 

APPEARANCES— 

For  Applicant :  David  C.  Winters. 

ACTION  OF  BOARD — Laid  over  to  September  18,  1973, 
at  2  P.M.,  for  continued  hearing,  at  the  request  of  the 
applicant. 


262-73-A 

APPLICANT — Henry  M.  Garsson  for  Bloomingdale  House 
of  Music,  owner. 

SUBJECT — Application  April  30,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  height  of 
public  building. 

PREMISES  AFFECTED — 323  West  108th  Street,  north 
side,  155  feet  west  of  West  End  Avenue,  Block  1893,  Lot 
10,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Henry  M.  Garsson  and  David  D.  Greer. 
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ACTION  OF  BOARD — Laid  over  to  July  10,  1973,  at  2  APPEARANCES — 

P.M.,  for  corrected  plans  and  decision ;  hearing  closed.  por  Applicant :  Henry  M.  Garsson,  Gerald  D.  Roth  and 

_  John  K.  Sladkus. 

309-73-A  ACTION  OF  BOARD — Laid  over  to  July  10,  1973,  at  2 

»nm  t/'axw  tt  w  r'  ,  ,T  .  -j  P-M^  for  additional  information  and  decision;  hearing 

APPLICANT— Henry  M.  Garsson  for  North  Waterside  closed. 

Redevelopment  Company,  owner. 

SUBJECT — Application  May  21,  1973 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  kitchen  ventilating  Adjourned  -  4-25  PM 
shafts  without  metal  lining. 

PREMISES  AFFECTED— 2700  Franklin  D.  Roosevelt  J0HN  B-  Cincotta,  Executive  Director 

Drive,  east  side,  Block  991,  Lot  60,  Borough  of  Manhattan.  _ 


CORRECTION 


^CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  April  27,  1971,  as  they 
appeared  in  Bulletin  18,  Vol.  56,  are  hereby  corrected  to  read 
as  follows : 

526-68-SA 

APPLICANT — R.  G.  Horvath  for  Ingersoll-Rand  Company, 
owner. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 

Negative:  .  0 

Absent :  Commissioner  Nolan .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
526-66-SA — Amendment  to  resolution  as  to  additional  pumps. 

Ingersoll-Rand  Company,  New  York  requested  that  the 
resolution  adopted  October  17,  1967  under  Calendar  Number 
526-66-SA  be  reopened  and  amended  so  as  to  include  addi¬ 
tional  pumps. 

PROPOSED  USE:  Pumps  for  petroleum  products. 

DESCRIPTION :  The  pumps  are  classified  in  the  following 
grouping  of  types  : 

Single  stage,  double  suction,  horizontally  split  case  pumps 
available  with  cast  iron,  bronze  and  stainless  steel  casings 
and  with  cast  iron,  bronze  and  stainless  steel  impellers  in  the 


Capacity 
700-2,000  GPM 
1,200-3,200 
400-3,400 


following 

sizes : 

Discharge 

Pressure 

Model 

Sizes 

Range 

Capacity 

AFV 

14,  16,  30,  36 

50-100  psi 

4,000-80,000  GPM 

ALV 

14,  16,  18,  20, 

24,  30,  36 

100-225 

4,000-75,000 

HLV 

8, 10, 12, 14, 

18 

100-250 

1,000-18,000 

HLVS 

12,  14 

200-285 

3,000-12,000 

LFV 

20,  24 

50-150 

6,000-36,000 

SH 

10,  12, 14 

300-625 

2,000-11,000 

SL 

16,  42 

50-90 

5,000-80,000 

SM 

18 

110 

6,000-16,000 

F 

8,  10,  12, 14 

750 

2,000-16,000 

FA 

10,  12,  14 

750 

2,500-13,000 

JM 

10 

400 

2,000-  6,000 

Horizontally  split,  two  stage,  volute  type  with  semi-center¬ 

line  support  pump  available  with  cast  iron,  and  bronze  casings 

and  with  bronze  cast  iron 

and  steel  impellers  in  the  following 

sizes : 

Discharge 

Pressure 

Model 

Sizes 

Range 

Capacity 

GT 

154,2,  3,  4,  5, 

6,  8 

275-500  psi 

150-4,000  GPM 

GTS 

4 

550 

700-1,100 

GTR 

4 

500 

300-1,400 

AGT 

2 

500 

160-  380 

8PH 

8 

600 

1,200-3,200 

Two  stage,  single  suction  vertically  split  pump  with  cast 

iron,  carbon  steel  and  stainless  steel 

casings  and  cast  iron, 

bronze  and  stainless  steel 

impellers  in 

the  following  sizes : 

Discharge 

Pressure 

Model 

Sizes 

Range 

Capacity 

EGT 

154,2,3 

600  psi 

150-  500  GPM 

CGT 

2 

600 

160-  400 

SGT 

4 

600 

300-1,300 

6KH 

6 

600 

700-1,800 

Pressure 

Model  Sizes  Range 

CJVL  6  500  psi 

J  6  600 

JT  8  600 

Multi-stage  horizontally  split  single  suction  pump  available 
with  cast  iron,  cast  steel  and  stainless  steel  casings  and  cast 
iron,  bronze,  and  stainless  steel  impellers  in  the  following 
sizes  : 

Discharge  Pressure 

Model  Sizes  Range  Capacity 

CNTA  154,254,3  500-1,000  psi  800-3,000  GPM 

(4,  6,  8  stages) 

HMTA, 

HMTB  2,3,4, 5,6  900-1,600  2,000-6,000 

(3-10  stages) 

Multi-stage,  vertical,  double  case  available  with  cast  iron, 
steel,  chrome  steel  and  stainless  steel  casings  and  bronze, 
cast  iron,  steel  and  chrome  steel  impeller  in  the  following 
sizes : 

Discharge  Pressure 

Model  Sizes  Range  Capacity 

VHTB  1,2,254,3  700-3,750  psi  1,000-5,000  GPM 

VP  1,154,3,4,6  500-  750  500-5,000 

Single  stage,  single  suction  vertically  split  pump  with  cast 
iron  casings  and  cast  iron,  bronze  impellers  in  the  following 
sizes. 


Model 

H 

HC 

HK 


Discharge  Pressure 

Sizes  Range 

1,  iy2,  2,  3,  4, 5  125-200  psi 

1, 1%,  2, 3,  4, 5  125-200  psi 

ft,  1,1%,  2, 3  100  psi 


Single  stage,  double  suction,  vertically  snlit  pump  with  cast 
iron,  carbon  steel  and  stainless  steel  casings  and  cast  iron, 
bronze  and  stainless  steel  impellers  in  the  following  sizes : 


Capacity 
20-1.200  GPM 
20-1,200  GPM 
5,350  GPM 

HOK  y,l,iy4,2  100  psi  5-200  GPM 

Single  stage,  vertical  inline  single  suction  pump  with  duc¬ 
tile  iron,  steel,  stainless  steel  castings  and  steel,  stainless 
steel  impellers  in  the  following  sizes. 

Discharge  Pressure 

Model  Sizes  Range  Capacity 

VO  iyt2,3,4  400  psi  15-1  y00  GPM 

VOC  iy>,2,3,4  400  psi  15-1,200  GPM 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  17,  1967  under 
Calendar  Number  526-66-SA  be  reopened  and  amended  so  as 
to  include  the  additional  models  of  pumps  as  herein  described 
on  condition  that  the  requirements  of  the  resolution  adopted 
October  17,  1967  under  Calendar  526-66-SA  be  complied  with. 

The  Committee  further  recommends  that  in  lieu  of  the 
report  from  an  independent  laboratory,  as  required  under 
the  approval  granted  October  17,  1967,  that — 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  process  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  of 
revocation  of  approval ;  be  accepted. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

*  Correction :  In  the  Description  Section  the  words  as 
shown  above  in  italics  are  inserted. 
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CORRECTION 


^CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  February  9,  1971,  as  they 
appeared  in  Bulletin  7,  Vol.  56,  are  corrected  to  read  as 
follows : 

380-70-SM 

APPLICANT — The  Carsi  Company,  Incorporated,  owner. 
APPEARANCES— 

For  Applicant:  Carl  J.  Giordano. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
380-70-SM — The  Carsi  Company,  Incorporated  Phoenixville, 
Pennsylvania,  filed  for  approval  of  1-5/8",  2-1/2" ,  3-5/8" 
Carsi  Studs  and  Tracks  under  the  provisions  of  RS  10-13 
of  the  Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Dry  wall  construction  (studs  and 
track). 

DESCRIPTION :  The  studs  and  tracks  are  made  of  25 
I  gauge  galvanized  steel.  The  studs  have  1%6"  x  Y and  1%6" 
x  J4"  flanges  to  allow  for  nesting.  The  track  is  1"  x  154" 
high.  The  bottom  of  the  track  is  the  same  width  as  the 
stud.  The  sides  converge  at  a  4°  angle  to  perpendicular. 
This  allows  the  stud  to  fit  snugly  in  the  track  and  remain 


erect  without  the  use  of  screws  until  the  dry  wall  can  be 
screwed  to  the  stud. 

INSPECTION  AND  TEST :  The  studs  and  track  meet  the 
requirement  of  RS  10-13  in  that  they  are  made  of  galvanized 
steel  and  are  25  gauge. 

RECOMMENDATIONS:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  1-5/8”,  2-1/2" ,  3-5/8"  Carsi  Studs  and 
Tracks  under  the  provisions  of  RS-10-13  of  the  Building 
Code.  The  studs  and  tracks  shall  be  permanently  labeled : 
“Approved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Calendar  Number  380-70-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  of  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


*  Correction :  In  the  Resolution  Section  the  third  line  and 
the  Recommendation  Section  the  second  line  the  numbers 
as  shown  above  in  italics  have  been  corrected. 


582 


583 


BOARD  OF  STANDARDS  AND  APPEALS 
80  LAFAYETTE  STREET 
NEW  YORK,  N.  Y.  10013 


n 

BULK  RATE 
U.  S.  POSTAGE 

PAID 

Permit  No.  4875 
New  York,  N.  Y. 


livers ity  Of  Illinois 

.tt:  Serial  DeP|»3ol 


rban .a> 


IlXi 


Library 


584 


OS- 


ill 


'  336 


BULLETIN 


OF  THE 


BOARD  OF  STANDARDS  AND  APPEALS 

OF  THE  CITY  OF  NEW  YORK 

Issued  under  authority  of  Chapter  27,  Section  665  of  the  Charter  of  the  City  of  New  York 
Published  weekly  by  the  Board  of  Standards  and  Appeals  at  its  office,  80  Lafayette  Street,  9th  Floor,  Manhattan, 

New  York,  N.  Y.  10013 


Vol.  LVIII 


Subscription 
$25.00  a  year 


July  12,  1973 


By  Mail,  65  cents  (Cash  only) 
Single  Copies,  50  cents 


No.  28 


DIRECTORY 

BOARD  OF  STANDARDS  AND  APPEALS 


CONTENTS 


JOSEPH  B.  KLEIN,  Chairman 

Philip  P.  Agusta,  Vice  Chairman 
Howard  B.  Hornstein 
Jeremiah  T.  Walsh 
Harry  M.  Carroll 


Docket. 


Commissioners. 


John  B.  Cincotta,  Executive  Director 
Richard  B.  Atwell,  Deputy  Director 
Frances  M.  Waldron,  Secretary 


Avril  H.  Latham,  Chief  Clerk 


Office — 80  Lafayette  Street,  9th  Floor,  Manhattan,  New 
York,  N.  Y.  10013. 

Telephone — 566-5174. 


m  L®RARy  of  the 

3  i  1973 


Notice  of  Hearing  of  Calendar. 

Minutes  of  Regular  Meeting,  Tuesday  Morning,  July  3, 


1973,  Affecting  Calendar  Numbers — 

899-62-A 

407-71-BZ — 

162-73-BZ 

493-72-A 

Vol.  II 

182-73-BZ 

175-71-A 

566-72-BZ 

218-73-BZ 

354-73-A 

567-72-A 

295-73-BZ 

84-73-A — 

793-72-BZ 

666-66-BZ — 

Vol.  II 

87-73-BZ 

Vol.  Ill 

109-52-BZ — 

104-73-BZ 

485-71-BZ — 

Vol.  II 

105-73-BZ 

Vol.  II 

100-68-BZ 

151-73-BZ 

727-72-BZ 

216-69-BZ 

152-73-A 

734-72-BZ 

357-72-BZ 

161-73-BZ 

806-72-BZ 

Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  July  3, 
1973,  Affecting  Calendar  Numbers — 


269-73-A 

282-73-A 

521-61-SM 

270-73-A 

719-39-SM 

1607-61-SA 

271-73-A 

849-39-SM 

211-63-SM 

272-73-A 

170-46-SM 

722-72-SM 

278-73-A 

315-55-SM 

740-72-SM 

290-73-A 

316-59-SM 

797-72-SM 

181-73-A 

330-59-SA 

184-73-SM 

256-73-A 

358-61-SA 

Proposed  Amendments 

of  Rules  for  Arc 

and  Gas  Weld- 

ing  and  Oxygen  Cutting  of  Steel,  Covering  The  Speci¬ 
fications  for  Design,  Fabrication  and  Inspection  of  Arc 
and  Gas  Welded  Steel  Structures  and  The  Qualifica¬ 
tions  of  Welders  and  Supervisors. 
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CALENDAR 


DOCKET 

New  Cases  Filed  up  to  July  3,  1973 

Cal.  No.  Dept.  Premises  Affected 

389-73-BZ — B.Q. — 43-10  30th  Avenue,  south  side,  48  feet 
east  of  43rd  Street,  Block  697,  Lots  68,  115,  Astoria, 
Borough  of  Queens,  Community  Board  #1,  Alt.  No. 
1048-72,  re-  proposed  funeral  chapel,  Cl-2  district. 


390-73-BZ — B.Q. — 88-70  Ransom  Street,  west  side,  97.08 
feet  north  of  Braddock  Avenue,  Block  7968,  Lot  36, 
Bellerose,  Borough  of  Queens,  Community  Board  #13, 
N.B.  237-73,  re-  two  family  dwelling,  floor  area  ratio, 
open  parking,  sky  exposure  plane,  R3-2  district. 


391-73-BZ — B.Q. — 88-68  Ransom  Street,  west  side,  119.08 
feet  north  of  Braddock  Avenue,  Block  7968,  Lot  37, 
Bellerose,  Borough  of  Queens,  Community  Board  #13, 
N.B.  238-73,  re-  two  family  dwelling,  floor  area  ratio, 
open  parking,  sky  exposure  plane,  R3-2  district. 


392-73-BZ — B.Q. — 88-64  Ransom  Street,  west  side,  141.08 
feet  north  of  Braddock  Avenue,  Block  7968,  Lot  137, 
Bellerose,  Borough  of  Queens,  Community  Board  #13, 
N.B.  239-73,  re-  two  family  dwelling,  floor  area  ratio, 
open  parking,  sky  exposure  plane,  R3-2  district. 


393-73-SA — LFE  Corporation,  weinman  vertical  non-clog 
sewage  ejectors  manufactured  by  LFE  Corporation, 
Appliance. 


394-73-BZ— B.Q.— 211-21  to  211-27  45th  Road,  north  side, 
200  feet  east  of  211th  Street,  Block  1713,  Lots  46,  47, 
Bayside,  Borough  of  Queens,  Community  Board  #7, 
Alt.  No.  343-73,  re-  proposed  conversion  of  existing 
garage  to  auto  repair  shop,  R4  district. 


395-73-SA — Acme  Fire  Alarm  Company  Incorporated, 
fire  alarm  signal  system,  various  models,  manufactured 
by  Acme  Fire  Alarm  Company,  Appliance. 


396-73-BZ — B.Q. — 140-51  to  140-59  34th  Avenue,  north 
side,  255  feet  west  of  Parsons  Boulevard,  Block  4981, 
Lot  69,  Flushing,  Borough  of  Queens,  Community  Board 
#7,  Alt.  No.  268-73,  re-  increase  floor  area,  multiple 
dwelling,  R6  district. 


397-73-A — B.Q. — 108-05  68th  Road,  northeast  corner  of 
108th  Street,  Block  2179,  Lot  1,  Forest  Hills,  Borough  of 
Queens,  Alt.  No.  409-73,  re-  change  of  occupancy  to 
frame  building,  Rl-2  district. 


398-73-SM — Inmont  Corporation,  cohyde  Vinyl  wall  cov¬ 
ering,  manufactured  by  Inmont  Corporation,  Material. 


399-73-SA — Champion  Hoist  Company,  champ  hoist, 
material  hoist,  model  MHT-50,  manufactured  by 
Champion  Hoist  Company,  Appliance. 


400-73-A — F.D. — Packaging  of  combustible  mixture 
known  as  “Gulfpride  marine-G  outboard  lubricant”  in 
one  eight  fluid  ounce  sealed  metal  can  and  one  one 
quart  plastic  container  not  in  compliance  with  regula¬ 
tions  of  Administrative  Code. 


401-73-BZ — B.Bx. — 311  West  231st  Street,  northeast 
corner  of  Irwin  Avenue,  Block  5714,  Lot  141,  Borough 
of  The  Bronx,  Community  Board  #14,  N.B.  122-72.  re¬ 
proposed  nursing  home,  Cl-3  in  R6  district. 


402-73-SA — Fairbanks  Company,  fairbanks  fire  line 
valves,  various  models,  manufactured  by  Fairbanks  Com¬ 
pany,  Appliance. 


403-73-BZ — B.B. — 2317  Coney  Island  Avenue,  southeast 
corner  of  Avenue  T,  Block  7315,  Lot  1,  Borough  of 
Brooklyn,  Community  Board  #15,  Alt.  No.  841-73,  re¬ 
proposed  automotive  service  station,  C2-3  in  R5  district. 

Restored  to  Docket 

84-73-A — Vol.  II — B.M. — 131  East  83rd  Street,  northwest 
corner,  Block  1512,  Lot  116,  Borough  of  Manhattan, 
Alt.  1356-72,  re-  only  one  means  of  egress  from  apart¬ 
ments  is  contrary  to  the  A.  C.,  etc. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


SEPTEMBER  18,  1973,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  September  18,  1973,  at  10  o’clock  at  80  La¬ 
fayette  Street  9th  floor,  New  York,  N.  Y.  10013  on  the  fol¬ 
lowing  matters : 

741-72-BZ 

APPLICANT — Thomas  P.  Crinnion  for  Fred  C.  Smith,  Jr. 
owner. 

SUBJECT — Application  November  20,  1972 — decision  of  the 
Borough  Superintendent,  under  Sections  741-72-BZ  of  the 
Zoning  Resolution,  to  permit  in  an  R2  district,  the  erection 
of  a  two  story,  one  family  dwelling  and  Doctors  Office 
that  has  less  than  the  required  open  space  ratio  and  lot 
area  and  encroaches  on  the  required  front  and  side  yard. 
PREMISES  AFFECTED — 213-218  26th  Avenue  and  26-06 
Bell  Boulevard,  southeast  corner,  Block  6000,  Lot  24,  Bay- 
side,  Borough  of  Queens.  Community  Board  #11. 


77-73-BZ 

APPLICANT — Andrew  Tsarsis  for  Shiloh  Homes,  Incor¬ 
porated,  owner. 

SUBJECT — Application  January  31,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  R5  district,  the  erection  of 
a  one  story  building  for  use  as  retail  stores  with  accessory 
parking  in  the  open  area. 

PREMISES  AFFECTED — 8301-8309  Flatlands  Avenue, 
763-775  East  83rd  Street,  northeast  corner,  Block  8004, 
Lots  7,  9,  Borough  of  Brooklyn. 


146-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Rose  Berk  and 
Phyllis  Lipson,  owner. 

SUBJECT — Application  March  5,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  73-50  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Ml-1  district,  the  erection 
of  a  one  story  manufacturing  building  that  will  encroach 
on  the  required  yard  along  a  district  boundary. 

PREMISES  AFFECTED — 779  McDonald  Avenue,  east- 
side,  139  feet  8  inches  south  of  Ditmas  Avenue,  Block  5395, 
Lot  88,  Borough  of  Brooklyn.  Community  Board  #12. 


147-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Rose  Berk  and 
Phyllis  Lipson,  owner. 

SUBJECT — Application  March  5,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  73-50  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Ml-1  district  the  erection 
of  a  one  story  manufacturing  building  that  will  encroach 
on  the  required  yard  along  a  district  boundary. 
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PREMISES  AFFECTED — 783  McDonald  Avenue,  east 
side,  179  feet  4  inches  south  of  Ditmas  Avenue,  Block 
5395,  Lot  86,  Borough  of  Brooklyn.  Community  Board 

[  #12. 

j  189-73-BZ 

APPLICANT — McGee  &  Morsellino  for  Flushing  Federal 
Savings  &  Loan  Association. 

SUBJECT— Application  March  29,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C4-2  district,  the  erection 
of  a  six  story  and  cellar  enlargement  to  an  existing  bank 
and  office  building  that  will  exceed  the  permitted  floor 
area  ratio,  penetrate  the  sky  exposure  plane  and  have  less 
than  the  required  accessory  parking. 

PREMISES  AFFECTED — 136-21  Roosevelt  Avenue,  north 
side,  175  feet  east  of  Main  Street,  Block  4980,  Lot  11, 
Flushing,  Borough  of  Queens.  Community  Board  #7. 

151- 73-BZ 

APPLICANT — Samuel  H.  Lindenbaunt  of  Lindenbaum  & 
Young  for  Benenson  Capital  Company,  Charles  B.  Benen- 
son,  Laurence  A.  Tisch  and  Preston  R.  Tisch,  owners. 

SUBJECT — Application  March  7,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  and  Section  666  of  the  NYC  Charter  to  per¬ 
mit  in  a  C2-5  district,  on  a  plot  with  an  existing  electric 
substation,  the  erection  of  a  31  story  mixed  building  that 
exceeds  the  permitted  floor  area  ratio,  has  less  than  the 
required  open  space  ratio  and  lot  area  per  room,  en¬ 
croaches  on  the  required  rear  yard  equivalent  and  pene¬ 
trates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 313  to  341  East  63rd  Street, 
north  side,  150  feet  west  of  First  Avenue,  and  10  East  64th 
Street,  Block  1438,  Lots  10,  14,  44,  Borough  of  Manhat¬ 
tan.  Community  Board  #8. 

Laid  over  from  July  3,  1973,  for  continued  hearing. 

152- 73-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Benenson  Capital  Company,  Charles  B.  Benen¬ 
son,  Laurence  A.  Tisch  and  Preston  R.  Tisch,  owners. 

SUBJECT — Aplication  March  7,  1973 — filed  pursuant  to 
Multiple  dwelling  law  re-  rear  yard. 

PREMISES  AFFECTED— 313  to  341  East  63rd  Street, 
north  side,  150  feet  west  of  First  Avenue,  and  10  East  64th 
Street,  Block  1438,  Lots  10,  14,  44,  Borough  of  Manhattan. 

_ 

573- 72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Liebman  Realty 
Corporation,  owner. 

;  SUBJECT — Application  September  12,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R8  district,  the  conversion 
of  an  accessory  parking  lot  for  a  hospital  to  a  public  park¬ 
ing  lot. 

‘  PREMISES  AFFECTED— 343  to  345  West  30th  Street, 
north  side,  236  feet  east  of  Ninth  Avenue,  Block  754,  Lot 
16,  Borough  of  Manhattan.  Community  Board  #4. 

Laid  over  from  June  12,  1973;  Hearing  Closed. 

574- 72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Liebman  Realty 
Corporation,  owner. 

SUBJECT — Application  September  12,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 


ing  Resolution,  to  permit  in  an  R8  district,  the  conversion 
of  an  accessory  parking  lot  for  a  hospital  into  a  public 
parking  lot. 

PREMISES  AFFECTED— 337  to  339  West  30th  Street, 
north  side,  321  feet  east  of  Ninth  Avenue,  Block  754, 
Lot  19,  Borough  of  Manhattan.  Community  Board  #4. 

Hearing  Closed. 

JOSEPH  B.  KLEIN,  Chairman 

SEPTEMBER  18,  1973,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  September  18,  1973  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

1-38-SR — Vol.  II 

SUBJECT — Proposed  Amendments  of  Rules  for  Arc  and 
Gas  Welding  and  Oxygen  Cutting  of  Steel  Covering  The 
Specifications  for  Design,  Fabrication  and  Inspection  of 
Arc  and  Gas  Welded  Steel  Structures  and  The  Qualifica¬ 
tions  of  Welders  and  Supervisors. 


248-73-A 

APPLICANT — Alphonse  J.  Calvanico  for  Frank  Raccuglia, 
owner. 

SUBJECT — Application  April  27,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— Whitwell  Place,  south  side, 
720.42  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  190, 
Borough  of  (Todt  Hill)  Richmond. 


249-73-A 

APPLICANT — Alphonse  J.  Calvanico  for  Frank  Raccuglia, 
owner. 

SUBJECT — Application  April  27,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — Whitwell  Place,  south  side, 
620.42  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  185, 
Borough  of  (Todt  Hill)  Richmond. 


250-73-A 

APPLICANT — Alphonse  J.  Calvanico  for  Raymond  Guc- 
ciardo,  owner. 

SUBJECT — Application  April  27,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — Whitwell  Place,  north  side, 
420.15  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  127, 
Borough  of  (Todt  Hill)  Richmond. 


251-73-A 

APPLICANT — Alphonse  J.  Calvanico  for  Raymond  Guc- 
ciardo,  owner. 

SUBJECT — Application  April  27,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — Whitwell  Place,  north  side, 
525.15  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  122, 
Borough  of  (Todt  Hill)  Richmond. 


252-73-A 

APPLICANT — Alphonse  J.  Calvanico  for  Raymond  Guc- 
ciardo,  owner. 
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SUBJECT — Application  April  27,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — Whitwell  Place,  north  side, 

630.15  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  117, 
Borough  of  (Todt  Hill)  Richmond. 


253-73-A 

APPLICANT — Alphonse  J.  Calvanico  for  Raymond  Guc- 
ciardo,  owner. 

SUBJECT — Application  April  27,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — Whitwell  Place,  north  side, 

'  735.15  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  112, 
Borough  of  (Todt  Hill)  Richmond. 


254-73-A 

APPLICANT — Alphonse  J.  Calvanico  for  Raymond  Guc- 
ciardo,  owner. 

SUBJECT — Application  April  27,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — Whitwell  Place,  north  side, 

835.15  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  107, 
Borough  of  (Todt  Hill)  Richmond. 


255-73-A 

APPLICANT — Alphonse  J.  Calvanico  for  Raymond  Guc- 
ciardo,  owner. 

SUBJECT — Application  April  27,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — Whitwell  Place,  north  side, 

935.15  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  102, 
Borough  of  (Todt  Hill)  Richmond. 


279-73-A 

APPLICANT — Bernard  Goodman  for  tenants. 

OWNER  OF  PREMISES— Burton  E.  Eaton. 

SUBJECT — Application  May  4,  1973 — Revocation  of  Alter¬ 
ation  Permit  Nos.  1595-69  and  1596-69. 


PREMISES  AFFECTED — 206  and  210  East  17th  Street, 
south  side,  120  feet  East  of  Third  Avenue,  Block  897,  Lots 
69  and  71,  Borough  of  Manhattan. 


312-73-A 

APPLICANT — Albert  Homer  Swanke,  Poor  and  Swanke 
&  Partners  for  Wako  International  Corporation,  owner. 

SUBJECT — Application  May  18,  1973 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  egress,  stairs, 
windows. 

PREMISES  AFFECTED — 44  East  52nd  Street,  south  side, 
182  feet  West  of  Park  Avenue,  Block  1287,  Lot  143,  Bor¬ 
ough  of  Manhattan. 


326-73-A 

APPLICANT — LaMoyne  D.  Bearden  for  Eastman  Kodak 
Company,  owner. 

SUBJECT — Application  May  29,  1973 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner,  re-  Packaging  of  Com¬ 
bustible  Mixtures  known  as  Recordak  Electrostatic  12N 
Toner  in  16  Fluid  ounce  Overcoated  Plastic  Bottle  with 
Foil  Membrane  and  Plastic  Screw  Cap,  not  in  compliance 
with  regulation  of  the  Administrative  Code  of  New  York 
City. 


334-73-A 

APPLICANT — David  L.  Seed  for  Union  Carbide  Cor¬ 
poration,  owner. 

SUBJECT — Application  June  4,  1973 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “Union  Carbide  High  Perform¬ 
ing  Gas  Treatment  AS  225”,  with  170  degrees  flash  point 
in  eight  ounce  sealed  cans,  not  in  compliance  with  regu¬ 
lations  of  the  Administrative  Code  of  New  York  City. 


335-73-A 

APPLICANT — Spector  Freight  System,  Incorporated, 
owner. 

SUBJECT — Application  May  31,  1973 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  installation  of  ap¬ 
proved  standpipe. 

PREMISES  AFFECTED — 1313  Grand  Street,  north  side, 
490  feet  east  of  Gardner  Avenue,  Block  2930,  Lots  90 
and  26,  Borough  of  Brooklyn. 

JOSEPH  B.  KLEIN,  Chairman 
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MINUTES 


REGULAR  MEETING 

TUESDAY  MORNING,  JULY  3,  1973,  10  A.M. 

Present :  Chairman  Klein,  Vice  Chairman  Agusta, 

Commissioner  Walsh  and  Commissioner  Carroll. 


The  minutes  of  the  regular  meeting  of  the  Board  held  on 
Tuesday  morning  and  afternoon,  June  19,  1973,  were  ap¬ 
proved  as  printed  in  the  Bulletin  of  June  28,  1973,  Vol.  58, 
No.  26. 


899-62-A 

APPLICANT — Lawrence  Shutkind  for  Henry  Herion, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  June  18, 
1973 — decision  of  the  Borough  Superintendent  re-  cellar 
apartment  (Section  310  of  the  Multiple  Dwelling  Law)  ; 
previously  granted  on  condition. 

PREMISES  AFFECTED— 122  East  91st  Street,  south 
side,  130  feet  west  of  Lexington  Avenue,  Block  1519,  Lot 
62,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Lawrence  Shutkind. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Walsh  and  Commissioner  Carroll  ...  4 


Negative:  . .  0 

Absent :  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
June  18,  1963,  on  certain  conditions ;  and 

Whereas,  the  term  of  variance  was  extended  on  June 
25,  1968;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June  18, 
1963,  as  amended  through  June  25,  1968,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“ granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects ;  and  that  a  new  Certifi¬ 
cate  of  Occupancy  shall  be  obtained.”  (Alt.  1098-62) 


493-72-A 

APPLICANT — AMF  Incorporated  for  Monsanto  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — appeal  from  a  decision  of  the 
Fire  Commissioner  re-  packaging  of  combustible  mixture 
known  as  “AMF  Magic  Approach  Reviver”  in  one  quart 
plastic  bottles,  screw  cap  not  in  compliance  with  the 
regulations  of  the  Administrative  Code  of  New  York 
City. 

APPEARANCES— 

For  Applicant :  Robert  E.  Harlow. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Walsh  and  Commissioner  Carroll  ...  4 

l 


Negative:  .  0 

Absent:  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
November  8,  1972,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  8,  1972,  by  adding  thereto: 

“that  the  trade  name  of  this  product  may  be  changed 
to  ‘AMF  Approach  and  Lane  Reviver’,  on  condition 
that  other  than  as  herein  amended  the  resolution  above 
cited  shall  be  complied  with  in  all  respects.”  (F.  D. 
Folder  No.  122-4291) 


175-71-A 

APPLICANT — James  J.  Trexel  for  E.  I.  du  Pont  de 
Nemours  and  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — appeal  from  a  decision  of  the 
Fire  Commissioner  re-  packaging  of  combustible  mixture 
known  as  DuPont  Gas  Booster  in  8  fluid  ounce  cylindri¬ 
cal  metal  sealed  containers  not  in  compliance  with  the 
regulations  of  the  Administrative  Code  of  New  York 
City;  previously  granted  on  condition. 

APPEARANCES— 

/  For  Applicant:  James  J.  Trexel. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Walsh  and  Commissioner  Carroll  ...  4 


Negative:  .  0 

Absent :  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
June  22,  1971,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June  22, 
1971,  by  adding  thereto: 

“that  the  sealed  metal  top  of  the  container  may  be 
equipped  with  a  ring-pull  tab ;  and  that  the  trade 
name  of  this  product  may  be  changed  to  ‘DuPont  Gas 
Booster  Concentrate’,  on  condition  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects.”  (F.  D.  Folder  No. 
122-1027C) 


354-73-A 

APPLICANT — William  Glinsman,  owner. 

SUBJECT — Application  June  11,  1973 — decision  of  the 
Commissioner  of  Buildings  re-  Records. 

APPEARANCES— 

For  Applicant :  Bruce  Engel. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  KFin,  Vice  Chairman  Agusta, 
Commissioner  Walsh  and  Commissioner  Carroll  ...  4 


Negative:  .  0 

Absent:  Commissioner  Hornstein  .  1 
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84-73-A — Vol.  II 

APPLICANT— Stephen  B.  Jacobs  for  Elias  Kalimian, 
owner. 

SUBJECT— Application  for  consideration— reopening  as 
Volume  II  subject  to  regular  procedure — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  egress;  pre¬ 
viously  denied. 

PREMISES  AFFECTED— 131  East  83rd  Street,  north¬ 
west  corner  of  Lexington  Avenue,  Block  1517,  Lot  16, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Stephen  Jacobs. 

ACTION  OF  BOARD — Application  reopened  as  Vol.  II, 
subject  to  the  regular  procedure. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 

Commissioner  Walsh  and  Commissioner  Carroll  - 4 

Negative:  . 0 

Absent:  Commissioner  Hornstein  .  1 


109-52-BZ— Vol.  II 

APPLICANT — Jules  Berman  for  200  East  End  Avenue 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  July  7,  1973 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7e  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district  the  change  in  oc¬ 
cupancy  of  tenants’  lounge  and  children’s  play  room  on  1st 
floor  to  a  public  restaurant,  bar  and  kitchen  (previously 
denied  by  the  Board,  and  sustained  by  the  Supreme  Court). 

PREMISES  AFFECTED — 200  East  End  Avenue,  west 
side,  from  East  89th  to  East  90th  Streets,  Block  1586,  Lots 
21,  26  and  27,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Jules  Berman. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Walsh  and  Commissioner  Carroll  ....  4 


Negative:  .  0 

Absent:  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
July  7,  1953,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
July  3,  1973,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July 
7,  1953,  only  as  to  the  term  of  variance,  so  that  as  amended 
this  portion  of  the  resolution  shall  read : 

“ granted  for  a  term  of  ten  years  from  July  7,  1973,  to 
permit  .  .  . ;  that  other  than  as  herein  amended  the  reso¬ 
lution  above  cited  shall  be  complied  with  in  all  respects; 
and  that  a  new  Certificate  of  Occupancy  shall  be  ob¬ 
tained.”  (Alt.  406-53) 


100-68-BZ 

APPLICANT — Milton  Feldman  for  Edo  Corporation, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution— decision  of  the  Deputy  Commis¬ 
sioner  of  Marine  and  Aviation ;  previously  granted  on  con¬ 
dition  under  Section  73-29  of  the  Zoning  Resolution,  per¬ 


mitting  in  an  M2-1  district  in  an  existing  one  story 
mechanical  testing  laboratory,  the  storage  of  Class  IV 
material. 

PREMISES  AFFECTED — 109-20  14th  Avenue,  south  side, 
100  feet  west  of  110th  Street,  Block  4044,  Lot  6  (part  of), 
College  Point,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Milton  Feldman. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Walsh  and  Commissioner  Carroll  ...  4 


Negative: .  0 

Absent :  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
July  2,  1968,  on  certain  conditions ;  and 
Whereas,  the  resolution  was  last  amended  on  June  2, 
1970. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  2, 
1968,  as  amended  through  May  9,  1972,  only  insofar  as  it 
refers  to  the  type  and  quantity  of  explosives  permitted  to 
be  stored,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“that  the  quantity  of  explosives  stored  shall  be  limited 
to  the  following : 

(a)  20  pieces  Navy  Model  107  Cartridge 

(b)  20  pieces  Edo  Part  No.  68336-3  (Walter 
Kidde  Part  No.  873364)  Cartridge,  Fire  Extinguisher 

(c)  8  pieces  Olin  Mathieson  ARD  446-1  Car¬ 

tridge,  Ejection 

(d)  8  pieces  Olin  Mathieson  ARD  863-1  Car¬ 

tridge,  Bomb  Ejection 

(e)  90  pieces  Navy  MK  124  MOD  O  Cartridge, 
Impulse 

(f)  16  pieces  Navy  MK  125  MOD  O  Cartridge, 
Impulse 

on  condition  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects.”  (Dept,  of  Ports  and  Terminals  letter  dated 
6/11/73) 


216-69-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Chevron  Oil 
Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  July  29,  1973 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  11-412  of  the  Zoning  Resolu¬ 
tion,  permitting  in  a  Cl-1  district,  the  enlargement  in  lot 
area  and  rearrangement  of  an  existing  automotive  service 
station  with  accessory  uses ;  previously  before  the  Board 
under  Cal.  No.  924-57-BZ. 

PREMISES  AFFECTED — 3881  Richmond  Avenue,  4515 
Amboy  Road,  northeast  corner,  Block  5497,  Lot  135  (form¬ 
erly  Lots  135,  141  and  144),  Eltingville,  Borough  of  Rich¬ 
mond. 

APPEARANCES— 

For  Applicant:  Frederick  A.  Ketcher. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Walsh  and  Commissioner  Carroll  ...  4 


Negative:  .  o 

Absent :  Commissioner  Hornstein  .  1 
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THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
June  24,  1969,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
July  3,  1973,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June 
24,  1969,  as  amended  through  July  14,  1970  only  as  to  the 
term  of  variance,  as  previously  permitted  under  Cal.  No. 
942-57-BZ,  so  that  as  amended  this  portion  of  the  resolu¬ 
tion  shall  read : 

“ granted  for  a  term  of  ten  years  from  July  29,  1973,  to 
permit  ...  ;  on  condition  that  other  than  as  herein 
amended  the  resolution  aboved  cited  shall  be  complied 
with  in  all  respects ;  and  that  a  new  Certificate  of  Oc¬ 
cupancy  shall  be  obtained.”  (Alt.  72-69) 

357-72-BZ 

APPLICANT — H.  M.  Cole  for  Union  of  Soviet  Socialist 
Republics,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  July  18,  1973 
and  for  amendment — decision  of  the  Borough  Superin¬ 
tendent  ;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution,  permitting  in  an  R4  dis¬ 
trict,  the  erection  of  a  multiple  dwelling  and  community 
facility  complex  for  foreign  diplomatic  uses  that  en¬ 
croaches  on  the  rear  and  side  setbacks  and  has  less  than 
the  required  parking. 

PREMISES  AFFECTED— 355  West  255th  Street,  block 
front  from  Fieldston  Road,  Mosholu  Avenue,  Blocks 
5846,  5848,  Lots  1605,  1774,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  H.  M.  Cole,  Martin  Popper  and  Donald 
Smith. 

For  Opposition:  Jacob  Weisman. 

For  Administration:  John  Gordon,  N.  Y.  C.  Comm,  for 
the  U.  N. 

ACTION  OF  BOARD — Application  reopened,  time  ex¬ 
tended  to  complete  the  work  and  resolution  amended. 

.  THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Walsh  and  Commissioner  Carroll  ....  4 


Negative:  .  0 

Absent:  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
July  18,  1972,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution  and  an  extension  of  time  to  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July 
18,  1972,  by  adding  thereto: 

“that  the  premises  shall  substantially  conform  to  re¬ 
vised  drawings  of  proposed  conditions  marked  ‘Received 
June  4,  1973’,  five  sheets  and  ‘Received  June  22,  1973’, 
five  sheets ;  and  that  substantial  construction  shall  be 
completed  within  one  year  from  the  date  of  this  amended 
resolution,  on  condition  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects.”  (N.B.  94-72) 

407-71-BZ — Vol.  II 

APPLICANT — Peirez,  Karmiol  &  Ackerman  for  The  St. 
Francis  Monastery,  owner. 

SUBJECT — Application  reopened  April  5,  1973  as  Volume 
II— decision  of  the  Borough  Superintendent,  under  Section 


72-21  of  the  Zoning  Resolution,  to  permit  in  an  R6  district, 
for  a  term  of  five  years,  the  construction  and  maintenance 
of  an  off-site  accessory  parking  lot  for  an  existing  catering 
establishment. 

PREMISES  AFFECTED — 1651  Hancock  Street,  west  side, 
260.13  feet  south  of  Cypress  Avenue  and  1658-1662  Jeffer¬ 
son  Avenue,  Block  3548,  Lots  40,  43,  45,  79,  Ridgewood, 
Borough  of  Queens.  Community  Board  # 5 . 

APPEARANCES— 

For  Applicant:  Sheldon  Lobel,  Ernest  Sanzo,  Brother 
Robert  Smith,  Stephen  J.  Masse  and  Frank  Atria. 

For  Opposition:  Charles  W.  and  Marie  M.  Ernst,  Wil¬ 
liam  H.  Waldron,  John  Klein,  Sofie  Willine,  Adolph  Bier 
and  Harry  C.  Whelpley. 

ACTION  OF  BOARD — Laid  over  to  July  17,  1973,  at  10 
A.M.  Hearing  closed.  For  decision. 

566- 72-BZ  '  ’ 

APPLICANT — McGee  and  Morsellino  for  August  Lianzo, 
owner. 

SUBJECT — Application  September  8,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  the  maintenance 
of  an  open  contractors  storage  establishment  with  acces¬ 
sory  parking. 

^^^MJSES  AFFECTED — 183  Frost  Street,  north  side, 
125  feet  west  of  Humboldt  Street,  Block  2735,  Lot  35 

~  Borough  of  Brooklyn.  Community  Board  #1 
APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  July  17,  1973,  at  10 
A.M.,  for  decision;  previously  inspected;  hearing  ’closed. 

567- 72-A 

APPLICANT — McGee  and  Morsellino  for  August  Lianzo, 
owner. 

SUBJECT— Application  September  8,  1972— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  wooden  fences 
exceeding  6  feet  in  height. 

PREMISES  AFFECTED — 183  Frost  Street,  north  side, 
125  feet  west  of  Humboldt  Street,  Block  2735,  Lot  35, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Laid  over  to  July  17,  1973,  at 
10  A.M.,  for  decision;  previously  inspected;  hearing  closed. 

793-72-BZ 

APPLICANT — A.  J.  Calvanice  for  Joseph  and  Bernice 
Luke,  owner. 

SUBJECT — Application  December  6,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  on  a  plot  with 
a  dwelling  and  store,  the  erection  of  a  one  story  enlarge¬ 
ment  to  the  household  appliance  store. 

PREMISES  AFFECTED — 2879  Amboy  Road,  southwest 
corner  of  Park  Street,  Block  4361,  Lot  43,  New  Dorp, 
Borough  of  Richmond.  Community  Board  #4. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  without  date,  at  10  A.M. 


87-73-BZ 

APPLICANT — Larry  Meltzer  for  267  Bay  Ridge  Avenue 
Corporation,  owner. 


MINUTES 


/4 

J 


SUBJECT- — Application  February  8,  1973 — decision  of  the 
Boroug-h  Superintendent,  under  Section  11-413  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C8-1  and  R4  district,  the 
change  in  use  of  an  existing  one  story  building  previously 
before  the  Board,  from  the  manufacture  of  plastic  toys  to 
motor  vehicle  repair  shop  for  use  in  conjunction  with  the 
adjoining  automobile  sales  and  service  establishment. 

PREMISES  AFFECTED— 2889  to  2915  Coney  Island 
Avenue,  east  side,  82  feet  94  inches  north  of  Shore  Park¬ 
way,  and  2656  to  2666  East  11th  Street,  Block  7454,  Lot 
29,  Borough  of  Brooklyn.  Community  Board  #15. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

For  Opposition:  Bruce  Elliot,  Comm.  Board  #15,  Julius 
H.  Browner,  Charles  Chencinski,  Ray  Helfenbaum, 
Fela  and  Esther  Goldfarb,  Mary  Panzarine,  Ixwis  Buono, 
Seymour  and  Pola  Herson,  William  Martino,  Dorothy 
Mauro,  John  E.  Nikas  and  others. 

ACTION  OF  BOARD — Laid  over  to  July  17,  1973,  at 
10  A.M.,  for  decision;  previously  inspected;  hearing  closed. 


104-73-BZ 

APPLICANT — A.  H.  Salkowitz  for  Nadine  Holding  Cor¬ 
poration,  owner. 

SUBJECT — Application  February  15,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection 
of  a  one  story  and  cellar  medical  office  building  that  en¬ 
croaches  on  the  required  side  yards. 

PREMISES  AFFECTED — 1891  Rockaway  Parkway,  east 
side,  300  feet  north  of  Avenue  N,  Block  8281,  Lot  22,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #17. 

APPEARANCES— 

For  Applicant :  Carl  Heimberger. 

For  Opposition :  Sophia  Bellino  and  John  Bellino. 

ACTION  OF  BOARD— Laid  over  to  July  1,7,  1973,  at 
10  A.M.  For  decision. 


105-73-BZ 

APPLICANT — Pierez,  Karmiol  &  Ackerman  for  Frandian 
Associates,  owner. 

SUBJECT — Application  February  15,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C6-6  CRT  the  erection  of  a 
34  story  mixed  building  that  exceeds  the  permitted  lot 
area  requirements  and  lot  area  per  room  and  penetrates  the 
sky  exposure  plane. 

PREMISES  AFFECTED— 1752-1756  Broadway,  211  West 
56th  Street,  northeast  corner,  Block  1028,  Lot  17,  Borough 
of  Manhattan.  Community  Board  #5. 

APPEARANCES— 

For  Applicant :  Sheldon  Lobel,  Elliott  Vikas  and  Ralph 
W.  Kern. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  July  10,  1973,  at 
10  A.M.  For  decision. 


151-73-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Benenson  Capital  Company,  Charles  B.  Benen- 
son,  Laurence  A.  Tisch  and  Preston  R.  Tisch,  owners. 

SUBJECT — Application  March  7,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  and  Section  666  of  the  NYC  Charter  to  per¬ 
mit  in  a  C2-5  district,  on  a  plot  with  an  existing  electric 
substation,  the  erection  of  a  31  story  mixed  building  that 


exceeds  the  permitted  floor  area  ratio,  has  less  than  the 
required  open  space  ratio  and  lot  area  per  room,  en¬ 
croaches  on  the  required  rear  yard  equivalent  and  pene¬ 
trates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 313  to  341  East  63rd  Street, 
north  side,  150  feet  west  of  First  Avenue,  and  10  East  64th 
Street,  Block  1438,  Lots  10,  14,  44,  Borough  of  Manhat¬ 
tan.  Community  Board  #8. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum,  Richard  Roth, 
Sr.,  Shaun  Henderson,  Thomas  D.  Breen,  Alan  R. 
Wolford,  Henry  C.  Koehler  and  Alexander  C.  Wert. 
For  Opposition :  Stanley  H.  Lowell,  John  P.  McWil¬ 
liams,  Jr.  and  Stanley  A.  Lewis. 

•ACTION  OF  BOARD— Laid  over  to  September  18,  1973, 
at  10  A.M.,  for  continued  hearing. 


152-73-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Benenson  Capital  Company,  Charles  B.  Benen¬ 
son,  Laurence  A.  Tisch  and  Preston  R.  Tisch,  owners. 

SUBJECT — Application  March  7,  1973 — filed  pursuant  to 
multiple  dwelling  law  re-  rear  yard. 

PREMISES  AFFECTED— 313  to  341  East  63rd  Street, 
north  side,  150  feet  west  of  First  Avenue,  and  10  East  64th 
Street,  Block  1438,  Lots  10,  14,  44,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum. 

ACTION  OF  BOARD — Laid  over  to  September  18,  1973, 
at  10  A.M.,  for  continued  hearing. 


161-73-BZ 

APPLICANT — Lama  &  Vassalotti  for  Ford  Leasing  & 
Development  Company,  owner. 

SUBJECT — Application  March  14,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Rl-2  district,  the  erection 
of  a  two  story  automobile  sales  and  service  establishment 
with  accessory  open  and  roof  parking,  and  open  automobile 
sales. 

PREMISES  AFFECTED — 239-25  Northern  Boulevard, 
north  side,  43.99  feet  east  of  234th  Street,  Block  8092,  Lot 
24,  Bayside,  Borough  of  Queens.  Community  Board  #11. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama  and  P.  R.  Lehr. 

For  Opposition:  Senator  Frank  Padavan,  Linda  Blum, 
Sylvia  Miller,  Joan  Rosner,  Russell  Ferdinand,  John 
Cardillo,  Paul  Lehrman,  Theodore  Waldeyer,  John  O. 
Riedl  and  others. 

ACTION  OF  BOARD — Laid  over  to  September  11,  1973, 
at  10  A.M.,  for  continued  hearing. 


162-73-BZ 

APPLICANT — Lama  and  Vassalotti  for  Ford  Leasing  & 
Development  Company,  owner. 

SUBJECT — Application  March  14,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to.  permit  in  an  Rl-2  district,  on  a 
plot  with  an  automobile  sales  and  service  establishment, 
the  erection  of  an  accessory  sales  office  for  the  sale  of 
cars  that  extends  into  the  front  yard. 

PREMISES  AFFECTED — 240-07  Northern  Boulevard 
north  side,  43.99  feet  east  of  234th  Street,  Block  8092,’ 
Lot  24,  Bayside,  Borough  of  Queens.  Community  Board 
#11. 
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APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  P.  R.  Lehr. 

For  Opposition :  Gertrude  Waldeyer,  Lee  H.  Sharp, 
Clare  C.  Riedl,  Mary  S.  Huber,  Myron  Kitaif,  Debbie 
Hersh,  Walter  Barthold,  Blanche  H.  Felton,  Madeline 
C.  Braisted,  Aurora  Gareiss  and  others. 

ACTION  OF  BOARD — Laid  over  to  September  11,  1973, 
at  10  A.M.,  for  continued  hearing. 


182-73-BZ 

APPLICANT — Donald  E.  Freed  and  Leonard  F.  Roth- 
krug  for  Solomon  R.  Guggenheim  Foundation,  owner. 

SUBJECT — Application  March  26,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  an  RIO  district,  at  a 
museum  previously  before  the  Board,  the  enlargement 
and  rearrangement  of  the  accessory  tea  room  that  will 
encroach  into  a  portion  of  the  driveway. 

PREMISES  AFFECTED — 1071  Fifth  Avenue,  east  side 
from  East  88th  Street  to  East  89th  Street,  Block  1500, 
Lot  1,  Borough  of  Manhattan.  Community  Board  #8. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  July  17,  1973,  at  10 
A.M.  For  hearing. 


218-73-BZ 

APPLICANT — Norman  Reiffman  for  Estrol  Oil  Corpora¬ 
tion,  owner ;  Saveway  Monument  Incorporated,  lessee. 

SUBJECT — Application  April  11,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-211  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  district  the  reconstruction 
and  rearrangement  of  an  automotive  service  station  with 
accessory  uses  and  accessory  signs. 

PREMISES  AFFECTED — 89-08  Astoria  Boulevard,  south 
side,  9.75  feet  East  of  89th  Street,  Block  1363,  Lots  2  and 
5,  Astoria,  Borough  of  Queens.  Community  Board  #3. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  July  17,  1973,  at  10 
A.M.  For  decision. 


295-73-BZ 

APPLICANT — H.  M.  Cole  for  City  University  of  New 
York,  owner. 

SUBJECT — Application  May  15,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  73-641  of  the 
Zoning  Resolution,  to  permit  in  an  R7-2  district,  at  an 
existing  University,  the  erection  of  an  eight  story  and 
basement  academic  building  that  will  penetrate  the  sky 
exposure  plane. 

PREMISES  AFFECTED— 1519-1605  Amsterdam  Avenue 
and  469-499  West  135th  Street,  northeast  corner,  450-474 
West  140th  Street  and  160-250  Convent  Avenue,  Blocks 
1972  and  2056,  Lots  1,  3,  5,  7,  9,  23,  24,  26,  28,  Borough 
of  Manhattan.  Community  Board  #9. 

APPEARANCES— 

For  Applicant:  H.  M.  Cole,  Nathaniel  Firestone,  Harold 
J.  Levy  and  J.  Karl  Justin. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  July  10,  1973,  at  10 
A.M.  Hearing  closed.  For  decision. 


666-66-BZ — Vol.  Ill 

APPLICANT — Rathkopf  &  Rathkopf  for  Alesi  Enterprises, 
Incorporated,  owner ;  Ford  Leasing  Development  Company, 
lessee. 

SUBJECT — Application  reopened  March  27,  1973  as  Volume 
III,  decision  of  the  Borough  Superintendent  under  Sec¬ 
tions  72-11  and  72-21  of  the  Zoning  Resolution  to  permit 
in  a  C2-1  district,  the  construction  of  an  automobile  sales 
lot  with  accessory  office  for  use  in  conjunction  with  a  new 
car  agency  previously  before  the  Board. 

PREMISES  AFFECTED — 2375  Richmond  Avenue  and  465 
Nome  Avenue,  southeast  corner,  Block  2380,  Lot  30,  New 
Springville,  Borough  of  Richmond.  Community  Board  #3. 

APPEARANCES— 

For  Applicant :  Daren  A.  Rathkopf. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Walsh  and  Commissioner  Carroll  ....  4 


Negative: .  0 

Absent :  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
June  19,  1973,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  July  3,  1973;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  16,  1973,  acting  on  N.  B.  Applic.  327/1971, 
reads : 

“3.  Proposed  sales  office  and  auto  storage  arranged 
and  designed  as  an  extension  to  existing  non-conforming 
use  on  adjacent  lot,  is  contrary  to  the  conditions  of  BS 
&  A  #1152-64-BZ  (adopted  3/9/65)  (Block  2380,  Lot 
20) 

4.  Auto  storage  (Use  Group  16)  in  a  C2-1  District 
is  contrary  to  Sect.  32-25  Zoning  Resolution. 

and 

W hereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted  un¬ 
der  Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a 
C2-1  district,  the  construction  of  an  automotive  sales  lot  with 
accessory  office  for  use  in  conjunction  with  a  new  car  agency 
previously  before  the  Board,  on  condition  that  all  work  shall 
substantially  conform  to  drawings  filed  with  this  application 
marked  “Received  March  1,  1973”,  3  sheets,  “May  24,  1973”, 
one  sheet,  and  “June  26,  1973”,  one  sheet;  and  that  all  laws, 
rules  and  regulations  applicable  be  complied  with,  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 


485-71-BZ— Vol.  II 

APPLICANT — Leonard  F.  Rothkrug  for  Vincent  Penna 
d/b/a  Banner  Industrial  Services  and  Carole  Maintenance 
Corporation. 

SUBJECT — Application  reopened  September  28,  1972  as 
Vol.  II — decision  of  the  Borough  Superintendent,  under 
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Section  72- 21  of  the  Zoning  Resolution,  to  permit  in  an 
R3-2  district,  the  erection  of  a  two  story  building  for  use 
as  a  contractors  establishment  with  accessory  offices  that 
exceed  the  permitted  floor  area  ratio,  has  less  than  the  re¬ 
quired  open  space  ratio  and  encroaches  on  the  required 
front,  side  and  rear  yards. 

PREMISES  AFFECTED— 146-19  to  146-23  22S±  Street 
east  side,  175  feet  south  of  146th  Avenue.  Block  13462. 
Lots  50,  53.  Springfield  Gardens,  Borough  of  Queens. 
Community  Board  — 13. 

APPEARANCES — 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT — 


Affirmative :  0 

Negative:  Chairman  Klein.  Vice  Chairman  Agusta, 

Commissioner  Walsh  and  Commissioner  Carroll  - 4 

Absent:  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  March  27.  1973,  after  due  notice  by  publication  in  the 
Bulletin:  laid  over  to  May  1.  1973:  then  to  May  22.  1973 ; 
then  to  Tune  5,  1973 ;  then  to  Tune  12,  1973 ;  then  to  July  3. 
1973 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  14,  1973  acting  on  N.B.  Applic.  338  1972 
reads : 

“1.  Proposed  Warehouse  (U.  G.  16D),  Custom 
Woodworking  Shop  (U.  G.  16A),  and  Contractor’s 
Establishment  (U.  G.  16A),  with  Accessory  offices. 
Loading  Berths  and  open  accessory  parking  for  6  cars, 
in  an  R3-2  zone  is  contrary  to  Section  22-00  Z.R. 

2.  Side  vards  less  than  8'-0  contrarv  to  Sec.  23-464 

Z.R. 

3.  Rear  vard  of  less  than  30'-0  contrarv  to  Sec. 
23-47  Z.R. 

4.  F.A.R.  and  O.S.R.  contrarv  to  Sec.  23-141 
Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  findings  B.  C  and  E  under 
Section  72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  September  14,  1973  acting  on  N.B.  Applic.  338  1972. 
Objection  Nos.  1,  2,  3  and  4  be  and  it  hereby  is  affirmed 
and  that  the  application  be  and  it  hereby  is  denied. 


727-72-BZ 

APPLICANT — Sidney  B.  Barnes,  for  Consolidated  Edison 
Company  of  New  York,  Incorporated,  owner. 

SUBJECT — Application  November  15,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  73-16  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  installation 
of  an  electrical  substation. 

PREMISES  AFFECTED— 34-48  to  34-53  Vernon  Boule¬ 
vard,  west  side  79  feet  2  inches  north  of  35th  Avenue, 
Block  322,  Lot  101,  Long  Island  City,  Borough  of  Queens. 
Community  Board  #1. 

APPEARANCES — 

For  Applicant:  Sidney  B.  Barnes. 

For  Opposition :  Steven  Peters,  Clara  Marcatante,  and 
A.  Kriegel. 


RECOMMENDATION  OF  THE  COMMUNITY 
BOARD— Opposed  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein.  Vice  Chairman  Agusta, 
Commissioner  Walsh  and  Commissioner  Carroll  ....  4 


Negative:  .  0 

Absent:  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
April  10,  1973,  after  due  notice  by  publication  in  the  Bulletin ; 
laid  over  to  May  15,  1973 ;  then  to  June  19,  1973;  hearing 
closed;  then  to  July  3,  1973;  and 
Whereas,  the  decision  of  the  Department  of  Ports  And 
Terminals,  dated  October  3,  1972,  acting  on  Applic.  720266, 
reads : 

“1.  A  Sub-station  is  permitted  in  R5  district  only 
by  Special  Permit  from  the  Board  of  Standards  and 
Appeals,  as  per  Section  22-21  of  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-16  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Section  73-16  of  the  Zoning  Resolution,  to  permit 
for  a  term  of  ten  years  in  an  R5  district,  the  installation  of 
an  electrical  substation,  on  condition  that  all  work  shall  sub¬ 
stantially  conform  to  drawings  filed  with  this  application 
marked  “Received  March  1,  1973”,  3  sheets ;  on  further  con¬ 
dition  that  the  open  frontage  along  35th  Avenue  be  land¬ 
scaped  to  fully  obscure  the  substation,  and  that  a  plan  of 
such  landscaping  be  submitted  to  the  Board  for  approval 
before  the  issuance  of  a  Certificate  of  Occupancy;  and  that 
all  laws,  rules  and  regulations  applicable  be  complied  with, 
and  that  substantial  construction  be  completed  within  one 
year  from  the  date  of  this  resolution. 


734-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Hylan  Boulevard 
Car  Wash,  Incorporated,  owner. 

SUBJECT — Application  November  14.  1972 — decision  of  the 
Borough  Superintendent  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C&-1  and  R3-2  district  on 
a  plot  previously  before  the  Board,  in  conjunction  with 
the  erection  of  a  two  story  commercial  building,  the  reduc¬ 
tion  in  the  number  of  accessory  parking  spaces  and  located 
in  the  residence  district 

PREMISES  AFFECTED — 1600  Hylan  Boulevard,  south¬ 
east  comer  of  Raritan  Avenue,  Block  3372,  Lots  1,  22. 
Dongan  Hills,  Borough  of  Richmond.  Community  Board 
#2. 

APPEARANCES — 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT — 


Affirmative :  .  0 

Negative:  Chairman  Klein,  Vice  Chairman  Agusta, 

Commissioner  Walsh  and  Commissioner  Carroll  _ 4 

Absent:  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
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April  25,  1973,  after  due  notice  by  publication  in_the  Bulletin; 
laid  over  to  June  19,  1973;  then  to  July  3,  1973 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  20,  1972,  acting  on  N.B.  Applic.  1112/1972, 
reads : 

“1.  Parking  requirements  are  below  the  minimum 
required  contrary  to  Sec.  36-21  Z.R. 

2.  Parking  requirements  for  Commercial  District 
not  permitted  in  Residence  District  contrary  to  Sec. 
77-11  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  finding  c,  under  Section 
72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  20,  1972,  acting  on  N.B.  Applic.  1112/1972, 
Objection  Nos.  1  and  2  be  and  it  hereby  is  affirmed  and  that 
the  application  be  and  it  hereby  is  denied. 


806-72-BZ 

APPLICANT — Atkin  and  Bassolino  for  Giuseppi  Mendola, 

owner. 

SUBJECT — Application  December  15,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  73-63  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl -2  district,  in  an  existing 
two  story  building,  the  extension  of  the  first  floor  dress 
factory  into  the  garage  and  shed  area. 

PREMISES  AFFECTED— 1810-1812  White  Plains  Road, 
east  side,  95  feet  north  of  Morris  Park  Avenue,  Block  4050, 
Lots  11,  12,  Borough  of  The  Bronx.  Community  Board 
#11. 

APPEARANCES— 

For  Applicant :  Harry  Atkin  and  Giuseppi  Mendola. 

For  Opposition:  Jacob  M.  Pulner. 
RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein.  Vice  Chairman  Agusta, 
Commissioner  Walsh  and  Commissioner  Carroll  -  4 


Negative:  .  0 

Absent :  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  May  22,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  June  19,  1973 ;  then  to  July  3,  1973 ; 

and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  29,  1972,  acting  on  Alt.  Applic.  440/1972, 
reads : 

“3.  Proposed  physical  extension  of  building  sub¬ 
stantially  occupied  by  a  non-conforming  use  is  contrarv 
to  Sec.  52-22  Z.R. 

4.  Since  proposed  extension  and  enlargement  of 
non-conforming  use  in  use  group  17  in  a  Cl  district 
is  not  permitted  by  Sec.  52-43  Z.R.,  proposed  extension 
and  enlargement  is  contrary  to  Sec.  32-10  Z.R. 

5.  Since  there  are  no  bulk  regulations  for  proposed 
use  in  a  Cl  district  this  application  is  referred  to  the 
Board  of  Standards  and  Appeals  for  its  determination. 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-63  of  the  Zoning  Resolution. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
under  Section  73-63  of  the  Zoning  Resolution,  to  permit  in 
a  Cl-2  district,  in  an  existing  two-story  building,  the  ex¬ 
tension  of  the  first  floor  dress  factory  into  the  garage  and 
shed  area,  on  condition  that  all  work  shall  substantially 
conform  to  drawings  filed  with  this  application  marked 
“Received  December  15,  1972”,  one  sheet,  “June  12,  1973”, 
4  sheets,  and  “June  27,  1973”,  3  sheets;  on  further  condition 
that  the  existing  stone  rubble  retaining  wall  be  removed 
and  a  new  retaining  wall  be  constructed  within  the  site ; 
that  all  windows  of  fixed  sashes ;  that  the  premises  be 
ventilated  by  mechanical  device;  and  that  all  laws,  rules 
and  regulations  applicable  be  complied  with,  and  that  sub¬ 
stantial  construction  be  completed  within  one  year  from  the 
date  of  this  resolution. 

Adjourned:  3:10  P.M. 

Johx  B.  Cixcotta,  Executive  Director 

REGULAR  MEETING 

TUESDAY  AFTERNOON,  JULY  3,  1973,  2  P.M. 

I 

Present :  Chairman  Klein,  Vice  Chairman  Agusta, 

Commissioner  Walsh  and  Commissioner  Carroll. 

269-73-A 

APPLICANT — Albert  Melniker  for  Madison  Plateau,  In¬ 
corporated,  owner. 

SL  BJECT — Application  May  1,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 7  Madison  Avenue,  north  side. 
99.45  feet  West  of  Willow  Road  West,  Block  1497,  Lot 
64,  Borough  of  (Willowbrook)  Richmond. 

A  PPE  ARAN  CE  S — 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Walsh  and  Commissioner  Carroll  ....  4 


Negative:  .  0 

Absent:  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 


M  hereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  20,  1973,  on  N.B.  Applic.  1771  '69,  reads: 

“1.  A  Certificate  of  Occupancy  may  not  be  granted 
for  a  building  erected  on  a  street  which  does  not  appear 
on  the  Official  Map  of  the  City  of  New  York  according 
to  Art.  3,  Sec.  36  of  the  General  City  Law. 

and 

V  hereas,  the  premises  was  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated,  April  20,  1973,  acting  on  N.B.  Applic.  1771  69,  Ob¬ 
jection  No.  1  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law. 
and  that  the  appeal  be  and  it  hereby  is  gr anted,  on  condition 
that  the  sidewalk,  curb,  curb-cut  and  pavement  to  tine  middle 
of  the  road  be  in  accordance  with  the  Department  of  High¬ 
ways  ;  that  the  building  shall  substantially  conform  to  draw¬ 
ings  marked  “Received  May  1.  1973.”  2  sheets  and  that  all 
laws,  rules  and  regulations  shall  be  complied  with. 

270-73-A 

APPLICANT — Albert  Melniker  for  Madison  Plateau,  In¬ 
corporated,  owner. 
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SUBJECT— Application  May  1,  1973— filed  pursuant  to  Sec¬ 
tion  36,  Article  3  of  the  General  City  Law,  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 11  Madison  Avenue,  north  side, 
139.45  feet  west  of  Willow  Road  West,  Block  1497,  Lot 
66,  Borough  of  (Willowbrook)  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Walsh  and  Commissioner  Carroll  ....  4 


Negative:  . . .  0 

Absent :  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  20,  1973,  on  N.B.  Applic.  1772/69,  reads: 

“1.  A  Certificate  of  Occupancy  may  not  be  granted 
for  a  building  erected  on  a  street  which  does  not  appear 
on  the  Official  Map  of  the  City  of  New  York  according 
to  Art.  3,  Sec.  36  of  the  General  City  Law.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  April  20,  1973,  acting  on  N.B.  Applic  1772/69,  Ob¬ 
jection  No.  1  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  sidewalk,  curb,  curb-cut  and  pavement  to  the  middle 
of  the  road  be  in  accordance  with  the  Department  of  High¬ 
ways  ;  that  the  building  shall  substantially  conform  to 
drawings  marked  “Received  May  1,  1973,”  2  sheets,  and  that 
all  laws,  rules  and  regulations  shall  be  complied  with. 


271-73-A 

APPLICANT — Albert  Melniker  for  Madison  Plateau, 
Incorporated,  owner. 

SUBJECT— Application  May  1,  1973 — filed  pursuant  to  Sec¬ 
tion  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 8  Madison  Avenue,  south  side, 
99.99  feet  west  of  Willow  Road  West,  Block  1499,  Lot  41, 
Borough  of  (Willowbrook)  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 


Commissioner  Walsh  and  Commissioner  Carroll  ....  4 

Negative:  . • .  0 

Absent:  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  20,  1973,  on  N.B.  Applic.  3513-69  reads: 

“1.  A  Certificate  of  Occupancy  may  not  be 
granted  for  a  building  erected  on  a  street  which  does 
not  appear  on  the  Official  Map  of  the  City  of  New 
York  according  to  Art.  3,  Sec.  36  of  the  General  City 
Law.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated,  April  20,  1973,  acting  on  N.B.  Applic.  3513/69,  Objec¬ 


tion  No.  1  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  sidewalk,  curb,  curb-cut  and  pavement  to  the  middle 
of  the  road  be  in  accordance  with  the  Department  of  High¬ 
ways  ;  that  the  building  shall  substantially  conform  to  draw¬ 
ings  marked  “Received  May  1,  1973,”  2  sheets  and  that  all 
laws,  rules  and  regulations  shall  be  complied  with. 


272-73-A 

APPLICANT — Albert  Melniker  for  Madison  Plateau,  In¬ 
corporated,  owner. 

SUBJECT — Application  May  1,  1973 — filed  pursuant  to  Sec¬ 
tion  36,  Article  3  of  the  General  City  Law  re-  Building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 12  Madison  Avenue,  south 
side,  99.99  feet  west  of  Willow  Road  West,  Block  1499, 
Lot  39,  Borough  of  (Willowbrook)  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 


Commissioner  Walsh  and  Commissioner  Carroll . 4 

Negative:  .  0 

Absent :  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  20,  1973,  on  N.B.  Applic.  3514/69,  reads: 

“1.  A  Certificate  of  Occupancy  may  not  be  granted 
for  a  building  erected  on  a  street  which  does  not  appear 
on  the  Official  Map  of  the  City  of  New  York  according 
to  Art.  3,  Sec.  36  of  the  General  City  Law.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  April  20,  1973,  acting  on  N.B.  Applic.  3514/69, 
Objection  No.  1  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  sidewalk,  curb,  curb-cut  and  pave¬ 
ment  to  the  middle  of  the  road  be  in  accordance  with  the 
Department  of  Highways ;  that  the  Building  shall  substan¬ 
tially  conform  to  drawings  marked  “Received  May  1,  1973,” 
2  sheets  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


278-73-A 

APPLICANT — Charles  Spindler  for  NalPak  260  company, 
owner. 

SUBJECT — Application  May  4,  1973 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  Elevator  in  Readiness. 
PREMISES  AFFECTED — 260  West  35th  Street,  south 
side,  100  feet  East  of  8th  Avenue,  Block  784,  Lot  74, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

For  Administration:  Capt.  J.  F.  Petraglia,  F.  D. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE — 

Affirmative :  Chairman  Klein,  Vice  Chairman  Augusta, 
Commissioner  Walsh  and  Commissioner  Carroll  ....  4 


Negative:  .  0 

Absent :  Commissioner  Hornstein .  1 
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THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
April  27,  1973,  on  Folder  No.  116264.01,  reads: 

“In  reply  to  your  request  of  April  26,  1973  for  a  quick 
Response  Elevator  Service  at  the  above  premises  is 
hereby  denied.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved ,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  April  27,  1973  acting  on  Folder  No. 
116264.01  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  Quick 
Response  Service  in  accordance  with  Cal.  No.  630-56-GR 
be  installed;  that  this  grant  be  for  a  term  of  ten  years;  that 
the  sprinkler  system  have  a  central  office  connection;  on 
further  condition  that  the  building  shall  substantially  con¬ 
form  to  drawings  marked  “Received  May  4,  1973,”  1  sheet, 
and  that  all  laws,  rules  and  regulations  shall  be  complied 
with. 


290-73-A 

APPLICANT — E.  Allen  Dennison  for  Episcopal  Diocese  of 
New  York,  owner. 

SUBJECT — Application  May  11,  1973 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  Group  Home. 
PREMISES  AFFECTED — 387  East  160th  Street,  north 
side,  99  feet  West  of  Melrose  Avenue,  Block  2407,  Lot  27, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  E.  Allen  Dennison  and  Walter  E.  Logan. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Walsh  and  Commissioner  Carroll  ....  4 


Negative:  .  0 

Absent :  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  7,  1973,  on  Alt.  Applic.  119/73,  reads: 

“C-4.  Public  Building  in  a  Frame  Building  more 
than  one  story,  more  than  600  square  feet  is  contrary 
to  C26-254.0  (Old  Code). 

C-6.  Show  Dimensions  of  all  windows  providing 
Ventilation.  ( Lot  Line  Windozvs  may  not  be  counted 
as  providing  Required  Ventilation). 

C-8.  Stated  work,  namely,  Adaptation  for  use  by 
Dependent  children,  indicates  a  Public  Building.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  May  7,  1973,  acting  on  Alt.  Applic. 
119/73,  Objection  Nos.  C4,  C6  and  C8  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  a  fire  escape  be  eredted  on  the  front  of  the 
building  and  on  further  condition  that  the  building  shall 
substantially  conform  to  drawings  marked  “Received  May 
15,  1973,”  3  sheets  and  “May  21,  1973,”  1  sheet,  and  that  all 
laws,  rules  and  regulations  shall  be  complied  with. 

181-73-A 

APPLICANT — Thomas  P.  Crinnion  for  Great  World  En¬ 
terprises,  Incorporated,  owner. 

SUBJECT — Application  March  27,  1973 — decision  of  the 
Fire  Commissioner,  re-  sprinkler  system. 


PREMISES  AFFECTED — 89  East  Broadway,  south  side, 
186.3  feet  east  of  Market  Street,  Block  282,  Lot  32,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Thomas  P.  Crinnion. 

For  Administration:  Capt.  J.  F.  Petraglia,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  July  17,  1973,  at  2 
P.M.,  for  decision. 


256-73-A 

APPLICANT — Kirsch  Beverages  Incorporated  for  K.  B.  I. 
Realty  Corporation,  owner. 

SUBJECT— Application  April  23,  1973 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  No  Smoking  allowed 
in  building. 

PREMISES  AFFECTED — 112-02  15th  Avenue,  south  side, 
between  112th  and  114th  Streets,  Block  4065,  Lot  1,  Col¬ 
lege  Point,  Borough  of  Queens. 

APPEARANCES — 

For  Applicant :  None. 

For  Administration:  Capt.  J.  F.  Petraglia,  F.  D. 
ACTION  OF  BOARD — Laid  over  to  July  10,  1973,  at  2 
P.M.,  for  hearing,  at  the  request  of  the  Fire  Department. 


282-73-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Elaine  Products  Company. 

SUBJECT — Application  May  7,  1973 — for  modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 208-22  Jamaica  Avenue,  south 
side,  552.018  feet  west  of  211th  Street,  Block  10835,  Lot 
34,  Borough  of  (Jamaica)  Queens. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  July  17,  1973,  at  2 
P.M.,  for  hearing. 


719-39-SM 

APPLICANT — Martin  Marietta  Cement,  A  Division  of 
Martin  Marietta  Corporation,  owner. 

SUBJECT — Change  of  corporate  name. 
APPEARANCES— 

For  Applicant:  Herbert  G.  Weber. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Walsh  and  Commissioner  Carroll  ....  4 


Negative:  .  o 

Absent :  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
719-39-SM — Amendment  to  resolution  as  to  change  of 
corporate  name. 

Martin  Marietta  Cement,  A  Division  of  Martin  Marietta 
Corporation,  requested  that  the  resolution  adopted  October 
10,  1939  and  amended  various  times  through  April  22,  1969 
under  Calendar  Number  719-39-SM  be  reopened  and 
amended  so  as  to  show  a  change  of  corporate  name. 
PROPOSED  USE:  Portland  cement. 

DESCRIPTION :  There  has  been  no  change  in  the  mate¬ 
rials  used  nor  in  the  method  of  manufacture  of  the  cement. 


MINUTES 


The  request  is  to  show  a  change  of  corporate  name  from 
Dragon  Cement  Company,  A  Division  of  Martin  Marietta 
to  Martin  Marietta  Cement,  A  Division  of  Martin  Marietta 
Corporation. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  10,  1939  and 
amended  various  times  through  April  22,  1969  under  Calen¬ 
dar  Number  719-39-SM  be  reopened  and  amended  so  as 
to  show  a  change  in  corporate  name  of  owner-manufac¬ 
turer;  new  name  being  Martin  Marietta  Cement,  A  Division 
of  Martin  Marietta  Corporation  on  condition  that  the  re¬ 
quirements  of  the  resolution  adopted  October  10,  1939  and 
amended  various  times  through  April  22,  1969  under  Calen¬ 
dar  Number  719-39-SM  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect,  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the 
annual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 
Stuart  Lowenthal, 

Asst.  Engr., 
Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with 
the  above  report. 


849-39-SM 

APPLICANT — Martin  Marietta  Cement,  A  Division  of 
Martin  Marietta  Corporation,  owner. 

SUBJECT — A  change  of  corporate  name. 

APPEARANCES— 

For  Applicant:  Herbert  G.  Weber. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 


Commissioner  Walsh  and  Commissioner  Carroll . 4 

Negative:  .  0 

Absent:  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
849-39-SM — Amendment  to  resolution  as  to  change  of  cor¬ 
porate  name. 

Martin  Marietta  Cement,  A  Division  of  Martin  Marietta 
Corporation,  requested  that  the  resolution  adopted  October 
10,  1939  and  amended  April  22,  1969  under  Calendar  Number 
849-39-SM  be  reopened  and  amended  so  as  to  show  a  change 
of  corporate  name. 

PROPOSED  USE:  Portland  Cement. 

DESCRIPTION :  There  has  been  no  change  in  the  mate¬ 
rials  used  nor  in  the  method  of  manufacture  of  the  cement. 

The  request  is  to  show  a  change  of  corporate  name  from 
Dragon  Cement  Company,  a  Division  of  Martin  Marietta 
to  Martin  Marietta  Cement,  a  Division  of  Martin  Marietta 
Corporation. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  10,  1939  and 


amended  April  22,  1969  under  Calendar  Number  849-39-SM 
be  reopened  and  amended  so  as  to  show  a  change  of  corpo¬ 
rate  name  of  owner-manufacturer ;  new  name  being  Martin 
Marietta  Cement,  a  Division  of  Martin  Marietta  Corpora¬ 
tion  on  condition  that  the  requirements  of  the  resolution 
adopted  October  10,  1939  and  amended  April  22,  1969  under 
Calendar  Number  849-39-SM  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  an¬ 
nual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with 
the  above  report. 


1 70-46- SM 

APPLICANT — Martin  Marietta  Cement,  A  Division  of 
Martin  Marietta  Corporation,  owner. 

SUBJECT — Change  of  corporate  name. 
APPEARANCES— 

For  Applicant:  Herbert  G.  Weber. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 


Commissioner  Walsh  and  Commissioner  Carroll . 4 

Negative:  .  0 

Absent :  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
170-46-SM — Amendment  to  resolution  as  to  change  of  corpo¬ 
rate  name. 

Martin  Marietta  Cement,  A  Division  of  Martin  Marietta 
Corporation,  requested  that  the  resolution  adopted  October 
10,  1939  and  amended  April  22,  1969  under  Calendar  Num¬ 
ber  170-46-SM  be  reopened  and  amended  so  as  to  show  a 
change  of  corporate  name. 

PROPOSED  USE:  Portland  cement. 

DESCRIPTION :  There  has  been  no  change  in  the  mate¬ 
rials  used  nor  in  the  method  of  manufacture  of  the  cement. 

The  request  is  to  show  a  change  of  corporate  name  from 
Dragon  Cement  Company,  A  Division  of  Martin  Marietta 
to  Martin  Marietta  Cement,  A  Division  of  Martin  Marietta 
Corporation. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  10,  1939  and 
amended  April  22,  1969  under  Calendar  Number  170-46-SM 
be  reopened  and  amended  so  as  to  show  a  change  of  cor¬ 
porate  name  of  owner-manufacturer ;  new  name  being  Martin 
Marietta  Cement,  A  Division  of  Martin  Marietta  Corpora¬ 
tion  on  condition  that  the  requirements  of  the  resolution 
adopted  October  10,  1939  and  amended  April  22,  1969  under 
Calendar  Number  170-46-SM  be  complied  with. 
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affidavit  will  be  cause  for  revocation  of 


A  sworn  affidavit  by  a  responsible  officer  of  the  manufac-  mit  the  annual 
turer,  familiar  with  the  materials,  processes  and  controls  of  approval, 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 

Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the 
annual  affidavit  will  be  cause  for  revocation  of  approval. 


(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with 
the  above  report. 


315-55-SM 

APPLICANT — Martin  Marietta  Cement,  A  Division  of 
Martin  Marietta  Corporation,  owner. 

SUBJECT — Change  of  corporate  name. 

APPEARANCES— 

For  Applicant :  Herbert  G.  Weber. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Walsh  and  Commissioner  Carroll  ....  4 


Negative:  .  0 

Absent:  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  test  reads : 
315-55-SM — Amendment  to  resolution  as  to  change  of  cor¬ 
porate  name. 

Martin  Marietta  Cement,  A  Division  of  Martin  Marietta 
Corporation,  requested  that  the  resolution  adopted  July  12, 
1957  and  amended  various  times  through  April  22,  1969 
under  Calendar  Number  315-55-SM  be  reopened  and  amended 
so  as  to  show  a  change  of  corporate  name. 

PROPOSED  USE:  Portland  cement. 

DESCRIPTION :  There  has  been  no  change  in  the  mate¬ 
rials  used  nor  in  the  method  of  manufacture  of  the  cement. 

The  request  is  to  show  a  change  of  corporate  name  from 
Dragon  Cement  Company,  A  Division  of  Martin  Marietta 
to  Martin  Marietta  Cement,  A  Division  of  Martin  Marietta 
Corporation. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  12,  1957  and  amended 
various  times  through  April  22,  1969  under  Calendar  Number 
315-55-SM  be  reopened  and  amended  so  as  to  show  a 
change  of  corporate  name  of  owner-manufacturer ;  new 
name  being  Martin  Marietta  Cement,  A  Divsion  of  Martin 
Marietta  Corporation  on  condition  that  the  requirements 
of  the  resolution  adopted  July  12,  1957  and  amended  various 
times  through  April  22,  1969  under  Calendar  Number 
315-55-SM  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of_  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  corporate  name,  change  of  address  or  to  sub¬ 


(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with  the 
above  report. 

316-59-SM 

APPLICANT — Armstrong  Cork  Company,  owner. 

SUBJECT — Additional  trade  names,  thicknesses,  sizes,  and 
face  patterns  of  ceiling  tile. 

APPEARANCES— 

For  Applicant :  David  R.  Dombar. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Walsh  and  Commissioner  Carroll  ....  4 


Negative:  .  o 

Absent :  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
316-59-SM — Amendment  to  resolution  to  include  additional 
trade  names,  thicknesses,  sizes,  and  face  patterns  of  ceiling 
tile. 

Armstrong  Cork  Company,  Lancaster,  Pennsylvania,  re¬ 
quested  that  the  resolution  adopted  March  23,  1954  and 
amended  through  May  25,  1971  under  Calendar  Number 
316-59-SM  be  reopened  and  amended  to  include  additional 
trade  names,  thicknesses,  sizes  and  face  patterns  of  ceiling 
tile. 

PROPOSED  USE:  Non-combustible  acoustical  ceiling  tile. 
DESCRIPTION :  The  tile  is  composed  of  mineral  wool 
fibers  bound  together  with  fillers  and  binder.  The  tile  is 
given  a  surface  treatment  which  includes  perforating,  em¬ 
bossing  or  Assuring,  or  a  combination  of  these.  The  mate¬ 
rial  is  then  painted  and  cut  into  desired  sizes.  Nominal  sizes 
are  12  x  12  ',  12'  x  24",  12"  x  48",  or  others  made  on  special 
order.  Nominal  thicknesses  are  y2",  9/16",  5/8”,  or  Y"  ■  The 
following  trade  names  are  used  for  products  made  from  the 
same  base  material :  Armstrong  Minatone,  Armstrong  Mina- 
tone  faced  with  Mylar,  Armstrong  Fashiontone  Tile,  Arm¬ 
strong  Minatone  with  vinyl  plastic  acrylic  paint  finish,  and 
Armstrong  Chandelier  Tile. 

INSPECTION  AND  TEST:  The  material  has  achieved 
a  flamespread  rating  of  25  when  tested  by  Underwriters’ 
Laboratories. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  23.  1954  and 
amended  through  May  25,  1971  under  Calendar  Number  316- 
59-SM  be  reopened  and  amended  to  include  additional  trade 
names,  thicknesses,  sizes  and  face  patterns  of  ceiling  tile 
as.  shown  above  on  condition  that  the  requirements  of  the 
original  resolution  and  previous  amendments  adopted  under 
this  Calendar  Number  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
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are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  an¬ 
nual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 
Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  docs 
hereby  amend  the  above  cited  material  in  accordance  with 
the  above  report. 


330-59-SA 

APPLICANT — Gordon  and  Piatt,  Incorporated,  owner. 
SUBJECT — Additional  Burners. 

APPEARANCES— 

For  Applicant:  Frank  F.  Lenz. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 


Commissioner  Walsh  and  Commissioner  Carroll . 4 

N egative :  . ; .  0 

Absent :  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
330-59-SA — Amendment  to  resolution  to  include  additional 
burners. 

Gordon  and  Piatt,  Incorporated,  Winfield,  Kansas,  re¬ 
quested  that  the  resolution  adopted  January  17,  1961  and 
amended  through  November  23,  1971  under  Calendar 

Number  330-59-SA  be  reopened  and  amended  to  include 
additional  burners. 

PROPOSED  USE:  Gas  and  oil  fired  burners. 
DESCRIPTION :  The  burners  are  similar  to  those  which 
were  previously  approved  under  this  Calendar  Number,  but 
have  smaller  capacities.  The  burners  are  forced  draft 
natural  gas,  manufactured,  or  L-P  gas  and/or  No.  2,  No.  4, 
No.  5,  No.  6  fuel  oil  fired.  The  additional  models  are  as 
follows : 


Burner 

Capacity 

Model 

(BTU/HR  Input) 

Blower  Motor  HP 

R4 

1,000,000 

Vi2  through  y3 

RL4 

1,000,000 

Vi 2  through  y3 

P4 

1,000,000 

Vi2  through  y3 

P5 

1,000,000 

Vl 2  through  y3 

P2551 

225,000 

Vl2 

P4001 

400,000 

Vi.2 

INSPECTION  AND  TEST:  Models  P2S51  and  P4001 
are  approved  by  the  American  Gas  Association.  The  re¬ 
maining  models  are  nearly  identical  to  the  models  pre¬ 
viously  approved  by  the  Board  under  this  Number,  which 
were  approved  by  Underwriters’  Laboratories. 
RECOMMENDATION  :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  January  17,  1961  and 
amended  through  November  23,  1971  under  Calendar 

Number  330-59-SA  be  reopened  and  amended  to  include 
the  additional  burners  listed  above  on  condition  that  the 
requirements  of  the  original  resolution  and  previous  amend¬ 


ments  adopted  under  this  Calendar  Number  and  the  require¬ 
ments  of  Article  14  and  RS  14  of  the  Building  Code  be 
complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  corporate  name,  change  of  address  or  to 
submit  the  annual  affidavit  will  be  cause  for  revocation  of 
approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 

358-61-SA 

APPLICANT — Singer,  GPE  Controls  Division,  owner. 
SUBJECT — Rescind  revocation  and  to  include  an  additional 
liquid  level  indicating  device. 

APPEARANCES— 

For  Applicant :  Andrew  J.  Small. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affiramtive:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Walsh  and  Commissioner  Carroll  - 4 


Negative:  . . . .  0 

Absent :  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
358-61-SA — Amendment  to  resolution  to  rescind  revocation 
and  to  include  an  additional  liquid  level  indicating  device. 

Singer,  GPE  Controls  Division,  Morton  Grove,  Illinois, 
requested  that  the  resolution  adopted  October  17,  1961  and 
revoked  January  18,  1972  under  Calendar  Number  358-61-SA 
be  reopened  and  amended  to  rescind  the  revocation  and  to 
include  an  additional  liquid  level  indicating  device. 
PROPOSED  USE:  Liquid  level  indicating  device  for 
petroleum  bulk  storage  tanks. 

DESCRIPTION :  The  revocation  of  the  resolution  adopted 
under  this  Calendar  Number  was  based  upon  the  inability 
of  the  Board  to  contact  the  owner-manufacturer.  The  revo¬ 
cation  is  hereby  rescinded. 

The  additional  limit  switch  assembly,  Model  99050,  is 
similar  to  the  previously  approved  Model  F-700.  The  Model 
99050  float  type  limit  switch  assembly  contains  2,  4,  or  6 
cam  operated  switch  elements  which  indicate  liquid  level,  in 
an  explosion  proof  housing. 

INSPECTION  AND  TEST:  The  liquid  level  indicator 
has  been  approved  by  the  Canadian  Standards  Association 
(File  No.  LR  16826)  for  use  in  hazardous  locations. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  17,  1961  and 
revoked  January  18,  1972  under  Calendar  Number  358-61-SA 
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be  reopened  and  amended  to  rescind  the  revocation  of 
January  18,  1972  and  to  include  an  additional  liquid  level 
indicating  device,  Model  99050,  on  condition  that  the  re¬ 
quirements  of  the  original  resolution  adopted  under  this 
Calendar  Number  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  corporate  name,  change  of  address  or  to 
submit  the  annual  affidavit  will  be  cause  for  revocation  of 
approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

* 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 


521-61-SM 

APPLICANT — Martin  Marietta  Cement,  A  Division  of 
Martin  Marietta  Corporation,  owner. 

SUBJECT — Change  of  corporate  name. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Walsh  and  Commissioner  Carroll  ....  4 


Negative:  .  0 

Absent :  Commissioner  Flornstein  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
521-61-SM — Amendment  to  resolution  as  to  change  of  cor¬ 
porate  name. 

Martin  Marietta  Cement,  A  Division  of  Martin  Marietta 
Corporation,  requested  that  the  resolution  adopted  June  27, 
1961  and  amended  April  22,  1969  under  Calendar  Number 
521-61-SM  be  reopened  and  amended  so  as  to  show  a  change 
of  corporate  name. 

PROPOSED  USE :  Portland  cement. 

DESCRIPTION  :  There  has  been  no  change  in  the  materials 
used  nor  in  the  method  of  manufacture  of  the  cement. 

The  request  is  to  show  a  change  of  corporate  name  from 
Dragon  Cement  Company,  A  Division  of  Martin  Marietta 
to  Martin  Marietta  Cement,  A  Division  of  Martin  Marietta 
Corporation. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  27,  1961  and  amended 
April  22,  1969  under  Calendar  Number  521-61-SM  be  re¬ 
opened  and  amended  so  as  to  show  a  change  of  corporate 
name  of  owner-manufacturer ;  new  name  being  Martin  Mari- 
■  etta  Cement,  A  Division  of  Martin  Marietta  Corporation  on 
condition  that  the  requirements  of  the  resolution  adopted 


June  27,  1961  and  amended  April  22,  1969  under  Calendar 
Number  521-61-SM  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

"  Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with 
the  above  report. 


1607-61-SA 

APPLICANT — McGraw-Edison  Company,  Air  Comfort 
Division,  owner. 

SUBJECT — Change  of  model  numbers  and  change  of  divi¬ 
sion  name. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Walsh  and  Commissioner  Carroll  ....  4 


Negative:  .  0 

Absent :  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
1607-61-SA — Amendment  to  resolution  so  as  to  show  a 
change  of  model  numbers  and  a  change  of  division  name. 

McGraw-Edison  Company,  Air  Comfort  Division,  Albion, 
Michigan,  requested  that  the  resolution  adopted  October  22, 
1963  and  amended  through  July  6,  1971  under  Calendar  Num¬ 
ber  1607-61-SA  be  reopened  and  amended  so  as  to  show  a 
change  of  model  numbers  and  a  change  of  division  name. 
PROPOSED  USE:  Gas  fired  room  heaters. 
DESCRIPTION :  The  request  is  to  have  changed  from  the 
Robertshaw  1000  Series  Unitrol  to  the  7000  Series  Unitrol. 
The  change  in  the  Unitrol  (Automatic  100%  Safety 
Hydraulic  Type  Gas  Control)  was  made  at  Robertshaw’s 
request.  The  controls  have  the  same  function.  The  1000 
Series  Unitrol  is  being  phased  out  of  production. 

In  an  effort  to  standardize  production  some  models  are 
being  discontinued.  The  wish  is  to  list  only  the  fully  auto¬ 
matic  models.  In  the  case  of  the  1400  series  it  was  found 
the  models  with  the  automatic  blowers  for  increased  warm 
air  circulation  were  the  most  popular. 

The  models  rated  at  55  M  and  70M  had  a  glass  panel  in¬ 
serted  in  the  front  of  the  combustion  chamber.  The  glass 
panel,  has  been  eliminated  and  replaced  with  steel.  The 
burners,  cabinets,  combustion  chamber,  and  draft  hood  sys¬ 
tem  remain  unchanged. 

The  new  model  numbers  are  as  follows : 
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TABLE  I 


Change  Chart 


1968  Present 

Model  No.  Model  No. 


1  7000  Series  Unitrol  replaces  1000  Series  Unitrol  . 

2  7000  Series  Unitrol  replaces  1000  Series  Unitrol  . 

3  7000  Series  Unitrol  replaces  1000  Series  Unitrol  . 

4  7000  Series  Unitrol  replaces  1000  Series  Unitrol  . 

5  7000  Series  Unitrol  replaces  1000  Series  Unitrol  . 

6  7000  Series  Unitrol  replaces  1000  Series  Unitrol  . 

7  7000  Series  Unitrol  replaces  1000  Series  Unitrol  . 

8  7000  Series  Unitrol  replaces  1000  Series  Unitrol  . 

9  7000  Series  Unitrol  replaces  1000  Series  Unitrol  . 

10  7000  Series  Unitrol  replaces  1000  Series  Unitrol  . 

11  7000  Series  Unitrol  replaces  1000  Series  Unitrol  . 

12  7000  Series  Unitrol  replaces  1000  Series  Unitrol  . 

13  7000  Series  Unitrol  replaces  1000  Series  Unitrol  . 

14  7000  Series  Unitrol  replaces  1000  Series  Unitrol  . . .......... 

15  7000  Series  Unitrol  replaces  1000  Series  Unitrol.  Glass  panel  replaced  with 

steel  in  combustion  chamber  . . 

16  7000  Series  Unitrol  replaces  1000  Series  Unitrol.  Glass  panel  replaced  witt 

steel  in  combustion  chamber  . . . 

17  7000  Series  Unitrol  replaces  1000  Series  Unitrol.  Glass  panel  replaced  with 

steel  in  combustion  chamber  . . 

18  7000  Series  Unitrol  replaces  1000  Series  Unitrol.  Glass  panel  replaced  with 

steel  in  combustion  chamber  . 


12153A 
12154A 
12253B 
12254B 
12403B 
12404B 
13603A 
13604 A 
13753A 
13754A 
14653A 
14654A 
14803A 
14804 A 

12553A 

12554A 

12703A 

12704 A 


12153B 

12154B 

12253C 

12254C 

12403C 

12404C 

13603C 

13604C 

13753C 

13754C 

14653C 

14654C 

14803C 

14804C 

12S53C 

12554C 

12703C 

12704C 


Line 

1  15M 

2  15M 

3  25  M 

4  25M 

5  40 M 

6  40 M 

7  60 M 

8  60M 

9  75M 

10  75M 

11  60  M 

12  60M 

13  75M 

14  75  M 

15  55M 

16  55M 

17  70M 

18  70M 


TABLE  II 

Model  Number  Index  for  New  York  City 
Description 

Standard  Circulator  with  Automatic  Unitrol  7000A-ST-A  NAT  . 

Standard  Circulator  with  Automatic  Unitrol  7000A-ST-A  LP  . . . 

Standard  Circulator  with  Automatic  Unitrol  7000ACSTR-2  NAT  . 

Standard  Circulator  with  Automatic  Unitrol  7000 A- ST- A  LP  . . . 

Standard  Circulator  with  Automatic  Unitrol  /OOOACSTR-2  NAT  . 

Standard  Circulator  with  Automatic  Unitrol  7000A-ST-A  LP  . . . . .. . 

Deluxe  Circulator  with  waist  high  control  knob  Unitrol  7000ACSTR-2  NAT 
Deluxe  Circulator  with  waist  high  control  knob  Unitrol  7000A-ST-A  LP  . 
Deluxe  Circulator  with  waist  high  control  knob  Unitrol  7000ACS  I  R-2  JN  A  i 
Deluxe  Circulator  with  waist  high  control  knob  Unitrol  7000A-ST-A  LP  . 
Radiant  with  blower,  waist  high  control  knob  Unitrol  7000ACSTR-2  N  A I 
Radiant  with  blower,  waist  high  control  knob  Unitrol  7000A-ST-A  LP  . . . 
Radiant  with  blower,  waist  high  control  knob  Unitrol  7000ACS 1  R-2  N  A  i  . 
Radiant  with  blower,  waist  high  control  knob  Unitrol  7 00 0 A -ST  -  ALP  . . . . 
Standard  Circulator  with  blower  and  Automatic  Unitrol  7000ACSTR-2  NA1 
Standard  Circulator  with  blower  and  Automatic  Unitrol  7000A-ST- A  LP  . . 
Standard  Circulator  with  blower  and  Automatic  Unitrol  7000ACS1  R-2  N  A I 
Standard  Circulator  with  blower  and  Automatic  Unitrol  7000A-ST-A  LP 


Signature 

Tropic- Aire 

_ 

12153B 

_ 

12154B 

_ 

12253C 

— 

12254C 

LN6400D 

12403C 

LN6401D 

12404C 

LN6416C 

13603C 

LN6417C 

13604C 

LN6426C 

13753C 

LN6427C 

13754C 

LN6436C 

14653C 

LN6437C 

14654C 

LN6438C 

14803C 

LN6439C 

14804C 

LN6376A 

12553C 

LN6377A 

12554C 

LN6378A 

12703C 

LN6379A 

12704C 

Signature  is  the  brand  name  for  Montgomery  Ward  &  Company. 

Unitrol  7000A-ST-A  and  Unitrol  7000ACSTR-2  are  fully  automatic  with  100%  Safety  Pilot. 


Further,  the  division  name  has  been  changed  from  Albion 
Division  to  Air  Comfort  Division.  There  has  been  no  change 
in  location  or  in  management. 

RECOMMENDATION  :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  22,  1963  and 
amended  through  July  6,  1971  under  Calendar  Number 
1607-61-SA  be  reopened  and  amended  so  as  to  show  a  change 
of  model  numbers  as  listed  above  in  description  and  to  show 
a  change  of  division  name:  new  name  being  Air  Comfort 
Division  on  condition  that  the  requirements  of  the  resolution 
adopted  October  22,  1963  and  amended  through  July  6,  1971 
under  Calendar  Number  1607-61-SA  are  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 


of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  corporate  name,  change  of  address  or  to 
submit  the  annual  affidavit  will  be  cause  for  revocation  of 
approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 
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211-63-SM 

APPLICANT — Hart  and  Cooley  Manufacturing  Company, 
Division  of  Allied  Thermal  Corporation,  owner. 

SUBJECT — Change  of  owner-manufacturer. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

U  Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 

Commissioner  Walsh  and  Commissioner  Carroll  ....  4 


Negative:  .  0 

Absent:  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

211-63-SM — Amendment  to  resolution  so  as  to  show  a 
change  of  owner-manufacturer. 

Hart  and  Cooley  Manufacturing  Company,  Division  of 
Allied  Thermal  Corporation,  Holland,  Michigan,  requested 
that  the  resolution  adopted  June  25,  1963  and  amended  No¬ 
vember  6,  1968  be  reopened  and  amended  so  as  to  show  a 
change  of  owner-manufacturer. 

PROPOSED  USE:  Vent  termination  for  type  B  gas  vents. 

DESCRIPTION :  There  has  been  no  change  in  the  material 
used  nor  in  the  method  of  manufacture  of  the  door. 

Hart  and  Cooley  Manufacturing  Company,  Division  of 
Allied  Thermal  Corporation,  has  submitted  an  affidavit  show¬ 
ing  that  on  July  1,  1964  Hart  and  Cooley  Manufacturing 
Company  of  Holland,  Michigan,  a  Delaware  Corporation, 
ceased  to  exist  and  was  merged  with  Allied  Thermal  Cor¬ 
poration,  a  Connecticut  Corporation  and  the  name  of  the 
new  owner-manufacturer  is  Hart  and  Cooley  Manufacturing 
Company,  Division  of  Allied  Thermal  Corporation. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  25,  1963  and  amended 
November  6,  1968  under  Calendar  Number  211-63-SM  be 
reopened  and  amended  so  as  to  show  a  change  of  owner- 
manufacturer,  new  owner-manufacturer  being  Hart  and 
Cooley  Manufacturing  Company,  Division  of  Allied  Thermal 
Corporation  on  condition  that  the  requirements  of  the  resolu¬ 
tion  adopted  June  25,  1963  and  amended  November  6,  1968 
under  Calendar  Number  211-63-SM  are  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  an¬ 
nual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 
Stuart  Lowenthal, 

Asst.  Engr., 
Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with  the 
above  report. 


722-72-SM 

APPLICANT — Champion  International — United  States  Ply¬ 
wood  Division,  owner;  Mr.  C.  A.  Stevens,  agent. 

4 

L 

■ 


APPEARANCES— 

For  Applicant:  C.  A.  Stevens. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Walsh  and  Commissioner  Carroll  ....  4 

Negative: .  q 

Absent :  Commissioner  Hornstein  .  * "  i 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
722-72-SM — Champion  International,  U.  S.  Plywood  Divi¬ 
sion,  New  York,  New.  York,  filed  for  approval  of  the  two 
hour  Qasal  Fire  Resistive  Wall  under  the  provisions  of 
Article  5  and  RS  5  of  the  Building  Code  of  the  City  of  New 
York. 

PROPOSED  USE:  Two  hour  fire  rated  non-combustible, 
non-load  bearing  exterior  wall  assembly. 

DESCRIPTION  :  The  exterior  surface  of  the  assembly  con¬ 
sists  of  15/32"  thick  Qasal  panels,  previously  approved  under 
Calendar  Number  722-72-SM,  composed  of  built  up  layers  of 
Portland  cement  and  mineral  fibers  compressed  under  high 
pressure.  The  panels  are  screw  attached  or  pipe  clamp  and 
screw  attached  to  No.  20  MSG  C-shaped  galvanized  steel 
studs.  The  studs  are  3)4"  deep  with  1)4"  (minimum)  and 
1)4"  (minimum)  legs  and  a  %"  folded  back  return  flange 
in  the  legs.  The  studs  are  spaced  16"  o.c.,  with  a  double 
stud  every  third  one  to  form  H-shaped  supports  48"  o.c. 
The  joints  of  the  Qasal  panels  are  spaced  48"  o.c.  and  coincide 
with  the  H-shaped  supports.  Two  layers  of  )4"  thick  gypsum 
wallboard  are  screw  attached  to  the  side  of  the  studs  opposite 
from  the  Qasal  panels.  Mineral  wool  batts,  2"  thick,  are 
placed  in  the  stud  cavities. 

INSPECTION  AND  TEST :  The  assembly  was  tested  by 
Underwriters’  Laboratories  (File  R4763-3, 4,  Project 
72 NK2218,  on  file)  and  achieved  a  two  hour  fire  rating. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Qasal  Fire  Resistive  Wall  as  a 
two  hour  fire  rated  wall  assembly  under  the  provisions  of 
Article  5  and  RS  5  of  the  Building  Code  of  the  City  of  New 
York. 

Plans  submitted  to  the  Department  of  Buildings  showing 
proposed  uses  of  this  construction  shall  include  illustrations 
sufficient  to  adequately  describe  the  assembly  and  shall  state 
that  the  assembly  is  approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Calendar  Number 
722-72-SM. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 
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740-72-SM 

APPLICANT — Pinks  Manufacturing  Company  for  E.  C. 
Andreae-Andreae  Fltrs.,  owner. 

APPEARANCES— 

For  Applicant :  Robert  A.  Muessig. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Walsh  and  Commissioner  Carroll  ....  4 

Negative:  .  0 

Absent :  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
740-72-SM— Binks  Manufacturing  Company,  Franklin  Park, 
Illinois,  for  E.  C.  Andreae-Andreae  Filters,  Lausanne, 
Switzerland,  filed  for  approval  of  the  No.  29-359  Air  Filter 
for  paint  spray  booths  under  the  provisions  of  Article  7  and 
RS  13  of  the  Building  Code  of  the  City  of  New  York  and 
the  Paint  Spraying  Rules  of  the  Board  (Calendar  Number 
353-30-SR). 

PROPOSED  USE:  Air  filter  for  paint  spray  booths. 
DESCRIPTION  :  The  filter  medium  consists  of  two  sheets 
of  heavy  paper  with  corrugations  of  unequal  size.  The  cor¬ 
rugations  cause  air  that  is  being  ventilated  to  strike  the 
paper  at  least  four  times  to  remove  the  paint  from  the  air. 
The  medium  is  replaced  when  it  becomes  saturated  with 
paint. 

INSPECTION  AND  TEST:  The  filter  was  tested  by 
Underwriters’  Laboratories  (File  R7039,  Project  72NK4070) 
and  achieved  a  Class  2  air  filter  rating. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  No.  29-359  Binks  Air  Filter  for 
paint  spray  booths  on  condition  that  it  shall  be  used  in  ac¬ 
cordance  with  the  requirements  of  Article  7  of  the  Building 
Code  of  the  City  of  New  York  and  the  Paint  Spraying  Rules 
of  the  Board  (Calendar  Number  353-30-SR).  The  filters 
shall  be  permanently  labeled:  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  740-72-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect,  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

797-72-SM 

APPLICANT— Parker  Devices,  owner. 

APPEARANCES— 

For  Applicant:  Alvin  S.  Parker. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 


THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Walsh  and  Commissioner  Carroll  ....  4 

N  egative :  . . .  ® 

Absent :  Commissioner  Hornstein  .  1 


THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
797-72-SM— Parker  Devices,  Incorporated,  New  York,  New 
York,  filed  for  approval  of  PDI  Column  Clips  under  the 
provisions  of  Article  5  and  PS  5  of  the  Building  Code  of 
the  City  of  New  York. 

PROPOSED  USE:  Clip  to  attached  gypsum  board  to 


columns. 


DESCRIPTION:  The  clips  are  made  of  No.  23  gauge 
galvanized  steel,  with  dimensions  of  3"  overall  height  x  2" 
overall  width  x  2 overall  depth.  The  clips  use  spring 
tension  to  attach  a  1"  x  1"  26  gauge  steel  angle  to  each  flange 
of  a  column.  The  clips  are  spaced  4'  o.c.,  with  one  at  the 
floor  and  one  at  the  ceiling. 

Gypsum  wallboard  is  screw  attached  to  the  angles.  In 
U.  L.  Design  Nos.  X506  and  X507  (4  hour  fire  ratings), 
two  layers  of  ps"  thick  gypsum  wallboard  are  screw  attached 
to  the  angles  which  are  attached  to  the  column  with  the 
clips.  The  steel  column  is  W14X228  minimum,  with  outside 
dimensions  of  16"  x  15j4". 

INSPECTION  AND  TEST:  The  use  of  the  clips  in  the 
assemblies  as  described  above  has  been  approved  by  Under¬ 
writers’  Laboratories  (R6870,  72NK153). 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  PDI  Column  Clips  for  use  in  attach¬ 
ing  gypsum  wallboard  to  steel  columns  in  the  four  hour  fire 
rated  assemblies  described  above  under  the  provisions  of 
RS  5  and  Article  5  of  the  Building  Code  of  the  City  of 


New  York. 

Plans  submitted  to  the  Department  of  Buildings  showing 
proposed  uses  of  this  construction  shall  include  sufficient 
illustration  to  adequately  describe  the  assembly  and  shall 
state  that  the  construction  is  approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  797-72-SM. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 


Stuart  Lowenthal, 

Asst.  Engr., 
Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

184-73-SM 


APPLICANT — Stricon  Products  Limited,  owner. 
APPEARANCES— 

For  Applicant:  F.  W.  Webb. 

For  Opposition:  R.  H.  Miller-Jones. 

ACTION  OF  BOARD— Laid  over  to  July  17,  1973,  at 
2  P.M. 

Adjourned:  4:20  P.M. 

John  B.  Cincotta,  Executive  Director 
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RULES  FOR  ARC  AND  GAS  WELDING  AND  OXYGEN  CUTTING  OF  STEFT  rnvPRTMr 
SPECIFICATIONS  FOR  DESIGN.  FABRICATION  AND  INSPECTION  OF  ARC  AND  GAS  WELDFD 
STRUCTURES  AND  THE  QUALIFICATIONS  OF  WELDERS  AND  SUPERVISORS 

(CAL.  NO.  1-38-SR— VOL.  II) 


Adopted  by  the  Board  of  Standards  and  Appeals  February 
25,  1938,  effective  March  31,  1938,  amended  May  17,  1940, 
effective  June  10,  1940;  amended  September  17,  1954,  effec¬ 
tive  October  18,  1954,  amended  May  25,  1956,  effective 
June  25,  1956,  amended  December  13,  1968,  effective  Janu¬ 
ary  18,  1969,  and  amended  1973,  effective 

1973. 

Authority:  Pursuant  to  the  authority  vested  in  the 
Board  of  Standards  and  Appeals  by  Section  666,  paragraph 
2,  of  the  Charter  of  the  City  of  New  York. 

Scope:  These  rules,  as  amended  up  to  and  including 
the  rules  amended  on  December  13,  1968,  are  supplementary 
and  additional  to  the  requirements  of  the  provisions  of  the 
Administrative  Code  (Building  Code)  in  effect  prior  to 
enactment  of  Local  Law  No.  76/68. 

The  following  rules  are  supplementary  and  additional  to 
the  requirements  of  the  Administrative  Code  (Building 
Code),  as  enacted  by  Local  Law  No.  76/68. 

Rule  13 — The  Board  of  Examiners  for  Welders 

13.1 —  The  Board  of  Examiners  for  Welders  shall  be  ap¬ 
pointed  by  the  Commissioner  of  Buildings  from  members  of 
the  staff  of  the  department.  All  welders’  licenses  issued 
should  be  uniform  for  the  five  boroughs.  There  shall  be  a 
separate  license  for  electric  arc  welding,  and  for  gas  welding, 
which  licenses  shall  not  be  interchangeable,  and  shall  apply 

\  specifically  to  the  type  of  work  to  be  done  and  shall  be 
issued  in  accordance  with  Rule  2. 

13.2 —  Welders  to  be  licensed.  No  person  shall  perform 
welding  work  on  any  structural  member  of  a  structure 
without  having  obtained  a  welder’s  license  from  the  Board 
of  Examiners  for  welders. 

13.2.1 —  Before  a  welder’s  license  may  be  issued  author¬ 
izing  a  person  to  perform  welding  work  on  a  structural 
member  of  a  structure,  the  person  applying  for  such  certifi¬ 
cate  shall  have  been  qualified  as  provided  in  Section  C26- 
1005.3(b)(1). 

13.2.2 —  No  person  shall  be  eligible  for  a  license  to  perform 
welding  work  as  provided  in  this  section  unless  he  is  a 
citizen  of  the  United  States  of  America  or  unless  he  is  a 
North  American  Indian  by  birth. 

13.2.3 —  The  Commissioner  of  Buildings  may  revoke  or 
'  suspend  a  license  of  any  person  if  workmanship  on  any 
i  structural  welding  is  such  as  to  indicate  incompetency  or 

negligence  which  might  endanger  a  structure  or  result  in 
injury  to  human  beings. 

13.2.4 —  Renewal  of  a  license  may  be  made  without  addi¬ 
tional  requalification  test  if  the  applicant  of  record  indi¬ 
cates  one  month  of  satisfactory  welding  experience  during  a 
previous  year. 

13.3 — Exceptions  to  requirements  for  welders’  licenses. 

13.3.1 —  Welders’  licenses  will  not  be  required  for  the 
attachment  of  steel  studs  directly  to  structural  beams  by 

|  semi-automatic  equipment  when  the  method  of  attachment 
has  been  approved  by  the  Board. 

13.3.2 —  Welders’  licenses  will  not  be  required  for  operators 
of  automatic  welding  equipment  of  a  type  approved  by  the 

1  Board  when  used  under  the  supervision  of  a  trained  welder 
holding  a  welder’s  license. 

Rule  14 — Qualification  tests  for  Welders 

14.1— Before  the  examiners  for  welders  shall  issue  a 
welder’s  license,  the  applicant  shall  pass  the  applicable  tests 
prescribed  by  the  Department  of  Personnel.  In  the  case  of 
welders  performing  welding  work  out  of  town  on  structures 
to  be  erected  in  the  City  of  New  York,  documentary  evi¬ 
dence  from  a  testing  laboratory  acceptable  to  the  Department 
of  Buildings  and  to  the  engineer  or  architect  designated  for 
controlled  inspection,  attesting  that  the  applicant  has  passed 
the  prescribed  qualification  test  is  acceptable  for  a  specific 
structure. 


14,2~The  foregoing  provisions  are  not  intended  to  bar 
an  applicant  from  further  trial  in  the  case  of  one  or  more 
failures,  or  to  require  the  welder  who  has  passed  the  test 
to  qualify  anew  for  every  job  he  may  undertake,  except 
m  the  case  of  welders  qualified  by  a  testing  laboratory. 

14.3 — Classifications  of  Licenses : 

CLASS  1 

Shop  and  Field — For  groove  and  fillet  welding  of  un¬ 
limited  thickness  materials,  in  all  positions,  the  test  candi¬ 
date  shall  weld  test  plates  in  the  vertical  and  overhead 
positions,  using  1  inch  thick  test  plates. 

CLASS  1— RESTRICTED 

Shop  and  Field — For  groove  welding  materials  of  limited 
thickness  04  inch  maximum)  and  for  fillet  welding  of 
unlimited  thickness  materials,  in  all  positions,  the  test  candi¬ 
date  shall  weld  test  plates  in  the  vertical  and  overhead  posi¬ 
tions  using  inch  thick  test  plates. 

CLASS  2 

Shop  and  Field — For  groove  welding  of  unlimited  thick¬ 
ness  in  the  flat  position  and  for  fillet  welding  in  the  flat  and 
horizontal  positions  only,  the  test  candidate  shall  weld  a  test 
plate  in  the  flat  position  using  1  inch  thick  test  plates. 

CLASS  2— RESTRICTED 

Shop  Only — For  groove  welding  of  limited  thickness  mate¬ 
rials  (J4  inch  maximum)  in  the  flat  position  and  fillet  weld¬ 
ing  in  the  flat  and  horizontal  positions  only,  the  test  candi¬ 
date  shall  weld  a  test  plate  in  the  flat  position  using  inch 
test  plates. 

CLASS  3 

Shop  and  Field — For  fillet  welding  of  unlimited  thickness 
materials  in  all  positions,  the  test  candidate  shall  weld  test 
plates  in  the  vertical  and  overhead  positions  using  Y  inch 
thick  test  plates. 

CLASS  3— RESTRICTED 

_  Shop  Only — For  fillet  welding  of  unlimited  thickness  mate¬ 
rials  in  the  flat  and  horizontal  positions  only  the  test  candi¬ 
date  shall  weld  test  a  plate  in  the  horizontal  position  using 
inch  thick  test  plates. 

14.4 —  Qualification  Requirements. 

14.4.1 —  Pending  promulgation  of  qualification  requirements 
by  the  Commissioner  of  Buildings  pursuant  to  Section 
B26-1.3  of  the  Administrative  Code,  Rule  5.4  of  these  Rules, 
amended  December  13,  1968,  shall  remain  in  force. 

14.5 —  Re-test — In  case  a  welder  fails  to  meet  the  require¬ 
ments  of  one  or  more  test  welds,  a  re-test  may  be  allowed 
under  the  following  conditions : 

14.5.1 —  An  immediate  re-test  may  be  made  which  shall 
consist  of  two  test  welds  of  each  type  of  which  he  failed,  all 
of  which  shall  meet  all  the  requirements  specified  for  such 
welds. 

14.5.2 —  A  re-test  may  be  made  provided  there  is  evidence 
that  the  welder  has  had  further  training  or  practice.  In  this 
case  a  complete  re-test  shall  be  made. 

14.6—  Welders  who  have  been  certified  by  the  Board  of 
Examiners  may  be  assigned  to  other  electric  arc  welding 
processes.  As  a  prerequisite  to  such  an  assignment,  the 
welder  shall  have  been  trained  in  the  process  by  his  employer 
and  said  welder  shall  be  given  a  certificate  for  the  required 
test.  No  further  certification  by  the  Board  of  Examiners  for 
Welders  will  be  required. 

14.7—  Existing  Licenses.  All  persons  holding  a  valid  welder 
certificate  of  qualification  or  welder’s  license  issued  prior  to 
the  promulgation  of  these  revised  Rules  of  the  Board,  shall 
be  considered  to  have  qualified  under  the  tests  prescribed 
herein. 
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Rule  15 — Quality  Control 

15.1 —  The  quality  of  welds  permitted  under  the  Building 
Code  shall  conform  to  the  requirements  of  Section  6  (In¬ 
spection)  of  AWS  D  1.0-69 — Welding  in  Building  Construc¬ 
tion — and  with  all  other  requirements  of  these  Rules  and  the 
Building  Code. 

Rule  16 — Supervision  and  Inspection 

16.1 —  Any  welding  to  be  done  on  a  structure  or  any  part 
thereof  shall  be  performed  under  the  observation  of  a  repre¬ 
sentative  of  the  licensed  professional  engineer  or  registered 
architect  designated  for  controlled  inspection,  pursuant  to 
Section  C26-106.3  of  the  Administrative  Code.  The  architect 
or  engineer  designated  for  controlled  inspection  may  employ 
an  inspection  agency  responsible  to  him,  which  agency  shall 
be  acceptable  to  the  Commissioner  of  Buildings.  Welding 
inspection  agencies  shall  have  a  minimum  of  5  years  experi¬ 
ence  as  such. 

16.1.1 —  The  Commissioner  of  Buildings  may,  in  the  case  of 
minor  welding  operations,  including  stairs  and  fire  escapes, 
waive  the  requirements  for  inspection  if,  in  his  judgment, 
such  inspection  may  be  adequately  made  by  a  steel  inspector 
employed  regularly  by  the  Department  of  Buildings. 

16.1.2 —  Unless  personally  inspected  by  a  registered  archi¬ 
tect  or  licensed  professional  engineer,  each  welding  inspector 
shall  have  at  least  3  years  experience  in  the  field  of  welding 
and/or  welding  inspection  in  order  to  be  authorized  to  inspect 
any  welding.  Each  welding  inspector,  if  other  than  the  archi¬ 
tect  or  engineer  designated  for  controlled  inspection,  and  an 
affidavit  to  the  effect  that  said  inspector  has  the  prerequisite 
experience  and  is  acceptable,  is  to  be  filed  with  each  applica¬ 
tion  for  which  the  welding  work  is  being  performed,  before 
any  welding  operations  are  to  commence.  Unless  directly 
employed  by  the  architect  or  engineer  responsible  for  con¬ 
trolled  inspection  the  inspectors  shall  be  in  the  employ  of 
an  inspection  agency  acceptable  to  the  Commissioner  of 
Buildings. 

16.2 —  The  personnel  performing  the  inspection  shall  take 
adequate  means  to  assure  that  the  preparing,  oxygen  cutting, 
assembling,  and  welding  of  a  structure  conform  to  the  design 
and  that  the  resulting  structure  is  free  from  deficiencies  and 
injurious  effects.  Adequate  daily  records  of  the  progress  of 
the  work  shall  be  maintained,  and  submitted  daily  to  the 
registered  architect  or  licensed  professional  engineer  respon¬ 
sible  for  supervision  of  work.  Such  records  shall  be  avail¬ 
able  to  the  Building  Commissioner  or  his  representative  for 
a  period  of  at  least  2  years  after  the  completion  of  all  work 
in  the  course  of  construction.  The  records  shall  indicate  a 
definite  and  personal  responsibility  for  acceptance  of  every 
weld  as  to  size,  location,  type  of  filler  metal  used  and  quality 
of  workmanship,  and  show  evidence  that  no  weld  called  for 
in  the  design  has  been  omitted.  Each  welder  shall  place  his 
identification  symbol  on  his  work  and  the  inspector  after 
inspecting  each  weld  shall  do  likewise. 

16.2.1 —  The  inspector  shall  inspect  for  defects  and  irreg¬ 
ularities,  plate  cracks  adjacent  to  or  behind  welds,  crater 
cracks  or  cracks  in  the  weld  metal. 

16.2.2 —  The  inspector  shall  gauge  all  welds  for  deficiency 
of  throat  or  other  critical  cross  section. 

16.2.3 —  The  inspector  shall  carefully  observe  and  reject 
unallowable  or  out  of  tolerance  undercutting,  overlap  or  lack 
of  fusion  at  edges  of  weld,  lack  of  penetration  of  porosity, 
location  of  craters,  size  and  shape  of  bead  and  order  occa¬ 
sional  shipping  to  determine  penetration  and  correct  all  or 
any  irregularities  of  workmanship  contrary  to  the  design. 

16.2.4—  A  staff  of  inspectors  numerous  enough  to  provide 
one  inspector  for  every  6  welders  of  each  job  at  all  times 
shall  be  required,  provided  that  the  welders  are  within  4 
tiers  of  each  other. 

16.3 — Daily  inspection  shall  be  made  of  preheating  equip¬ 
ment  to  see  that  it  is  functioning  properly.  Preheat  drying 
cabinets  for  low  hydrogen  electrodes  shall  be  maintained 
within  easy  access  of  all  welding  operators.  Above  infor¬ 
mation  is  to  be  included  in  daily  welding  inspectors’  reports. 


16.4 —  Before  equipment  used  to  supply  welding  current  is 
used  at  the  job  site,  it  shall  be  tested  at  the  job  site  by  a 
welding  inspector  to  ascertain  proper  functioning  of  the 
equipment  and  to  establish  the  arc  voltage  and  current  pro¬ 
duced  by  this  equipment.  This  certification  shall  be  filed 
with  the  welding  report. 

16.5 —  When  any  of  the  components  being  welded  exceeds 
1.5  inches  in  thickness,  either  of  the  following  additional 
requirements  shall  be  met : 

16.5.1 —  Non-destructive  testing  in  rule  17  shall  be  manda¬ 
tory,  for  the  weld  and  base  metal  in  the  region  of  the  weld, 
and  all  deficiencies  that  are  detected  are  to  be  remedied;  or 

16.5.2 —  Preheating  and  insulated  cooling  techniques  shall 
be  employed. 

Rule  17 — Non-destructive  Testing 

17.1 —  Non-destructive  .testing  may  be  specified  by  the 
architect  or  engineer  designated  for  controlled  inspection  to 
augment  other  inspection  requirements,  or  in  conformance 
with  rule  16.5.1,  or,  be  required  by  the  Commissioner  of 
Buildings  should  there  be  a  reasonable  doubt  as  to  the 
adequacy  of  any  welding. 

17.2 —  Non-destructive  testing  shall  conform  with  the  re¬ 
quirements  of  section  607  (Non-destructive  Testing),  and 
Appendices  B  (Radiographic  Inspection  of  Welds)  and  C 
(Ultrasonic  Testing,  of  Groove  Welds)  contained  in  AWS 
DI.0-69-Welding  in  Building  Construction,  as  modified  by 
these  Rules.  Other  methods  of  non-destructive  testing  ac¬ 
ceptable  to  the  Commissioner  of  Buildings,  consistent  with 
good  practice,  may  be  used. 

17.3 —  Non-destructive  testing  equipment : 

(a)  Non-destructive  Systems,  methods  and  techniques  for 
testing  shop  and  field  welds  may  be  used  on  condition  that 
all  such  systems,  methods,  techniques  and  apparatus  shall 
first  be  acceptable  to  the  Commissioner  of  Buildings.  Such 
systems  may  use  x-ray,  radiography,  magnetic  particle,  ultra¬ 
sonic,  dye  pentrants,  etc. 

(b)  The  results  of  actual  performance  tests  by  each  sys¬ 
tem  for  which  authorization  is  sought  shall  be  the  criteria 
determining  the  limitations  under  which  the  authorization 
shall  be  granted. 

(c)  Each  system  of  testing  shall  prove  its  unfailing  ability 
to  distinguish  between  good  and  faulty  welds,  by  testing  at 
least  two  samples  of  every  class,  size  and  type  of  weld,  for 
which  approval  is  sought.  These  weld  samples  shall  be 
tested  under  conditions  duplicating  the  conditions  met  in 
actual  practice,  such  as : 

1.  Shop  welds  or  field  welds  or  both. 

2.  For  field  welds  the  test  samples  shall  be  tem¬ 
porarily  installed  in  the  most  inaccessible  parts  of  a 
structure  where  welding  is  to  be  tested. 

3.  Flat,  vertical  or  overhead  positions. 

4.  Maximum  sizes  (throats)  of  welds  for  which 
approval  is  sought. 

5.  Types  and  alloys  of  base  metals,  for  which 
approval  is  sought. 

(d)  Two  or  more  test  samples  for  each  type  of  weld 
shall  be  tested,  of  which  one  shall  be  a  perfect  weld,  and  at 
least  one  other  shall  include  a  flaw  or  imperfection,  deliber¬ 
ately  produced  in  the  weld,  by  lack  of  penetration,  inclusion 
of  slag  from  the  last  pass,  or  such  other  flaws  as  the  Board 
shall  specify. 

(e)  After  the  designation  and  rating  of  each  weld  sample, 
by  the  apparatus  under  test,  the  samples  with  flaws  shall 
be  machine  cut  apart,  through  the  throat  of  the  weld,  then 
polished  and  etched  with  acid  to  disclose  the  weld  with  the 
flaw.  The  samples  with  perfect  welds  shall  be  tested  to 
failure  by  tension. 

(f)  The  Commissioner  of  Buildings  shall  determine  the 
sizes,  types  and  number  of  the  samples  to  be  tested,  and  shall 
decide  which  test  results  shall  be  acceptable  for  the  approval 
of  the  method  and  type  of  apparatus  under  test,  and  what 
limitations,  if  any,  shall  be  included  in  any  acceptance. 
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COURT  DECISION 
CALENDAR  NUMBER  370-72-BZ 

Matter  of  Ruggiero  vs.  Klein: — On  January  9,  1973  the  Board 
granted  the  application,  based  on  a  decision  of  the  Borough  Superin¬ 
tendent  dated  May  24,  1972  acting  on  Alt.  Application  728/1972 
reads:  1.  Proposed  required  off  street  parking  spaces  for  Nursing 
Home  is  contrary  to  Sect.  25-23  of  Zoning  Resolution.  Calendar  Number 
370-72-BZ  Premises  2332  to  2336  West  11th  Street  west  side,  160  feet 
south  of  Avenue  W.  Block  7162,  Lots  16,  18,  20,  21,  and  22,  Borough 
of  Brooklyn. 

At  Kings  County  Supreme  Court,  Special  Term,  Part  1,  Mr.  Jus¬ 
tice  Corso,  rendered  the  following  decision: 

“In  this  proceeding  which  was  brought  to  review  a  decision 
of  the  respondent  Board  of  Standards  and  Appeals,  the  non-city 
respondents  move  for  an  order  discontinuing  this  proceeding. 

This  petitioner  and  the  moving  respondents  have  entered  into 
a  stipulation  of  discontinuance  conditioned  upon  the  court  order¬ 
ing,  among  other  things,  that  the  respondent  Board  of  Standards 
and  Appeals  in  effect  grant  the  application  of  the  resopndents 
now_  pending  on  its  calendar  under  Calendar  No.  13-73BYZ.  No 
administrative  decision  has  been  rendered  on  this  matter  and  this 
court  is  without  power  to  make  the  requested  order.  The  condi¬ 
tions  of  the  stipulation  not  complied  with,  it  is  a  nullity. 

Accordingly,  the  motion  is  denied.  Settle  order  on  notice.” 
(New  York  Law  Journal,  June  15,  1973,  page  16) 
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Proposed  Amendments  of  Rules  for  Arc  and  Gas  Weld¬ 
ing  and  Oxygen  Cutting  of  Steel,  Covering  The  Speci¬ 
fications  for  Design,  Fabrication  and  Inspection  of  Arc 
and  Gas  Welded  Steel  Structures  and  The  Qualifica¬ 
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Vol.  II 
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280-73-BZ 

105-73-BZ 

553-72-BZ 

301-73-BZ 

150-73-BZ 
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327-73-BZ 

163-73-BZ 
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Vol.  II 

330-73-BZ 

243-73-BZ 

303-73-A 

295-73-BZ 

Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  July  10, 

1973,  Affecting  Calendar  Numbers — 

262-73-A 

197-73-A 

239-73-A 

309-73-A 

213-73-A 

256-73-A 

170-73-A 

238-73-A 

329-73-A 
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DOCKET 

New  Cases  Filed  up  to  July  10,  1973 

Cal.  No.  Dept.  Premises  Affected 

404-73-BZ — B.Bx. — 1560  to  1570  Bruckner  Boulevard, 
southeast  corner  of  Boynton  Avenue,  and  1555  Story 
Avenue,  Block  3653,  Lot  1,  Borough  of  The  Bronx,  Com¬ 
munity  Board  #8,  ES  139,  140,  141,  142-73,  re-  proposed 
illuminated  signs,  C8-1  district. 


405-73-A — B.R. — 1632  Richmond  Terrace,  southside, 
105.7  feet  west  of  Tompkins  Court,  Block  187,  Lot  42, 
West  New  Brighton,  Borough  of  Richmond,  N.B. 
1359-73,  re-  building  not  fronting  legal  street,  General 
City  Law. 


406-73-BZ — B.B. — 2030  Ocean  Parkway,  westside,  182.2 
feet  south  of  Avenue  T,  and  2003  East  5th  Street,  Block 
7108,  Lots  17,  18,  69,  78,  79,  Borough  of  Brooklyn,  Com¬ 
munity  Board  #13,  re-  enlargement  to  existing  syna¬ 
gogue  consisting  of  community  center,  R3-1  and  R5 
district. 


407-73-A — F.D.— Packaging  of  combustible  mixture 
known  as  “Aquaglide  Outboard  Lubricant”  in  metal  and 
plastic  containers,  containers  not  in  compliance  with 
regulations  of  the  Administrative  Code. 


408-73-A — F.D. — 34-48  to  34-58  Vernon  Boulevard,  west 
side,  79.2  feet  north  of  35th  Avenue,  Block  322,  Lot  101, 
Long  Island  City,  Borough  of  Queens,  F.D.  Letter  June 
11,  1973  re-  waiver  for  qualified  machine  operator  re¬ 
quirement  for  refrigeration  equipment. 


409-73-A — F.D. — Packaging  of  combustible  mixture 
known  as  “Qik  Joe  Instant  Start  Charcoal  Briquets”  in 
6  lb  paper  bags,  containers  not  in  compliance  with  regu¬ 
lations  of  the  Administrative  Code. 


410-73-A — B.R. — 161  Brook  Avenue,  southeast  corner  of 
Fairbanks  Avenue,  Block  4691,  Lot  23,  Oakwood,  Bor¬ 
ough  of  Richmond,  N.B.  822-73,  re-  building  not  fronting 
legal  street,  General  City  Law. 


411-73-A — B.R. — 153  Brook  Avenue,  south  side,  45  feet 
east  of  Fairbanks  Avenue,  Block  4691,  Lot  25,  Oakwood, 
Borough  of  Richmond,  N.B.  823-73,  re-  building  not 
fronting  legal  street,  General  City  Law. 


412-73-A — B.R. — 151  Brook  Avenue,  south  side,  88.5  feet 
east  of  Fairbanks  Avenue,  Block  4691,  Lot  27,  Oakwood, 
Borough  of  Richmond,  N.B.  824-73,  re-  building  not 
fronting  legal  street,  General  City  Law. 


413-73-A — B.R. — 147  Brook  Avenue,  south  side,  132  feet 
east  of  Faribanks  Avenue,  Block  4691,  Lot  29,  Oakwood, 
Borough  of  Richmond,  N.B.  825-73,  re-  building  not 
fronting  legal  street,  General  City  Law. 


414-73-A — B.R. — 143  Brook  Avenue,  south  side,  175.6 
feet  east  of  Fairbanks  Avenue,  Block  4691,  Lot  31,  Oak- 
wood,  Borough  of  Richmond,  N.  Y.  826-73,  re-  building 
not  fronting  legal  street,  General  City  Law. 


415-73-A — B.R. — 139  Brook  Avenue,  south  side,  219  feet 
east  of  Fairbanks  Avenue,  Block  4691,  Lot  34,  Oakwood, 
Borough  of  Richmond,  N.B.  827-73,  re-  building  not 
fronting  legal  street,  General  City  Law. 


416-73-A — B.R. — 135  Brook  Avenue,  southside,  306  feet 
east  of  Fairbanks  Avenue,  Block  4691,  Lot  36,  Oakwood, 
Borough  of  Richmond,  N.B.  829-73,  re-  building  not 
fronting  legal  street,  General  City  Law. 


417-73-A — B.R. — -131  Brook  Avenue,  south  side,  262  feet 
east  of  Fairbanks  Avenue,  Block  4691,  Lot  1,  Oakwood, 
Borough  of  Richmond.  N.B.  828-73,  re-  building  not 
fronting  legal  street,  General  City  Law. 


418-73-BZ — B.Q. — 100-20  159th  Avenue,  southwest  cor¬ 
ner  of  101st  Street,  Block  14180,  Lot  10,  Howard  Beach, 
Borough  of  Queens,  Alt.  104-73  re-  proposed  alteration 
to  medical  office  on  second  floor,  R3-1  district.  Com¬ 
munity  Board  #10. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


SEPTEMBER  25,  1973,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  September  25,  1973,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters: 

70-73-BZ 

APPLICANT — Millard  Bresin  for  American  Oil  Company, 
owner. 

SUBJECT — Application  January  24,  1973 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  73-211 
of  the  Zoning  Resolution,  to  permit  in  a  C2-2  district,  the 
erection  of  a  one  story  enlargement  to  an  existing  auto¬ 
motive  service  station  with  accessory  uses  previously  before 
the  Board. 

PREMISES  AFFECTED — 3065  Westchester  Avenue, 
northwest  corner  of  Hobart  Avenue,  Block  4195,  Lots  1, 
5,  6,  7,  Borough  of  The  Bronx.  Community  Board  #10. 


90-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Cosmetology  Pub¬ 
lishing  Corporation,  owner. 

SUBJECT — Application  February  13,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  and  R6  district,  the 
enlargement  in  lot  area  and  the  expansion  of  the  accessory 
parking  facility  for  a  manufacturing  establishment  pre¬ 
viously  before  the  Board. 

PREMISES  AFFECTED— 3839-3851  White  Plains  Road, 
southwest  corner  of  East  221st  Street,  Block  4655,  Lots  40, 
43,  Borough  of  The  Bronx.  Community  Board  #13. 


351-73-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  John  Baris, 
owner. 

SUBJECT — Application  June  11,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
two  family  dwelling  that  encroaches  on  the  required  side 
yard  and  has  a  balcony  within  the  required  front  yard. 

PREMISES  AFFECTED— 32-51  42nd  Street,  east  side, 
355.28  feet  north  of  34th  Avenue,  Block  690,  Lot  17,  Astoria, 
Borough  of  Queens.  Community  Board  #1. 


352-73-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  John  Baris, 
owner. 

SUBJECT — Application  June  11,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
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two  family  dwelling  with  a  balcony  within  the  required 
front  yard. 

PREMISES  AFFECTED — 42nd  Street  32-49,  east  side 
381.43  feet  north  of  34th  Avenue,  Block  690,  Lot  118,  As¬ 
toria,  Borough  of  Queens.  Community  Board  #1. 


353-73-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  John  Baris, 
owner. 


* 

: 

i 


SUBJECT — Application  June  11,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
two  family  dwelling  that  encroaches  on  the  required  side 
yard  and  has  a  balcony  within  the  required  front  yard. 

PREMISES  AFFECTED — 32-47  42nd  Street,  east  side, 
403.43  feet  north  of  34th  Avenue,  Block  690,  Lot  119, 
Astoria,  Borough  of  Queens.  Community  Board  #1. 

JOSEPH  B.  KLEIN,  Chairman 


SEPTEMBER  25,  1973,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  September  25,  1973,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 


192-73-A 

APPLICANT — Alan  Howard  for  Ruppert  Plaza  Housing 
Company,  Incorporated,  owner. 


SUBJECT — Application  April  3,  1973— appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  handrail  on 
stairs. 

PREMISES  AFFECTED — 1751-1763  Second  Avenue,  west 
side,  between  East  91st  Street  and  East  92nd  Street, 
Block  1537,  Lot  2,  Borough  of  Manhattan. 


193-73-A 

APPLICANT — Alan  Howard  for  Yorkville  Towers  Hous¬ 
ing  Company,  Incorporated,  owner. 

SUBJECT — Application  April  3,  1973 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  hand  rails  on 
stairs. 

PREMISES  AFFECTED — 1623-1641  3rd  Avenue,  east 
side,  between  East  91st  Street  and  East  92nd  Street, 
Block  1537,  Lot  1,  Borough  of  Manhattan. 


194-73-A 

APPLICANT — Alan  Howard  for  Ruppert  Towers  Hous¬ 
ing  Company,  Incorporated,  owner. 

SUBJECT — Application  April  3,  1973 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  hand  rails  on 
stairs. 

PREMISES  AFFECTED — 1601-1619  3rd  Avenue,  east  side, 
between  East  90th  Street  and  East  91st  Street,  Block  1536, 
Lot  1,  Borough  of  Manhattan. 


JOSEPH  B.  KLEIN,  Chairman 


MINUTES 


REGULAR  MEETING 

TUESDAY  MORNING,  JULY  10,  1973,  10  A.M. 

Present :  Chairman  Klein,  Vice  Chairman  Agusta, 

Commissioner  Walsh  and  Commissioner  Carroll. 


888-55-A 

APPLICANT — Vincent  B.  Agusta  for  St.  Andrews  School 
of  Greek  American  Culture,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  for  extension  of  term  of  vari¬ 
ance  which  expired  July  5,  1971 — appeal  from  a  decision  of 
the  Borough  Superintendent  re-  use  of  frame  structure  for 
school  use;  previously  granted  on  condition. 

PREMISES  AFFECTED— 157-50  9th  Avenue,  south  side, 
170  feet  west  of  160th  Street,  Block  4555,  Lot  52,  Beech- 
hurst,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Leonard  M.  Morrelly. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Commissioner  Walsh 


and  Commissioner  Carroll  .  3 

N egative  :  .  0 

Not  Voting:  Vice  Chairman  Agusta .  1 

Absent :  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
July  24,  1956,  on  certain  conditions;  and 

Whereas,  the  term  of  variance  was  extended  on  July  5, 
1961 ;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  July  24,  1956,  as  amended  through 
July  5,  1961,  only  as  to  the  term  of  the  variance,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.”  (Alt.  390-55) 


554-51-BZ 

APPLICANT — Peter  Casini  for  Stevbar  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  October  4,  1971 — decision 
of  the  Borough  Superintendent ;  previously  granted  on  con¬ 
dition  under  Section  7h  and  Section  21  of  the  Zoning 
Resolution,  permitting  in  the  local  retail  use,  C  area  dis¬ 
trict  portion  of  plot,  the  maintenance  of  existing  building 
by  the  conversion  of  loading  areas  to  store  areas  consti¬ 
tuting  an  extension  of  use  into  residence  use  district  and 
makes  the  coverage  more  than  is  permitted ;  and  to  permit 
the  parking  of  automobiles  in  the  residence  use  portion  of 
plot  for  patrons  and  employees — no  fee  to  be  charged. 

PREMISES  AFFECTED— 138-18  to  138-38  Northern 
Boulevard,  south  side,  150.38  feet  east  of  Union  Street, 
Block  5010,  Lot  28,  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Peter  Casini. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 


THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 


Commissioner  Walsh  and  Commissioner  Carroll .  4 

Negative :  .  0 

Absent :  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
November  20,  1951,  on  certain  conditions;  and 
Whereas,  a  public  hearing,  was  held  on  this  application  on 
July  10,  1973,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  November  20,  1951,  as  amended 
through  October  4,  1966,  only  as  to  the  term  of  the  variance, 
so  that  as  amended  this  portion  of  the  resolution  shall  read: 

“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.”  (Alt.  1268-55) 


284-55-BZ 

APPLICANT — Harry  G.  Savran  for  Carl  Messineo,  owner. 
SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  for  extension  of  term  of  vari¬ 
ance  which  expired  November  15,  1971 — decision  of  the 
Borough  Superintendent ;  previously  granted  on  condition 
under  Section  7h  of  the  Zoning  Resolution,  permitting  in  a 
residence  and  local  retail  use  district  the  parking  and  stor¬ 
age  of  motor  vehicles. 

PREMISES  AFFECTED — 123  Bergen  Street,  north  side, 
75  feet  west  of  Hoyt  Street,  Block  194,  Lot  44,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Harry  G.  Savran. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 


Commissioner  Walsh  and  Commissioner  Carroll  .  4 

Negative:  .  0 

Absent :  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
November  29,  1955,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  Tuly  10,  1973,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  November  29,  1955,  as  amended 
through  November  15,  1966,  only  as  to  the  term  of  the  vari¬ 
ance,  so  that  as  amended  this  portion  of  the  resolution  shall 
read : 

“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  ...  ;  on  condition  that 
bumoers  shall  comply  with  the  rules  and  regulations  of 
the  Department  of  Buildings ;  that  the  surfacing  shall  be 
treated  with  a  binder  and  properly  rolled ;  that  other 
than  as  herein  amended  the  resolution  above  cited  shall 
be  complied  with  in  all  respects,  and  that  a  new  Certifi¬ 
cate  of  Occupancy  shall  be  obtained.”  (Alt.  682-55) 


724-57-BZ 

APPLICANT — Edwin  Storch  for  Peter  H.  Galasso,  owner. 
SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  May  28,  1973 
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it 


— decision  of  the  Borough  Superintendent ;  previously- 
granted  on  condition  under  Section  7h  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the 

Sparking  and  storage  of  more  than  five  (5)  pleasure  type 
motor  vehicles. 

PREMISES  AFFECTED — 921  Mace  Avenue,  northwest 
corner  of  Radcliff  Avenue,  Block  4445,  Lots  1  and  66,  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Edwin  Storch. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Walsh  and  Commissioner  Carroll  ....  4 


Negative:  .  0 

Absent :  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
April  22,  1958,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
July  10,  1973,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  April 
22,  1958,  as  amended  through  July  2,  1968,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read: 

“ granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.”  (Alt.  798-57) 

218-58-BZ 

APPLICANT — Lama  and  Vassalotti  for  Morton  Pickman, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  July  29,  1973 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Sections  7e,  7h  and  7i  of  the 
Zoning  Resolution,  permitting  on  a  plot  partly  in  a  local 
retail  use  and  partly  in  a  residence  use  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station,  lubri- 
torium,  car  washing,  storage,  office  and  sales,  minor  auto 
repairs,  parking  and  storage  of  motor  vehicles. 

'  PREMISES  AFFECTED — 77-36  to  77-48  (77-40  official) 
Hewlett  Street,  west  side,  80.02  feet  south  of  77th  Road, 
Block  8555,  Lot  60  (formerly  Lots  60  and  61),  Floral  Park, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Walsh  and  Commissioner  Carroll  ....  4 

Negative:  .  0 

Absent :  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  29,  1958,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
July  10,  1973,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  29, 
1958,  only  as  to  the  term  of  variance,  so  that  as  amended 
this  portion  of  the  resolution  shall  read: 


“ granted  for  a  term  of  ten  years  from  July  29,  1973,  to 
permit  .  .  .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
bn  obtained.”  (N.B.  374-58) 


481-63-BZ — Vol.  II 

APPLICANT — Warren  A.  Sambach  for  Union  Hospital  of 
The  Bronx,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  September  19, 
1973  and  for  amendment — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution,  permitting  in  an  R7-1  dis¬ 
trict,  the  erection  of  a  five  story  and  basement  enlargement 
to  a  hospital  previously  before  the  Board. 

PREMISES  AFFECTED — 260  East  188th  Street,  south 
side,  from  Tiebout  Avenue  to  Valentine  Avenue,  Block 
3147,  Lot  50,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Warren  A.  Sambach. 

ACTION  OF  BOARD — Application  reopened,  time  to 
complete  work  extended  and  resolution  amended. 

TLIE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Walsh  and  Commissioner  Carroll  ....  4 


Negative:  .  o 

Absent :  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
May  25,  1971,  on  certain  conditions ;  and 
Whereas,  time  to  obtain  permits  and  complete  work  was 
extended  on  September  19,  1972;  and 
_  Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  May  25, 
1971,  as  amended  through  September  19,  1972,  by  adding 
thereto : 

“that  the  premises  shall  substantially  conform  to  revised 
drawings  of  proposed  conditions  marked  ‘Received  June 
19,  1973’,  ten  sheets,  on  condition  that  substantial  con¬ 
struction  shall  be  completed  within  one  year  from  Sep¬ 
tember  19,  1973;  and  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects.”  (Alt.  160-70) 


1086-64-BZ 

APPLICANT — Ferrenz  and  Taylor,  Incorporated  for  Na¬ 
tional  Maritime  Union,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Sections 
72-21,  73-50  and  73-641  of  the  Zoning  Resolution  and  Sec¬ 
tion  666,  Subdivision  7  of  the  New  York  City  Charter, 
permitting  in  a  Ml -5  and  R8  district,  the  erection  of  an 
eleven  story  union  training  and  recreation  building  that 
encroaches  on  the  required  rear  yard,  rear  yard  equivalent, 
initial  setback,  rear  setback,  does  not  meet  the  lot  area 
requirements  with  medical  clinic  on  the  second  and  third 
floors. 

PREMISES  AFFECTED— 346-360  West  17th  Street,  south 
side,  100  feet  east  of  9th  Avenue,  351-355  and  359  West 
16th  Street,  Block  740,  Lot  55,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  George  Ferenz,  Stanley  Geber  and  Matt 
Saitta. 


MINUTES 


ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 

Commissioner  Walsh  and  Commissioner  Carroll  - 4 

Negative:  . 0 

Absent :  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
December  IS,  1964,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  work  was 
extended  on  June  7,  1966;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Decem¬ 
ber  15,  1964,  as  amended  through  June  7,  1966,  by  adding 
thereto : 

“that  the  eighth,  ninth,  tenth  and  eleventh  floors  shall 
substantially  conform  to  revised  drawings  of  proposed 
conditions  marked  ‘Received  June  15,  1973’,  two  sheets, 
on  condition  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects.”  (N.B.  98-64) 


553-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Yeshiva  of  Cen¬ 
tral  Queens,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Section 
72-31  of  the  Zoning  Resolution,  permitting  in  an  R4  dis¬ 
trict,  the  erection  of  a  three  story  and  penthouse  parochial 
school  that  encroaches  on  the  required  rear  yard. 

PREMISES  AFFECTED — -147-37  70th  Road,  northwest 
corner  of  150th  Street,  Block  6647,  Lot  35,  Flushing, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and.  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Walsh  and  Commissioner  Carroll  - 4 


Negative:  . .  0 

Absent :  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
December  5,  1972,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Decem¬ 
ber  5,  1972,  by  adding  thereto: 

“that  the  premises  shall  substantially  conform  to  re¬ 
vised  drawings  of  proposed  conditions  marked  ‘Received 
June  19,  1973’,  eleven  streets,  on  condition  that  other 
than  as  herein  amended  the  resolution  aboved  cited  shall 
be  complied  with  in  all  respects.”  (N.B.  756-72) 


111-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Shell  Oil  Company, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  June  22,  1973 


- — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  73-211  of  the  Zoning 
Resolution,  permitting  in  a  C2-2  district,  the  reconstruc¬ 
tion  of  an  automotive  service  station  with  accessory  uses, 
and  with  accessory  show  windows  within  75  feet  of  a 
residence  district. 

PREMISES  AFFECTED— 185-25  North  Conduit  Avenue, 
northwest  corner  of  Springfield  Boulevard,  Block  13094, 
Lot  68,  Springfield  Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Walsh  and  Commissioner  Carroll  ....  4 


Negative:  .  0 

Absent :  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
June  22,  1971,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  work  was 
extended  on  July  18,  1972;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June  22, 
1971  as  amended  through  July  18,  1972,  only  as  to  the  time 
to  complete  the  work,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  777-70) 


208-72-BZ— Vol.  II 

APPLICANT — McGee  &  Morsellino  for  Merrall  Realty 
Company,  owner ;  National  Car,  lessee. 

SUBJECT — Application  reopened  February  27,  1973  as  Vol¬ 
ume  II — decision  of  the  Borough  Superintendent,  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an 
R3-2  district,  the  erection  of  a  four  level  parking  facility 
with  accessory  automobile  rental  office  and  automobile 
service  shop. 

PREMISES  AFFECTED— 95-10  Ditmars  Boulevard, 

southeast  corner  of  95th  Street,  Block  1072,  Lots  1,  23,  42, 
Astoria,  Borough  of  Queens.  Community  Board  #3. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino,  Joseph  M.  Mattone 
and  Louis  Glazer. 

For  Opposition:  William  E.  Goldsborough,  Joseph  W.  I 
Clark,  John  Booker,  Helen  Marshall,  Barbara  M.  j 
Greene,  Arthur  J.  McNaught,  William  Watsere  and 
Jerome  Hardeman. 

ACTION  OF  BOARD — Laid  over  to  September  18,  1973, 
at  10  A.M.  Continued  hearing. 


20-73-BZ 

APPLICANT — Ingram  S.  Carner  for  Renewin  Corpora¬ 
tion,  owner. 

SUBJECT — Application  January  12,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  on  a  plot 
previously  before  the  Board,  the  enlargement  in  lot  area 
and  the  erection  of  a  supermarket  with  accessory  parking 
in  the  open  area. 
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PREMISES  AFFECTED — 71-39  Metropolitan  Avenue, 
northwest  corner  of  Pleasantview  Street,  Block  3055,  Lot 
12,  Middle  Village,  Borough  of  Queens.  Community 
Board  #2. 

APPEARANCES— 

[For  Applicant:  Ingram  S.  Carner,  Theodore  G.  Farsberg, 
Anne  Wohrle,  Patricia  O’Connor,  Abe  Delbert,  Pearl 
Waltz,  Frank  Badillo,  Eileen  Kenny,  Emma  Heron, 
Susan  Cinque,  Dorothy  Roehrig,  Anna  Leib  and  others. 
For  Opposition :  S.  Stanley  Shaw,  Henry  C.  McMahon, 
Margaret  Forte,  Kathryn  E.  Buseni,  Elizabeth  Risen- 
honer,  C.  Blasi  and  Mary  O’Connor. 

ACTION  OF  BOARD — Laid  over  to  July  17,  1973,  at  10 
A.M.  Hearing  closed.  For  decision. 


141-73-BZ 

APPLICANT — McGee  and  Morsellino  for  J.  B.  H.  Asso¬ 
ciates,  owner;  Gem  Lumber,  lessee. 

SUBJECT— Application  March  2,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C4-2  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  lumber  estab¬ 
lishment  with  accessory  parking  in  the  open  area. 

PREMISES  AFFECTED — 214-28  Northern  Boulevard, 
northeast  corner  of  214th  Place,  Block  6301,  Lot  1,  Flush¬ 
ing,  Borough  of  Queens.  Community  Board  #11. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  July  24,  1973,  at  10 
A.M.,  for  decision;  applicant  to  submit  additional  informa¬ 
tion  ;  previously  inspected ;  hearing  closed. 


188-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Long  Island 
Community  Play  Houses,  Incorporated,  owner ;  Elite  Park 
Recreation  Company,  Incorporated,  lessee. 

SUBJECT — Application  March  30,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl -2  district,  the  erection  of 
a  mezzanine  enlargement  to  an  existing  two  story  building 
that  increases  the  degree  of  non-compliance  in  floor  area 
ratio  and  the  change  in  occupancy  from  meeting  and  bingo 
had  to  eating  and  drinking  establishment  without  re¬ 
strictions. 

\  PREMISES  AFFECTED— 132-15-132-23  120th  Avenue, 
northwest  corner  of  133rd  Street,  Block  11695,  Lot  1, 

;  Ozone  Park,  Borough  of  Queens.  Community  Board  #10. 

i  APPEARANCES— 

►  For  Applicant:  Leonard  F.  Rothkrug,  Abraham  Ward,  J. 
McMillan,  Joan  Wilson,  Harry  Simson,  Jr.,  Ronald 
McMillian,  Essiot  J.  J.  McMillian,  St.  Elmo  E.  Taylor 
and  Lottie  L.  Taylor. 

1  For  Opposition:  Bernice  Delgado,  Alice  N.  Barker,  Clif¬ 
ton  Jordan,  Jose  Lorenzo  Delgado  and  Phillip  Jackson. 

1  ACTION  OF  BOARD — Laid  over  to  July  24,  1973,  at  10 
A.M.  For  decision.  Applicant  to  submit  additional  in¬ 
formation. 


225-73-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
!  Young  for  Abington  Holding  Incorporated,  owner. 
SUBJECT — Application  April  17,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon- 
‘  ing  Resolution,  to  permit  in  an  R6  district,  the  conversion 

I  of  an  existing  six  story  loft  to  residential  use  and  the 

erection  of  a  six  floor  mezzanine  that  increases  the  degree 
of  non-compliance  in  floor  area  ratio. 


PREMISES  AFFECTED — 22-24  Jones  Street,  south  side, 
143.4  feet  east  of  Bleecker  Street,  Block  590,  Lot  16, 
Borough  of  Manhattan.  Community  Board  #2. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum,  Barry  Cohen, 
Abi  Kalinian,  Doris  Diether  and  Helen  Debbiel. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  July  17,  1973,  at  10 
A.M.  Hearing  closed.  For  decision. 


226-73-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Abington  Holding,  Incorporated,  owner. 
SUBJECT — Application  April  17,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  rear  yard  for 
multiple  dwelling. 

PREMISES  AFFECTED — 22-24  Jones  Street,  south  side, 
148.4  feet  east  of  Bleecker  Street,  Block  590,  Lot  16, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum  and  Doris  Diether. 
ACTION  OF  BOARD — Laid  over  to  July  17,  1973,  at  10 
A.M.  Hearing  closed.  For  decision. 


242-73-BZ 

APPLICANT — Peirez,  Karmiol  &  Ackerman  for  10  Ralph 
Place  Corporation,  owner. 

SUBJECT — Application  April  25,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  in  a  proposed 
two  story  and  cellar  medical  building,  the  addition  to  the 
uses  to  include  optician  office  and  ethical  pharmacy,  and 
without  the  required  accessory  parking. 

PREMISES  AFFECTED — 11  Ralph  Place  and  886  Rich¬ 
mond  Road,  northwest  corner,  Block  3168,  Lots  49,  51, 
74,  145,  Borough  of  Richmond.  Community  Board  #2. 

APPEARANCES— 

For  Applicant:  Sheldon  Lobel,  Leonard  Lorin,  Charles 
G.  Lobell,  J.  R.  Addrizzo,  R.  A.  Gordon  and  Florentino 
Suarez. 

For  Opposition:  John  Lovine,  Margaret  Kelly,  Angela 
Orlando,  Maryann  Moschello,  Domenick  A.  Miraldi, 
M.D.,  James  Britton  and  Thomas  R.  Feeney. 
ACTION  OF  BOARD — Laid  over  to  July  24,  1973,  at 
10  A.M.,  for  continued  hearing;  applicant  to  submit  addi¬ 
tional  information. 


244-73-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Nevada  Towers,  Incorporated,  owners. 
SUBJECT — Application  April  25,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C4-7  district,  the  erection  of  a 
28  story  building  without  the  required  accessory  parking. 
PREMISES  AFFECTED — 2021-2035  Broadway  and  201- 
215  Amsterdam  Avenue,  northwest  corner  of  69th  Street, 
Block  1141,  Lot  1,  Borough  of  Manhattan.  Community 
Board  #7. 

APPEARANCES— 

For  Applicant  :  Samuel  Lindenbaum,  William  E.  Novem¬ 
ber  and  Philip  Birnbaum. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  July  17,  1973,  at 
10  A.M.  For  decision. 
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280-73-BZ 

APPLICANT— Albert  Melniker  for  Prel-Staten  Island, 
Incorporated,  owner. 

SUBJECT — Application  May  7,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  district,  the  completion 
of  a  one  family  dwelling  that  encroaches  on  the  required 
front  yard. 

PREMISES  AFFECTED— 57  Andes  Place,  northeast 
corner  of  La  Guardia  Avenue,  Block  705,  Lot  140,  Bor¬ 
ough  of  (Castleton  Corners)  Richmond.  Community 
Board  #3. 

APPEARANCES— 

For  Applicant:  Albert  Melniker  and  Fred  Ornstein. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  July  17,  1973,  at 
10  A.M.  Hearing  closed.  For  decision. 


301-73-BZ 

APPLICANT — Atkin  &  Bassolino  for  Bronx  Third  Avenue 
Realty  Corporation,  owner. 

SUBJECT — -Application  May  18,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  and  73-19  of  the 
Zoning  Resolution,  to  permit  in  a  Ml-1  district,  the  con¬ 
version  of  the  third  floor  of  existing  three  story  factory  to 
a  school  and  day  care  center. 

PREMISES  AFFECTED— 1085-1089  Washington  Avenue, 
southwest  corner  and  456  East  166th  Street,  Block  2387, 
Lot  32,  Borough  of  The  Bronx.  Community  Board  #3. 

APPEARANCES— 

For  Applicant :  Harry  Atkin  and  Rev.  Orlando  Bell. 
For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  July  17,  1973,  at  10 
A.M.  Hearing  closed.  For  decision. 


327-73-BZ 

APPLICANT — Kenneth  H.  Koons  for  Valbel  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  May  29,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C8-1  district,  the  conversion  of 
an  existing  two  story  building  from  public  garage  to  ware¬ 
house  and  a  bakery  that  will  exceed  the  floor  area  limita¬ 
tion  for  production  and  the  maintenance  of  a  loading  berth 
that  has  less  than  the  required  size. 

PREMISES  AFFECTED— 1990-92  White  Plains  Road, 
east  side,  439.33  feet  south  of  Bronxdale  Avenue,  Block 
4257,  Lot  16,  Borough  of  The  Bronx.  Community  Board 
#11. 

APPEARANCES— 

For  Applicant:  Kenneth  H.  Koons  and  Gerald  Levy. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  July  17,  1973,  at  10 
A.M.  Hearing  closed.  For  decision. 


330-73-BZ 

APPLICANT — Savignano,  Strange  &  Vella,  for  Rosalie 
and  Frank  Abbadessa,  owner;  Glenn  Funeral  Homes, 
lessee. 

SUBJECT — Application  May  25,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-03  (g)  and  73-27  of 
the  Zoning  Resolution,  to  permit  in  a  Cl-2  district,  on  a 
plot  previously  before  the  Board,  the  enlargement  in  area 
of  the  funeral  establishment  into  the  adjoining  stores. 

PREMISES  AFFECTED— 4417-4423  Avenue  D  and  792 
East  45th  Street,  northwest  corner,  Block  4961,  Lot  39, 
Borough  of  Brooklyn.  Community  Board  #9. 


APPEARANCES— 

For  Applicant:  James  M.  Vella. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  July  17,  1973,  at  10 
A.M.  Hearing  closed.  For  decision. 

327-67-BZ — Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Citizens  De¬ 
velopment  Company,  owner ;  American  Oil  Company, 
lessee. 

SUBJECT — Application  reopened  September  26,  1972  as 
Volume  II — decision  of  the  Borough  Superintendent,  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a 
Cl-2  district,  on  a  plot  presently  occupied  as  an  open 
automobile  sales  lot,  the  erection  and  maintenance  of  an 
automotive  service  station. 

PREMISES  AFFECTED— 68-11  Northern  Boulevard, 
northwest  corner  of  69th  Street,  Block  1164,  Lot  45,  Wood- 
side,  Borough  of  Queens.  Community  Board  #1. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  Louis  C.  Moser,  Linda  Walters,  William 
Androni,  Angeliki  Saketos,  Bernadette  M.  Murphy, 
Demetrios  G.  Cutsuros,  William  Epstein  and  Maude 


Sonnonstine. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  . 0 

Negative:  Chairman  Klein,  Vice  Chairman  Agusta, 

Commissioner  Walsh  and  Commissioner  Carroll . 4 

Absent:  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
June  5,  1973,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  June  26,  1973;  then  to  July  10,  1973;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  6,  1972,  acting  on  N.B.  Applic.  539/1972,  reads: 
“1.  Proposed  automotive  service  station  mapped  in 
a  Cl-2  in  R-4  zone  is  contrary  to  Sec.  32-00  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  finding  (b)  under  Section 
72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  June  6,  1972,  acting  on  N.B.  Applic.  539/1972,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  affirmed  and  that  the  appli¬ 
cation  be  and  it  hereby  is  denied. 

111-69-BZ— Vol.  II 

APPLICANT — Albert  Melniker  for  Michael  Paternostro, 
owner. 

SUBJECT — Application  reopened  December  12,  1972  as 
Volume  II — appeal  from  a  decision  of  the  Borough  Super¬ 
intendent,  under  Section  72-21  of  the  Zoning  Resolution, 
to  permit  in  an  Rl-2  district,  on  a  plot  with  less  than  the 
required  lot  area  and  lot  width  the  erection  of  a  one  family 
dwelling  with  accessory  parking. 

PREMISES  AFFECTED — 11  Meadow  Avenue,  east  side, 
96  feet  south  of  Spring  Street,  Block  847,  Lot  13,  Gras¬ 
mere,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

For  Opposition:  None. 
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RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Walsh  and  Commissioner  Carroll  ....  4 

Negative:  .  0 

Absent :  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  May  29,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  June  12,  1973;  then  to  June  26,  1973; 
then  to  July  10,  1973;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  25,  1972,  acting  on  N.B.  Applic.  1525/19 72, 

■  reads : 

“1.  The  erection  of  a  one  family  dwelling  in  an 
Rl-2  district  on  a  lot  less  than  5,700  square  feet  and 
60'  in  width  is  contrary  to  Section  23-32  of  the  Zoning 
Resolution. 

r  and 

W hereas,  the  premises  and  surrounding  area  were  in- 
.1  spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  72-21  of  the  Zoning  Resolution,  and  that 
the  applicant  is  therefore  entitled  to  relief  on  the  grounds 
of  practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit 
in  an  Rl-2  district,  on  a  plot  with  less  than  the  required 
lot  area  and  lot  width  the  erection  of  a  one  family  dwelling 
with  accessory  parking,  on  condition  that  all  work  shall 
substantially  conform  to  drawings  filed  with  this  application 
marked  “Received  May  1,  1973”,  4  sheets,  and  that  all  laws, 
rices  and  regulations  applicable  be  complied  with,  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 


735-72-BZ 


APPLICANT— Kenneth  H.  Koons  for  J.  J.  and  A.  Holding 
Corporation,  owner. 

SUBJECT — Application  November  16,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  C8-1  district,  the  erec¬ 
tion  of  a  two  story  enlargement  to  a  warehouse  and  whole¬ 
sale  establishment  that  encroaches  on  the  required  rear 
yard. 

PREMISES  AFFECTED — 4234  Vireo  Avenue,  east  side, 
224.94  feet  north  of  East  233rd  Street,  Block  3395,  Lots 
16,  19,  Borough  of  The  Bronx.  Community  Board  #13. 

APPEARANCES— 

For  Applicant:  K.  H.  Koons  and  J.  O’Connell. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 

Commissioner  Walsh  and  Commissioner  Carroll . 4 

Negative:  .  0 

Absent :  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
June  5,  1973,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  June  26,  1973 ;  then  to  July  10,  1973 ;  and 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  25,  1972,  acting  on  Alt.  Applic.  372/1972,  read: 

"3.  Proposed  extension  fails  to  provide  a  20  ft.  rear 
yard  as  required  by  Sec.  33-26  N.  Y.  C.  Zon.  Res. 

Note:  Portion  of  building  in  excess  of  1  story  or 
23  ft.  is  not  a  permitted  obstruction.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted  un¬ 
der  Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a 
C8-1  district,  the  erection  of  a  two  story  enlargement  to  a 
warehouse  and  wholesale  establishment  that  encroaches  on 
the  required  rear  yard,  on  condition  that  all  work  shall  sub¬ 
stantially  conform  to  drawings  filed  with  this  application 
marked  “Received  November  16,  1972”,  8  sheets,  and  that 
all  laws,  rules  and  regulations  applicable  shall  be  complied 
with. 


736-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  P  and  A  Proper¬ 
ties,  Incorporated,  owner. 

SUBJECT — Application  November  16,  1972 — decision  of  the 
Borough  Superintendent,  under  Sections  73-42  and  73-52 
of  the  Zoning  Resolution,  to  permit  in  a  C2-2  and  R3-1 
district,  on  a  plot  with  retail  stores,  the  expansion  of  the 
accessory  parking  area  into  the  residence  district. 
PREMISES  AFFECTED — 1640  Forest  Avenue,  southwest 
corner  of  Arnprior  Street,  Block  1438,  Lot  6,  Bulls  Head, 
Borough  of  Richmond.  Community  Board  #1. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition :  Morris  E.  Levine. 
RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 

Commissioner  Walsh  and  Commissioner  Carroll .  4 

Negative:  .  0 

Absent:  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
May  15,  1973,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  June  5,  1973 ;  then  to  June  26,  1973 ;  then  to  July 
10,  1973;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 

dated  October  16,  1972,  acting  on  N.B.  Applic.  234/1972, 
reads : 

“1.  Location  of  required  parking  in  a  R3-1  district 
for  a  commercial  use  building  located  partly  in  a  R3-1 
and  C2-2  is  contrary  to  Sect.  36-21  of  the  Zoning 
Resolution, 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Sections  73-42  and  73-52  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
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under  Sections  73-42  and  73-52  of  the  Zoning  Resolution,  to 
permit  in  C2-2  and  R3-1  district,  on  a  plot  with  retail  stores, 
the  expansion  of  the  accessory  parking  area  into  the  residence 
district  on  condition  that  all  work  shall  substantially  conform 
to  drawings  filed  with  this  application  marked  “Received 
November  16,  1972,”  3  sheets  and  “July  5,  1973,”  1  sheet  and 
on  further  condition  that  a  chain  and  lock  be  installed  on  the 
Willow  Brook  and  Prior  Street  frontages  and  that  the  lot 
be  kept  empty  when  the  stores  are  closed;  and  that  all  laws, 
rules  and  regulations  applicable  be  complied  with  and  sub¬ 
stantial  construction  be  completed  within  one  year  from  the 
date  of  this  resolution. 


96-73-BZ 

APPLICANT — Lama  &  Vassalotti  for  Veronica  Termini, 
owner;  Strive  Incorporated  and  Texaco,  Incorporated, 
lessee. 

SUBJECT — Application  February  13,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-1  district,  the  enlarge¬ 
ment  in  lot  area  of  an  existing  automotive  service  station 
with  accessory  uses  previously  before  the  Board. 

PREMISES  AFFECTED— 149-34  Cross  Island  Parkway, 
south  side,  260  feet  east  of  149th  Street,  Block  4662,  Lots 
46,  47,  Whitestone,  Borough  of  Queens.  Community  Board 
#7. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 


Affirmative : .  0 

Negative:  Chairman  Klein,  Vice  Chairman  Agusta, 

Commissioner  Walsh  and  Commissioner  Carroll . 4 

Absent :  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
June  26,  1973,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  July  10,  1973;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  17,  1973,  acting  on  Alt.  Applic.  29/1973,  reads: 

“1.  Proposed  enlargement  of  existing  gasoline  sta¬ 
tion  (U.G.  16)  in  a  R3-1  district  is  contrary  to  Sec.  22-00 
Z.R.  and  contrary  to  Board  of  Standards  and  Appeals 
Cal.  #276-54-BZ.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  finds  on  the  basis  of  the  record 
in  this  case  the  disadvantages  outweigh  the  advantages  to 
the  community. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  17,  1973,  acting  on  Alt.  Applic.  29/1973, 
Objection  No.  1  be  and  it  hereby  is  affirmed  and  that  the 
application  be  and  it  hereby  is  denied. 


105-73-BZ 

APPLICANT — Peirez,  Karmiol  &  Ackerman  for  Frandian 
Associates,  owner. 

SUBJECT — Application  February  15,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C6-6  CRT  the  erection  of  a 
34  story  mixed  building  that  exceeds  the  permitted  lot 
area  requirements  and  lot  area  per  room  and  penetrates 
the  sky  exposure  plane. 


PREMISES  AFFECTED— 1752-1756  Broadway,  211  West 
56th  Street,  northeast  corner,  Block  1028,  Lot  17,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  Sheldon  Lobel  and  Philip  Birnbaum. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Walsh  and  Commissioner  Carroll  ...  4 


Negative:  .  0 

Absent :  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  May  1,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  June  12,  1973;  then  to  June  19,  1973 ; 
then  to  July  3,  1973;  then  to  July  10,  1973;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  19,  1973,  acting  on  N.B.  Applic.  53/1969, 
reads : 

“A2 — Building  walls  facing  Broadway  and  West  56th 
Street  penetrates  the  sky  exposure  plane— Section  33-432, 
Zoning  Resolution. 

A4 — Lot  area  is  insufficient  for  the  proposed  num¬ 
ber  of  zoning  rooms,  Section  23-222,  Section  23-23  and 
Section  35-412,  Zoning  Resolution. 

A10 — Lot  area  required  for  the  J-l  and  Commercial 
portion  of  the  building  is  not  provided,  Section  35-412, 
Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  72-21  of  the  Zoning  Resolution,  and  that  the 
applicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  a  C6-6  CRT,  the  erection  of  a  34-story  mixed 
building  that  exceeds  the  permitted  lot  area  requirements 
and  lot  area  per  room  and  penetrates  the  sky  exposure  plane 
on  condition  that  all  work  shall  substantially  conform  to 
drawings  filed  with  this  application  marked  “Received 
February  15,  1973,”  1  sheet  and  “June  27,  1973,”  9  sheets 
and  on  further  condition  that  a  plan  of  the  plaza  be  sub¬ 
mitted  to  the  Board  for  approval  before  a  certificate  of 
occupancy  is  issued,  and  all  laws,  rules  and  regulations 
applicable  be  complied  with  and  that  substantial  construc¬ 
tion  be  completed  within  one  year  from  the  date  of  this 
resolution. 


150-73-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Third  87th  Corporation. 

SUBJECT — Application  March  7,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C4-7,  Cl-9  and  R8  district, 
the  erection  of  a  31  story  mixed  building  that  exceeds  the 
permitted  floor  area  ratio  and  plaza  bonus,  has  less  than 
the  required  lot  area  per  room  and  encroaches  on  the  re¬ 
quired  tower  setback. 

PREMISES  AFFECTED — 1551  to  1565  3rd  Avenue,  201 
to  215  East  87th  Street,  northeast  corner,  and  200  to  206 
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East  88th  Street,  Block  1533,  Lots  1,  45,  48,  50,  143, 
Borough  of  Manhattan.  Community  Board  #'8. 


APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum,  William  E.  No¬ 
vember  and  Philip  Birnbaum. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Walsh  and  Commissioner  Carroll  ....  4 


Negative:  .  0 

Absent:  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
May  8,  1973  after  due  notice  by  publication  in  the  Bulletin ; 
laid  over  to  May  22,  1973 ;  then  to  June  26,  1973 ;  then  to 
July  10,  1973;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  1,  1973  acting  on  N.B.  Applic.  12/1972,  reads : 
"Al— As  per  Section  77-02  of  the  Zoning  Resolution 
for  a  zoning  lot  divided  by  a  boundary  between  two  or 
more  districts  and  such  zoning  lot  did  not  exist  at  the 
effective  date  of  the  Zoning  Resolution  or  any  applicable 
subsequent  amendment  thereto,  each  portion  of  the  zon¬ 
ing  lot  shall  be  regulated  by  all  the  provisions  applicable 
to  the  districts  in  which  such  portion  of  the  zoning  lot 
is  located. 

A2 — Floor  area  of  the  proposed  building  which  is 

(located  entirely  in  the  Cl-9  and  C4-7  portion  of  the  lot 
exceeds  allowable  floor  area  ratio  as  per  Sect.  23-15  and 
Sect.  77-02  Zoning  Resolution. 

A3— Floor  area  bonus  for  the  plaza  located  in  the 
R-8  portion  of  the  lot  is  not  permitted  as  per  Sect.  23-16 
Zoning  Resolution. 

A4 — Required  lot  area  per  room  is  inadequate  for 
the  proposed  number  of  zoning  rooms  in  the  Cl-9  and 
C4-7  portion  of  the  lot  as  per  Section  23-222  and  Sect. 
77-02  Zoning  Resolution. 

A5 — As  per  Section  35-63  of  the  Zoning  Resolution 
for  mixed  buildings  the  proposed  tower  in  the  Cl-9  and 
C4-7  portion  of  the  lot  exceeds  40%  of  the  lot  area  and 
the  occupied  area  within  40'  0"  of  a  wide  street  exceeds 
1600  sq.  ft.  as  per  Sect.  33-45  Zoning  Resolution.” 

and 

(Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

W  hereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and.  that  the  application  be  and  it  hereby  is  granted  un¬ 
der  Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a 
“T|7»  Cl-9  and  R8  district,  the  erection  of  a  31  story  mixed 
building  that  exceeds  the  permitted  floor  area  ratio  and 
plaza  bonus,  has  less  than  the  required  lot  area  per  room  and 
encroaches  on  the  required  tower  setback  on  condition  that 
all  work  shall  substantially  conform  to  drawings  filed  with 
this  application  marked  “Received  March  17,  1973,”  11  sheets 
and  “March  20,  1973,”  1  sheet ;  on  further  condition  that  a 
plan  of  the  plaza  be  submitted  to  the  Board  for  approval 
before  a  certificate  of  occupancy  is  issued;  that  all  laws, 
rules  and  regulations  applicable  be  complied  with  and  sub¬ 
stantial  construction  be  completed  within  one  year  from  the 
date  of  this  resolution. 


163-73-BZ 

APPLICANT— Larry  Meltzer  for  Ganin  Brothers,  owners ; 
Ganin  Tire  Company  Incorporated,  lessee. 

SUBJECT — Application  March  14,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C4-3  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  non-conforming 
tire  sales  and  installation  establishment  that  will  exceed 
the  floor  area  limitation. 

PREMISES  AFFECTED — 2170  to  2184  65th  Street,  and 
6502  Bay  Parkway,  southwest  corner,  Block  5557,  Lots 
°5,  37,  38,  40,  Borough  of  Brooklyn.  Community  Board 
#11. 

APPEARANCES— 

For  Applicant :  Larry  Meltzer. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 


Affirmative :  .  q 

Negative  :  .  Chairman  Klein,  Vice  Chairman  Agusta, 

Commissioner  Walsh  and  Commissioner  Carroll  .  4 

Absent:  Commissioner  Hornstein .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
June  26,  1973,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  July  10,  1973;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  22,  1973,  acting  on  Alt.  Applic.  1634/1972, 
reads : 

“1.  The  proposed  construction,  in  a  C4-3  District, 
of  a  one  story  enlargement  to  an  existing  building  oc¬ 
cupied  for  ‘Tire  sales  establishment  (including  installa¬ 
tion  and  sales  of  auto  accessories) — use  group  #7’  where 
the  floor  area  of  the  proposed  enlargement  exceeds  25% 
of  the  floor  area  of  the  existing  non-conforming  use  is 
contrary  to  Section  32-16  and  Section  52-43  of  the  Zoning 
Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  finding  (b)  under  Section 
72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  February  22,  1973,  acting  on  Alt.  Applic.  1634/19 72, 
Objection  No.  1,  be  and  it  hereby  is  affirmed  and  that  the 
application  be  and  it  hereby  is  denied. 


243-73-BZ 

APPLICANT — Demov,  Morris,  Levin  &  Shein  and  Max- 
field  F.  Vogel,  Vogel  &  Strunk  for  the  Jamaica  Hospital, 
owner. 

SUBJECT — Application  April  25,  1973 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21,  73-48  and 
73-641  of  the  Zoning  Resolution,  to  permit  in  an  R4  and 
R6  district,  the  erection  of  a  seven  story  hospital  staff 
residence  that  encroaches  on  the  required  rear  yard  and 
minimum  distance  between  windows  and  lot  lines,  pene¬ 
trates  the  sky  exposure  plane  and  exceeds  the  number  of 
accessory  parking  spaces. 

PREMISES  AFFECTED — 89-06  135th  Street,  northwest 
corner  of  89th  Avenue,  Block  9363,  Lots  31,  33,  34,  35, 
36,  38,  Borough  of  (Jamaica)  Queens.  Community  Board 
#9. 


MINUTES 


APPEARANCES— 

For  Applicant:  Max  Vogel,  I.  Sherman  and  Solomon 
Sheer. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

TPIE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Walsh  and  Commissioner  Carroll  ....  4 


Negative:  .  0 

Absent :  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  June  2b,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  July  10,  1973;  and 

W hereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  2,  1973,  acting  on  N.B.  Applic.  33/1973,  reads: 

“6M.  Provide  a  minimum  30'  rear  yard  for  the  in¬ 
terior  portion  of  lot  as  per  Section  24-36  Z.R. 

7M.  Minimum  distance  between  the  legally  re¬ 
quired  windows  and  lot  line  is  20'  as  per  Section  24-651 
Z.R. 

8M.  Height  of  exterior  wall  facing  89th  Ave. 
penetrates  the  sky  exposure  plane  contrary  to  Section 

24- 522  Z.R. 

19M.  As  the  proposed  parking  exceeds  the  maxi¬ 
mum  permitted  as  per  Section  25-16  Z.R.  same  is  con¬ 
trary  to  Section  25-21  Z.R.  Note  :  maximum  number  of 
cars  required  is  41  as  per  Section  25-212  and  Section 

25- 23  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Sections  72-21,  73-48  and  73-641  of  the  Zoning  Resolution, 
and  that  the  applicant  is  therefore  entitled  to  relief  on  the 
grounds  of  practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Sections  72-21,  73-48  and  73-641  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  and  R6  district,  the 
erection  of  a  seven  story  hospital  staff  residence  that  en¬ 
croaches  on  the  required  rear  yard  and  minimum  distance 
between  windows  and  lot  lines,  penetrates  the  sky  exposure 
plane  and  exceeds  the  number  of  accessory  parking  spaces, 
on  condition  that  all  work  shall  substantially  conform  to 
drawings  filed  with  this  application  marked  “Received  April 
25,  1973”,  7  sheets  and  “July  21,  1973”,  2  sheets,  and  on 
further  condition  that  a  chain  link  fence  be  installed  in 
accordance  with  Section  25-66  of  the  Zoning  Resolution, 
and  that  all  laws,  rules  and  regulations  applicable  be  com¬ 
plied  with,  and  that  substantial  construction  be  completed 
within  two  years  from  the  date  of  this  resolution. 


303-73-A 

APPLICANT — Demov,  Morris,  Levin  &  Shein  and  Max- 
field  F.  Vogel,  Vogel  &  Strunk  for  the  Jamaica  Hospital, 
owner. 

SUBJECT— Application  May  18,  1973 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  rear  and  side 
yards. 

PREMISES  AFFECTED— 89-06  135th  Street,  northwest 
corner  of  89th  Avenue,  Block  9363,  Lots  31,  33,  34,  35,  36, 
38,  Borough  of  (Jamaica)  Queens. 


APPEARANCES— 

For  Applicant:  Max  Vogel,  I  Sherman  and  Soloman 
Sheer. 

For  Opposition:  None. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 


Commissioner  Walsh  and  Commissioner  Carroll . 4 

Negative:  .  0 

Absent:  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  2,  1973,  on  N.B.  Applic.  33/73,  reads : 

“4. — Provide  a  min.  20'  side  yard  for  the  corner 
portion  of  lot  as  per  Sec.  26,  Subdv.  5c  (2)  of  the 
M.  D.  L. 

5M — Provide  a  min.  20'  rear  yard  for  the  interior 
portion  of  lot  as  per  Sec.  26,  Subdv.  5b  of  the  M.  D.  L.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Super¬ 
intendent,  dated  April  2,  1973,  acting  on  N.B.  Applic.  33/1973 
Objection  Nos.  4M  and  5M  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
all  work  conform  to  the  resolution  adopted  this  date  under 
Cal.  243-73-BZ  and  that  all  other  laws,  rules  and  regulations 
applicable  be  complied  with. 


295-73-BZ 

APPLICANT — H.  M.  Cole  for  City  University  of  New 
York,  owner. 

SUBJECT — Application  May  15,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-641  of  the  Zoning 
Resolution,  to  permit  in  an  R7-2  district,  at  an  existing 
University,  the  erection  of  an  eight  story  and  basement 
academic  building  that  will  penetrate  the  sky  exposure 
plane. 

PREMISES  AFFECTED— 1519-1605  Amsterdam  Avenue, 
and  469-499  West  135th  Street,  northeast  corner,  450-474 
West  140th  Street  and  160-250  Convent  Avenue,  Blocks 
1972  and  2056,  Lots  1,  3,  5,  7,  9,  23,  24,  26,  28,  Borough  of 
Manhattan.  Community  Board  #9. 

APPEARANCES— 

For  Applicant:  H.  M.  Cole  and  F.  A.  Rehkopf. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD— Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 


Commissioner  Walsh  and  Commissioner  Carroll . 4 

N  egative :  .  0 

Absent :  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
July  3,  1973,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  July  10,  1973;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  22,  1972,  acting  on  N.B.  Applic.  97/1972, 
reads : 

“C-l.  The  front  wall  facing  Amsterdam  Avenue 
and  Convent  Avenue  of  the  proposed  construction  are 
contrary  to  Section  24-522  of  the  Zoning  Resolution, 
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MINUTES 


(sky  exposure  plane  penetrated,  initial  setbacks  are  not 
provided)”. 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-641  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Section  73-641  of  the  Zoning  Resolution,  to  permit 
in  an  R7-2  district,  at  an  existing  University,  the  erection  of 
an  eight  story  and  basement  academic  building  that  will 
penetrate  the  sky  exposure  plane,  on  condition  that  all  work 
shall  substantially  conform  to  drawings  filed  with  this  appli¬ 
cation  marked  “Received  May  17,  1973”,  15  sheets,  and  that 
all  laws,  rules  and  regulations  applicable  be  complied  with, 
and  that  substantial  construction  be  completed  within  two 
years  from  the  date  of  this  resolution. 


Adjourned:  3:20  P.M. 

John  B.  Cincotta,  Executive  Director 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JULY  10,  1973,  2  P.M. 

Present:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Walsh  and  Commissioner  Carroll. 


262-73-A 

APPLICANT — Henry  M.  Garsson  for  Bloomingdale  House 
of  Music,  owner. 

SUBJECT — Application  April  30,  1973 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  height  of  Public 
Building. 

PREMISES  AFFECTED — 323  West  108th  Street,  north 
side,  155  feet  west  of  West  End  Avenue,  Block  1893, 
Lot  10,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Henry  M.  Garsson  and  David  D.  Greer. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Walsh  and  Commissioner  Carroll  ....  4 

Negative :  .  0 

Absent:  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  23,  1973,  on  Alt.  Applic.  1256/73,  reads : 

“C2— Class  3  N.  F.  P.  building  more  than  30  ft.  or 
two  stories  in  height  used  as  a  public  building  is  con¬ 
trary  to  C26-254.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  April  23,  1973,  acting  on  Alt.  Applic. 
1256/73,  Objection  No.  C2,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  building  shall  substantially  conform  to  drawings 
marked  “Received  July  3,  1973”,  9  sheets,  and  that  all 
laws,  rules  and  regulations  shall  be  complied  with. 


309-73-A 

AI  PLICANT  Henry  M.  Garsson  for  North  Waterside 
Redevelopment  Company,  owner. 

SUBJECT  Application  May  21,  1973 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  kitchen  ventilat¬ 
ing  shafts  without  metal  lining. 

PREMISES  AFFECTED— 2700  Franklin  D.  Roosevelt 
Drive,  east  side,  Block  991,  Lot  60,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Henry  M.  Garsson. 

ACTION  Oh  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 

Commissioner  Walsh  and  Commissioner  Carroll  .  4 

Negative:  .  o 

Absent:  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  30,  1973,  on  N.B.  Applic.  92/1969,  reads: 

“Request  for  reconsideration  of  Objections  to  construc¬ 
tion  of  the  kitchen  ventilating  shafts  without  metal  lining 
has  been  reviewed. 

Reference  Standard  RS  13-2  requires  that  duct  work 
for  exhaust  systems  from  residential  occupancies  other 
than  private  dwellings  be  a  minimum  of  No.  18  galvan¬ 
ized  sheet  gauge. 

Accordingly,  request  for  reconsideration  is  hereby  de¬ 
nied.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  April  30,  1973  acting  on  N.B.  Applic.  92/1969,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  provision  shall  be  made  for  con¬ 
trolled  inspections  of  the  installation  of  the  kitchen  flue  link 
with  aluminum  foil  to  assure  that  workmanship  and  materials 
meet  requirements,  and  that  this  grant  shall  not  be  used  as 
a  precedent  for  future  consideration;  on  further  condition 
that  the  kitchen  flue  shall  substantially  conform  to  drawings 
marked  “Received  May  21,  1973”,  8  sheets,  and  that  all  laws, 
rules  and  regulations  be  complied  with. 


170-73-A 

APPLICANT— Bilbyrne  Corporation  for  Brooklyn  Union 
Gas  Company,  owner. 

SUBJECT — Application  March  16,  1973 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  burners  for  use  in 
natural  gas  plant. 

PREMISES  AFFECTED — 438  Varick  Avenue  and  287  to 
473  Maspeth  Avenue,  northeast  corner,  Block  2838,  Lot 
1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  W.  A.  Byrne  and  J.  A.  Darts. 

For  Administration :  Capt.  J.  F.  Petraglia,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  July  17,  1973,  at 
2  P.M.,  for  decision ;  hearing  closed. 


171-73-A 

APPLICANT — Bilbyrne  Corporation  for  Consolidated  Edi¬ 
son  Company  of  New  York,  Incorporated. 

SUBJECT — Application  March  16,  1973 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  heaters  and  pumps 
used  in  conjunction  with  LNG  tanks. 
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PREMISES  AFFECTED— 19  to  39  20th  Avenue,  east  side, 
2300  feet  north  of  East  River,  Block  850,  Lot  1,  Astoria, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  W.  H.  Byrne  and  J.  A.  Darts. 

For  Administration:  Capt.  J.  F.  Petraglia,  F.  D. 

ACTION  OF  BOARD— Laid  over  to  July  17,  1973,  at 
2  P.M.,  for  decision ;  hearing  closed. 


197-73-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Milton  J.  Olive. 

SUBJECT — Application  April  3,  1973 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 269-271  Henry  Street,  east  side, 
201.3  feet  south  of  Joralemon  Street,  Block  263,  Lots  22, 
23,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia,  F.  D. 

For  Opposition :  Milton  Olive. 

ACTION  OF  BOARD— Laid  over  to  July  24,  1973,  at 
2  P.M.,  for  hearing,  at  the  request  of  the  owner. 


213-73-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  The  Madison  Company,  owner. 

SUBJECT — Application  April  10,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  plastic  sky¬ 
light  and  atrium  for  a  commercial  and  residential  building. 

PREMISES  AFFECTED— 115-119  East  57th  Street,  north 
side,  130  feet  east  of  park  Avenue  and  110-116  East  58th 
Street,  Block  1342,  Ix>ts  6,  7,  62,  63,  65,  68,  and  107, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum,  David  Kenneth 
Spector  and  Arnold  Rabinor. 

ACTION  OF  BOARD — Laid  over  to  July  17,  1973,  at 
2  P.M.,  for  decision;  hearing  closed.  Applicant  to  submit 
corrected  plans. 

238-73-A 

APPLICANT — Sol  Feinberg  for  Northville  Petroleum 
Carriers,  Incorporated,  owners. 

SUBJECT— Application  April  24,  1973— appeal  from  a 
decision  of  the  Fire  Commissioner  re-  transportation  of 
fuel  oil  in  tanks  trucks  through  city  streets  not  in  con¬ 
formity  with  the  requirements  of  the  Administrative  Code 
of  City  of  New  York. 

APPEARANCES— 

For  Applicant :  Larry  Meltzer. 

For  Administration :  Capt.  J.  F.  Petraglia,  F.  D. 


ACTION  OF  BOARD— Laid  over  to  July  24,  1973,  at 
2  P.M.,  for  decision. 

239-73-A 

APPLICANT — Sol  Feinberg  for  Newtown  Refining  Cor¬ 
poration,  owner. 

SUBJECT— Application  April  24,  1973— appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  transportation  of 
fuel  oil  in  tank  trucks  through  city  streets  not  in  con¬ 
formity  with  the  requirements  of  the  Administrative  Code 
of  City  of  New  York. 

APPEARANCES— 

For  Applicant :  Larry  Meltzer. 

For  Administration:  Capt.  J.  F.  Petraglia,  F.  D. 

ACTION  OF  BOARD— Laid  over  to  July  24,  1973,  at 
2  P.M.,  for  decision. 

256-73-A 

APPLICANT — Kirsch  Beverages  Incorporated  for  K.  B.  I. 
Realty  Corporation,  owner. 

SUBJECT — Application  April  23,  1973 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  No  Smoking  allowed 
in  building. 

PREMISES  AFFECTED — 112-02  15th  Avenue,  south  side, 
between  112th  and  114th  Streets,  Block  4065,  Lot  1,  Col¬ 
lege  Point,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Syd  Topne. 

For  Administration :  Capt.  J.  F.  Petraglia,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  July  17,  1973,  at  2 
P.M.,  for  decision;  hearing  closed.  Applicant  to  file  cor¬ 
rected  drawings. 


329-73-A 

APPLICANT — Rampulla  &  Scialla  for  Kenneth  Saccaro, 

owner. 

SUBJECT— Application  May  29,  1973— filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 16  East  Entry  Road,  south  side, 
110.66  feet  west  of  Flagg  Place,  Block  888,  Lot  125,  Don- 
gan  Hills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Philip  V.  Rampulla. 

ACTION  OF  BOARD— Laid  over  to  July  17,  1973,  at  2 
P.M.,  for  decision. 


Adjourned:  4:00  P.M. 

John  B.  Cincotta,  Executive  Director 
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♦CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  June  12,  1973,  as  they 
appeared  in  Bulletin  25,  Vol.  58,  are  corrected  to  read  as 
follows : 

1687-BZY — Vol.  VIII — B.Q. — 118-18  Union  Turnpike, 
Block  3335,  Lot  23,  N.B.  1580-61,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  R.  J.  Skier  and  S.  Hochberg. 

ACTION  OF  BOARD — Time  to  complete  construction 
extended. 

THE  VOTE— 

Affrmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll .  5 

Negative: .  0 

THE  RESOLUTION— 


Whereas,  the  Board  finds  that  the  applicant  has  met  the 
requirements  of  Section  11-324  of  the  Zoning  Resolution  for 
an  additional  extension  of  time  to  complete  construction. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Reso¬ 
lution,  the  additional  extension  of  time  to  complete  construc¬ 
tion. 

♦Correction:  In  the  Resolved  Section  the  last  line  has 
been  deleted  and  corrected  as  shown  above. 


♦CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  June  12,  1973,  as  they 
appeared  in  Bulletin  25,  Vol.  58,  are  corrected  to  read  as 
follows : 

1688-BZY — Vol.  VIII — B.Q. — 118-17  Union  Turnpike, 
Block  3334,  Lot  151,  N.B.  1579-61,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  R.  J.  Skier  and  S.  Hochberg. 

ACTION  OF  BOARD — Time  to  complete  construction 
extended. 

THE  VOTE— 

Affrmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll .  5 

Negative: .  0 

THE  RESOLUTION— 


Whereas,  the  Board  finds  that  the  applicant  has  met  the 
requirements  of  Section  11-324  of  the  Zoning  Resolution  for 
an  additional  extension  of  time  to  complete  construction. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Reso¬ 
lution,  the  additional  extension  of  time  to  complete  con¬ 
struction. 

♦Correction :  In  the  Resolved  Section  the  last  line  has  been 
deleted  and  corrected  as  shown  above. 


RULES 


RULES  FOR  ARC  AND  GAS  WELDING  AND  OXYGEN  CUTTING  OF  STEEL  COVERING  THE 
SPECIFICATIONS  FOR  DESIGN.  FABRICATION  AND  INSPECTION  OF  ARC  AND  GAS  WELDED 
STRUCTURES  AND  THE  QUALIFICATIONS  OF  WELDERS  AND  SUPERVISORS 

(CAL.  NO.  1-38-SR— VOL.  II) 


Adopted  by  the  Board  of  Standards  and  Appeals  February 

25,  1938,  effective  March  31,  1938,  amended  May  17,  1949, 
effective  June  10,  1940;  amended  September  17,  1954,  effec¬ 
tive  October  18,  1954,  amended  May  25,  1956,  effective 
June  25,  1956,  amended  December  13,  1968,  effective  Janu¬ 
ary  18,  1969,  and  amended  1973,  effective 

1973. 

Authority:  Pursuant  to  the  authority  vested  in  the 
Board  of  Standards  and  Appeals  by  Section  666,  paragraph 
2,  of  the  Charter  of  the  City  of  New  York. 

Scope:  These  rules,  as  amended  up  to  and  including 
the  rules  amended  on  December  13,  1968,  are  supplementary 
and  additional  to  the  requirements  of  the  provisions  of  the 
Administrative  Code  (Building  Code)  in  effect  prior  to 
enactment  of  Local  Law  No.  76/68. 

The  following  rules  are  supplementary  and  additional  to 
the  requirements  of  the  Administrative  Code  (Building 
Code),  as  enacted  by  Local  Law  No.  76/68. 

Rule  13 — The  Board  of  Examiners  for  Welders 

13.1 —  The  Board  of  Examiners  for  Welders  shall  be  ap¬ 
pointed  by  the  Commissioner  of  Buildings  from  members  of 
the  staff  of  the  department.  All  welders’  licenses  issued 
should  be  uniform  for  the  five  boroughs.  There  shall  be  a 
separate  license  for  electric  arc  welding,  and  for  gas  welding, 
which  licenses  shall  not  be  interchangeable,  and  shall  apply 
specifically  to  the  type  of  work  to  be  done  and  shall  be 
issued  in  accordance  with  Rule  2. 

13.2 —  Welders  to  be  licensed.  No  person  shall  perform 
welding  work  on  any  structural  member  of  a  structure 
without  having  obtained  a  welder’s  license  from  the  Board 
of  Examiners  for  welders. 

13.2.1—  Before  a  welder’s  license  may  be  issued  author¬ 
izing  a  person  to  perform  welding  work  on  a  structural 
member  of  a  structure,  the  person  applying  for  such  certifi¬ 
cate  shall  have  been  qualified  as  provided  in  Section  C26- 
1005.3(b)(1). 

13.2.2 —  No  person  shall  be  eligible  for  a  license  to  perform 
welding  work  as  provided  in  this  section  unless  he  is  a 
citizen  of  the  United  States  of  America  or  unless  he  is  a 
North  American  Indian  by  birth. 

13.2.3 —  The  Commissioner  of  Buildings  may  revoke  or 
suspend  a  license  of  any  person  if  workmanship  on  any 
structural  welding  is  such  as  to  indicate  incompetency  or 
negligence  which  might  endanger  a  structure  or  result  in 
injury  to  human  beings. 

13.2.4 —  Renewal  of  a  license  may  be  made  without  addi¬ 
tional  requalification  test  if  the  applicant  of  record  indi¬ 
cates  one  month  of  satisfactory  welding  experience  during  a 
previous  year. 

1.3.3 — Exceptions  to  requirements  for  welders’  licenses. 

13.3.1 —  Welders’  licenses  will  not  be  required  for  the 
attachment  of  steel  studs  directly  to  structural  beams  by 
semi-automatic  equipment  when  the  method  of  attachment 
has  been  approved  by  the  Board. 

13.3.2 —  Welders’  licenses  will  not  be  required  for  operators 
of  automatic  welding  equipment  of  a  type  approved  by  the 
Board  when  used  under  the  supervision  of  a  trained  welder 
holding  a  welder’s  license. 

Rule  14 — Qualification  tests  for  Welders 

14.1 — Before  the  examiners  for  welders  shall  issue  a 
welder’s  license,  the  applicant  shall  pass  the  applicable  tests 
prescribed  by  the  Department  of  Personnel.  In  the  case  of 
welders  performing  welding  work  out  of  town  on  structures 
to  be  erected  in  the  City  of  New  York,  documentary  evi¬ 
dence  from  a  testing  laboratory  acceptable  to  the  Department 
of  Buildings  and  to  the  engineer  or  architect  designated  for 
controlled  inspection,  attesting  that  the  applicant  has  passed 
the  prescribed  qualification  test  is  acceptable  for  a  specific 
structure. 


14.2 —  The  foregoing  provisions  are  not  intended  to  bar 
an  applicant  from  further  trial  in  the  case  of  one  or  more 
failures,  or  to  require  the  welder  who  has  passed  the  test 
to  qualify  anew  for  every  job  he  may  undertake,  except 
in  the  case  of  welders  qualified  by  a  testing  laboratory. 

14.3 —  Classifications  of  Licenses  : 

CLASS  1 

Shop  and  Field — For  groove  and  fillet  welding  of  un¬ 
limited  thickness  materials,  in  all  positions,  the  test  candi¬ 
date  shall  weld  test  plates  in  the  vertical  and  overhead 
positions,  using  1  inch  thick  test  plates. 

CLASS  1— RESTRICTED 

Shop  and  Field — For  groove  welding  materials  of  limited 
thickness  (J4  inch  maximum)  and  for  fillet  welding  of 
unlimited  thickness  materials,  in  all  positions,  the  test  candi¬ 
date  shall  weld  test  plates  in  the  vertical  and  overhead  posi¬ 
tions  using  inch  thick  test  plates. 

CLASS  2 

Shop  and  Field — For  groove  welding  of  unlimited  thick¬ 
ness  in  the  flat  position  and  for  fillet  welding  in  the  flat  and 
horizontal  positions  only,  the  test  candidate  shall  weld  a  test 
plate  in  the  flat  position  using  1  inch  thick  test  plates. 

CLASS  2— RESTRICTED 

Shop  Only — For  groove  welding  of  limited  thickness  mate¬ 
rials  (J4  inch  maximum)  in  the  flat  position  and  fillet  weld¬ 
ing  in  the  flat  and  horizontal  positions  only,  the  test  candi¬ 
date  shall  weld  a  test  plate  in  the  flat  position  using  inch 
test  plates. 

CLASS  3 

Shop  and  Field — For  fillet  welding  of  unlimited  thickness 
materials  in  all  positions,  the  test  candidate  shall  weld  test 
plates  in  the  vertical  and  overhead  positions  using  inch 
thick  test  plates. 

CLASS  3— RESTRICTED 

Shop  Only — For  fillet  welding  of  unlimited  thickness  mate¬ 
rials  in  the  flat  and  horizontal  positions  only  the  test  candi¬ 
date  shall  weld  test  a  plate  in  the  horizontal  position  using  ji 
inch  thick  test  plates. 

14.4 —  Qualification  Requirements. 

14.4.1 —  Pending  promulgation  of  qualification  requirements 
by  the  Commissioner  of  Buildings  pursuant  to  Section 
B26-1.3  of  the  Administrative  Code,  Rule  5.4  of  these  Rules, 
amended  December  13,  1968,  shall  remain  in  force. 

14.5 —  Re-test — In  case  a  welder  fails  to  meet  the  require¬ 
ments  of  one  or  more  test  welds,  a  re-test  may  be  allowed 
under  the  following  conditions : 

14.5.1 —  An  immediate  re-test  may  be  made  which  shall 
consist  of  two  test  welds  of  each  type  of  which  he  failed,  all 
of  which  shall  meet  all  the  requirements  specified  for  such 
welds. 

14.5.2 —  A  re-test  may  be  made  provided  there  is  evidence 
that  the  welder  has  had  further  training  or  practice.  In  this 
case  a  complete  re-test  shall  be  made. 

14.6 —  Welders  who  have  been  certified  by  the  Board  of 
Examiners  may  be  assigned  to  other  electric  arc  welding 
processes.  As  a  prerequisite  to  such  an  assignment,  the 
welder  shall  have  been  trained  in  the  process  by  his  employer 
and  said  welder  shall  be  given  a  certificate  for  the  required 
test.  No  further  certification  by  the  Board  of  Examiners  for 
Welders  will  be  required. 

14.7 —  Existing  Licenses.  All  persons  holding  a  valid  welder 
certificate  of  qualification  or  welder’s  license  issued  prior  to 
the  promulgation  of  these  revised  Rules  of  the  Board,  shall 
be  considered  to  have  qualified  under  the  tests  prescribed 
herein. 
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Rule  IS — Quality  Control 

15.1 —  The  quality  of  welds  permitted  under  the  Building 
Code  shall  conform  to  the  requirements  of  Section  6  (In¬ 
spection)  of  AWS  D  1.0-69 — Welding  in  Building  Construc¬ 
tion— and  with  all  other  requirements  of  these  Rules  and  the 
Building  Code. 

Rule  16 — Supervision  and  Inspection 

16.1 —  Any  welding  to  be  done  on  a  structure  or  any  part 
thereof  shall  be  performed  under  the  observation  of  a  repre¬ 
sentative  of  the  licensed  professional  engineer  or  registered 
architect  designated  for  controlled  inspection,  pursuant  to 
Section  C26- 106.3  of  the  Administrative  Code.  The  architect 
or  engineer  designated  for  controlled  inspection  may  employ 
an  inspection  agency  responsible  to  him,  which  agency  shall 
be  acceptable  to  the  Commissioner  of  Buildings.  Welding 
inspection  agencies  shall  have  a  minimum  of  5  years  experi¬ 
ence  as  such. 

16.1.1 —  The  Commissioner  of  Buildings  may,  in  the  case  of 
minor  welding  operations,  including  stairs  and  fire  escapes, 
waive  the  requirements  for  inspection  if,  in  his  judgment, 
such  inspection  may  be  adequately  made  by  a  steel  inspector 
employed  regularly  by  the  Department  of  Buildings. 

16.1.2 —  Unless  personally  inspected  by  a  registered  archi¬ 
tect  or  licensed  professional  engineer,  each  welding  inspector 
shall  have  at  least  3  years  experience  in  the  field  of  welding 
and/or  welding  inspection  in  order  to  be  authorized  to  inspect 
any  welding.  Each  welding  inspector,  if  other  than  the  archi¬ 
tect  or  engineer  designated  for  controlled  inspection,  and  an 
affidavit  to  the  effect  that  said  inspector  has  the  prerequisite 

j  experience  and  is  acceptable,  is  to  be  filed  with  each  applica¬ 
tion  for  which  the  welding  work  is  being  performed,  before 
|  any  welding  operations  are  to  commence.  Unless  directly 
employed  by  the  architect  or  engineer  responsible  for  con¬ 
trolled  inspection  the  inspectors  shall  be  in  the  employ  of 
an  inspection  agency  acceptable  to  the  Commissioner  of 
Buildings. 

16.2 —  The  personnel  performing  the  inspection  shall  take 
adequate  means  to  assure  that  the  preparing,  oxygen  cutting, 
assembling,  and  welding  of  a  structure  conform  to  the  design 
and  that  the  resulting  structure  is  free  from  deficiencies  and 
injurious  effects.  Adequate  daily  records  of  the  progress  of 
the  work  shall  be  maintained,  and  submitted  daily  to  the 

J  registered  architect  or  licensed  professional  engineer  respon- 
j  sible  for  supervision  of  work.  Such  records  shall  be  avail- 
b  able  to  the  Building  Commissioner  or  his  representative  for 
a  period  of  at  least  2  years  after  the  completion  of  all  work 
in  the  course  of  construction.  The  records  shall  indicate  a 
definite  and  personal  responsibility  for  acceptance  of  every 
weld  as  to  size,  location,  type  of  filler  metal  used  and  quality 
i  of  workmanship,  and  show  evidence  that  no  weld  called  for 
in  the  design  has  been  omitted.  Each  welder  shall  place  his 
identification  symbol  on  his  work  and  the  inspector  after 
inspecting  each  weld  shall  do  likewise. 

16-2.1 — The  inspector  shall  inspect  for  defects  and  irreg¬ 
ularities,  plate  cracks  adjacent  to  or  behind  welds,  crater 
cracks  or  cracks  in  the  weld  metal. 

16.2.2 —  The  inspector  shall  gauge  all  welds  for  deficiency 
i  of  throat  or  other  critical  cross  section. 

16.2.3 —  The  inspector  shall  carefully  observe  and  reject 
unallowable  or  out  of  tolerance  undercutting,  overlap  or  lack 
of  fusion  at  edges  of  weld,  lack  of  penetration  of  porosity, 
location  of  craters,  size  and  shape  of  bead  and  order  occa¬ 
sional  shipping  to  determine  penetration  and  correct  all  or 

•  any  irregularities  of  workmanship  contrary  to  the  design. 

16.2.4 —  A  staff  of  inspectors  numerous  enough  to  provide 
one  inspector  for  every  6  welders  of  each  job  at  all  times 
shall  be  required,  provided  that  the  welders  are  within  4 
tiers  of  each  other. 

16.3 — Daily  inspection  shall  be  made  of  preheating  equip¬ 
ment  to  see  that  it  is  functioning  properly.  Preheat  drying 
'  cabinets  for  low  hydrogen  electrodes  shall  be  maintained 
f  within  easy  access  of  all  welding  operators.  Above  infor¬ 
mation  is  to  be  included  in  daily  welding  inspectors’  reports. 


16.4 —  Before  equipment  used  to  supply  welding  current  is 
used  at  the  job  site,  it  shall  be  tested  at  the  job  site  by  a 
welding  inspector  to  ascertain  proper  functioning  of  the 
equipment  and  to  establish  the  arc  voltage  and  current  pro¬ 
duced  by  this  equipment.  This  certification  shall  be  filed 
with  the  welding  report. 

16.5 —  When  any  of  the  components  being  welded  exceeds 
1.5  inches  in  thickness,  either  of  the  following  additional 
requirements  shall  be  met: 

16.5.1 —  Non-destructive  testing  in  rule  17  shall  be  manda¬ 
tory,  for  the  weld  and  base  metal  in  the  region  of  the  weld, 
and  all  deficiencies  that  are  detected  are  to  be  remedied ;  or 

16.5.2 —  Preheating  and  insulated  cooling  techniques  shall 
be  employed. 

Rule  17 — Non-destructive  Testing 

17.1 —  Non-destructive  testing  may  be  specified  by  the 
architect  or  engineer  designated  for  controlled  inspection  to 
augment  other  inspection  requirements,  or  in  conformance 
with  rule  16.5.1,  or,  be  required  by  the  Commissioner  of 
Buildings  should  there  be  a  reasonable  doubt  as  to  the 
adequacy  of  any  welding. 

17.2 —  Non-destructive  testing  shall  conform  with  the  re¬ 
quirements  of  section  607  (Non-destructive  Testing),  and 
Appendices  B  (Radiographic  Inspection  of  Welds)  and  C 
(Ultrasonic  Testing  of  Groove  Welds)  contained  in  AWS 
DI. 0-69-Welding  in  Building  Construction,  as  modified  by 
these  Rules.  Other  methods  of  non-destructive  testing  ac¬ 
ceptable  to  the  Commissioner  of  Buildings,  consistent  with 
good  practice,  may  be  used. 

17.3 —  Non-destructive  testing  equipment: 

(a)  Non-destructive  Systems,  methods  and  techniques  for 
testing  shop  and  field  welds  may  be  used  on  condition  that 
all  such  systems,  methods,  techniques  and  apparatus  shall 
first  be  acceptable  to  the  Commissioner  of  Buildings.  Such 
systems  may  use  x-ray,  radiography,  magnetic  particle,  ultra¬ 
sonic,  dye  pentrants,  etc. 

(b)  The  results  of  actual  performance  tests  by  each  sys¬ 
tem  for  which  authorization  is  sought  shall  be  the  criteria 
determining  the  limitations  under  which  the  authorization 
shall  be  granted. 

(c)  Each  system  of  testing  shall  prove  its  unfailing  ability 
to  distinguish  between  good  and  faulty  welds,  by  testing  at 
least  two  samples  of  every  class,  size  and  type  of  weld,  for 
which  approval  is  sought.  These  weld  samples  shall  be 
tested  under  conditions  duplicating  the  conditions  met  in 
actual  practice,  such  as : 

1.  Shop  welds  or  field  welds  or  both. 

2.  For  field  welds  the  test  samples  shall  be  tem¬ 
porarily  installed  in  the  most  inaccessible  parts  of  a 
structure  where  welding  is  to  be  tested. 

3.  Flat,  vertical  or  overhead  positions. 

4.  Maximum  sizes  (throats)  of  welds  for  which 
approval  is  sought. 

5.  Types  and  alloys  of  base  metals,  for  which 
approval  is  sought. 

(d)  Two  or  more  test  samples  for  each  type  of  weld 
shall  be  tested,  of  which  one  shall  be  a  perfect  weld,  and  at 
least  one  other  shall  include  a  flaw  or  imperfection,  deliber¬ 
ately  produced  in  the  weld,  by  lack  of  penetration,  inclusion 
of  slag  from  the  last  pass,  or  such  other  flaws  as  the  Board 
shall  specify. 

(e)  After  the  designation  and  rating  of  each  weld  sample, 
by  the  apparatus  under  test,  the  samples  with  flaws  shall 
be  machine  cut  apart,  through  the  throat  of  the  weld,  then 
polished  and  etched  with  acid  to  disclose  the  weld  with  the 
flaw.  The  samples  with  perfect  welds  shall  be  tested  to 
failure  by  tension. 

_  (f)  The  Commissioner  of  Buildings  shall  determine  the 
sizes,  types  and  number  of  the  samples  to  be  tested,  and  shall 
decide  which  test  results  shall  be  acceptable  for  the  approval 
of  the  method  and  type  of  apparatus  under  test,  and  what 
limitations,  if  any,  shall  be  included  in  any  acceptance. 
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DIRECTORY 

BOARD  OF  STANDARDS  AND  APPEALS 


JOSEPH  B.  KLEIN,  Chairman 
Philip  P.  Agusta,  Vice  Chairman 
Howard  B.  Hornstein 


ORDER  TO  SHOW  CAUSE  AND  PETITION 
SERVED  ON  THE  BOARD  OF 
STANDARDS  AND  APPEALS. 

On  July  13,  1973,  Order  to  Show  Cause  and  Petition  was  served 
on  the  Board  by  Gering  Gross  &  Gross,  attorneys  for  the  petitioner, 
William  Sobelsohn,  property  owner,  seeking  a  review  of  the  Board’s 
approval  on  June  12,  1973  of  the  application,  based  on  a  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  at  a  two-story  parochial  school 
previously  before  the  Board,  the  erection  of  a  third-story  that  creates 
non-compliance  in  floor  area  ratio,  encroachment  into  the  side  vard 
penetration  into  the  sky  exposure  plane.  Calendar  Number  726-72-BZ; 
Premises  83-06  Abingdon  Road,  southeast  corner  of  83rd  Avenue, 
Block  3329,  Lot  11,  Kew  Gardens,  Borough  of  Queens. 
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Jeremiah  T.  Walsh 
Harry  M.  Carroll 


Order  and  Petition  Served  on  The  Board  of  Standards 
and  Appeals. 


Commissioners. 

THE  MBRA 


Order  To  Show  Cause  and  Petition  Served  on  The  Board 
of  Standards  and  Appeals. 


John  B.  Cincotta,  Executive  Director 


AM  6  *  Notut^f  Hearing  of  Calendar. 

Minutes  of  Regular  Meeting,  Tuesday  Morning,  July  17 
Richard  B.  Atwell,  Deputy  Director  ^NIVERSirY  0  1973*  Affecting  Calendar  Numbers — 

AT  URBANA'4$5*_66-A'  503-72-BZ 


Frances  M.  Waldron,  Secretary 


Avril  H.  Latham,  Chief  Clerk 


Office — 80  Lafayette 
York,  N.  Y.  10013. 

Telephone — 566-5174. 


Street,  9th  Floor,  Manhattan,  New 


177-73-A 

421-67-A — Vol.  II 

1- 66-A — Vol.  Ill 

2- 66-A— Vol.  Ill 
617-47-BZ— Vol.  II 
356-53-BZ 
263-56-BZ 
239-57-BZ 
602-57-BZ— Vol.  I 
925-57-BZ 
505-58-BZ 
870-65-BZ 
155-71-BZ 


33-70-BZ— Vol.  II 

17-73-BZ 

103-73-BZ 

123-73-BZ 

132-73-BZ 

138-73-BZ 

142-73-BZ 

168-73-BZ 

182-73-BZ 

284-73-BZ 

332-73-BZ 

407-71-BZ— Vol.  II 


566- 72-BZ 

567- 72-A 
20-73-BZ 
87-73-BZ 
104-73-BZ 
218-73-BZ 

225- 73-BZ 

226- 73-A 
244-73-BZ 
280-73-BZ 
301-73-BZ 
327-73-BZ 
330-73-BZ 


Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  July  17, 
1973,  Affecting  Calendar  Numbers — 


CONTENTS 

r  —  — 

ORDER  AND  PETITION  SERVED  ON  THE 
BOARD  OF  STANDARDS  AND  APPEALS. 

On  July  11,  1973,  Order  and  Petition  was  served  on  the  Board 
1  by  Alan  N.  Layne,  attorney  for  the  petitioners,  Bernard  Greenfield, 
Barbara  Greenfield,  Murry  Brown,  Doris  Brown,  Milton  Plaster, 
(  Jack  Albin,  Arlene  Albin.  Mario  Puleo,  Marion  Puleo,  Marie  Pen- 
!  siero,  Joseph  Questore,  and  Pauline  Vogel  property  owners,  seeking 
a  review  of  the  Board’s  approval  on  June  12,  1973  of  the  application, 
|  based  on  a  decision  of  the  Borough  Superintendent,  under  Section 
72-21  of  the  Zoning  Resolution,  to  permit  in  an  R2  district,  the  con- 
'  struction  and  maintenance  of  an  accessory  parking  lot  for  an  ad¬ 
joining  commercial  establishment.  Calendar  Number  1045-67-BZ  Vol. 
IT;  Premises  160-11  92nd  Street,  southeast  corner  of  160th  Avenue, 
Block  14030,  Lot  1,  Howard  Beach,  Borough  of  Queens. 


339-73-BCR 

341-73-BCR 

783-64-SM 

464-67-SM 

347-70-SA 

215-72-SM 

686-72-SM 

777- 72-SM 

778- 72-SM 


362-73-SM 

379-73-SA 

184-73-SM 

13-73-BZY 

170- 73-A 

171- 73-A 
213-73-A 
233-73-A 
256-73-A 


329-73-A 

181-73-A 

227-73-A 

282-73-A 

340-73-A 

355-73-A 

374-73-A 

382-73-A 


Correction  Affecting  Calendar  Number — 
341-72-A 


Proposed  Amendments  of  Rules  for  Arc  and  Gas  Weld¬ 
ing  and  Oxygen  Cutting  of  Steel,  Covering  The  Speci¬ 
fications  for  Design,  Fabrication  and  Inspection  of  Arc 
and  Gas  Welded  Steel  Structures  and  The  Qualifica¬ 
tions  of  Welders  and  Supervisors. 


r 


Mil 


8 


5 


I 
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DOCKET 

New  Cases  Filed  Up  to  July  17,  1973 
Cal.  No.  Dept.  Premises  Affected 

419-73-SA — Stanley  Door  Operating  Equipment,  Divi¬ 
sion  of  Stanley  Works,  Stanley  Automatic  Swinging  Fire 
Door,  manufactured  by  Stanley  Door  Operating  Equip¬ 
ment,  Appliance. 


420-73-BZ — B.Q. — 43-20  Main  Street  and  134-49  Dahlia 
Avenue,  northwest  corner,  Block  5125,  Lot  36,  Flushing, 
Borough  of  Queens.  N.B.  520-73  re-  automotive  Service 
Station,  C2-2  in  R6  district.  Community  Board  #7. 


421-73-A — B.R. — 40  Dolson  Place,  west  side,  124.91  feet 
north  of  Kinsey  Place,  Block  1290,  Lot  315,  Old  Place, 
Borough  of  Richmond,  N.B.  925-73  re-  building  not  front¬ 
ing  legal  street,  General  City  Law. 


422-73-BZ — B.Q. — 212-25  Jamaica  Avenue,  north  side, 
84.36  feet  east  of  212th  Street,  Block  10601,  Lot  34, 
Queens  Village,  Borough  of  Queens,  Alt.  583-73  re-  pro¬ 
posed  alteration  of  store  to  dental  laboratory  in  Cl-2 
and  R3-2  district.  Community  Board  #13. 


423-73-BZ — B.M. — 1189-1199  First  Avenue  and  352  East 
65th  Street,  southwest  corner,  Block  1439,  Lot  30,  Bor¬ 
ough  of  Manhattan,  Alt.  597-73,  re-  proposed  conversion 
from  use  group  6  to  use  group  12,  Community  Board 
#8.  C2-8  district. 


424-73-SM — General  Electric  Company  SCM-3300 
weather  coating,  manufactured  by  General  Electric  Com¬ 
pany,  Material. 


425-73-BZ — B.M. — 1  Bankers  Plaza  and  124-140  Green¬ 
wich  Street  and  126-138  Liberty  Street,  southeast  corner, 
3-13  Albany  Street,  Block  54,  Lot  1,  Borough  of  Man¬ 
hattan,  E.S.  119-73  through  122-73,  re-  Illuminated  and 
advertising  signs,  C6-4  special  district  G,  Community 
Board  #1. 


426-73-A — B.R. — 26  Oxholm  Avenue,  south  side,  205.19 
feet  west  of  Bard  Place,  Block  256,  Lot  50,  Silver  Lake, 
Borough  of  Richmond.  N.B.  935-73  re-  building  not 
fronting  legal  street,  General  City  Law. 


427-73-BZ— B.Bx. — 627  Leland  Avenue,  west  side,  175  feet 
south  of  Seward  Avenue,  Block  3550,  Lot  56,  Borough  of 
The  Bronx,  Alt.  111-72  re-  non-storage  garage  for  five 
motor  vehicles,  R5  district.  Community  Board  #2. 


428-73-A — B.R. — 166  Dalton  Avenue,  northwest  corner 
of  Tysens  Lane,  Block  4316,  Lot  49,  New  Dorp,  Borough 
of  Richmond,  N.B.  1437-64,  re-  excess  height  of  two  story 
dwelling. 


Restored  to  Docket 

421-67-A — Vol.  II — B.Q. — 117-17  Sutphin  Boulevard, 
northeast  corner  of  118th  Avenue,  Block  12204,  Lot  1, 
Jamaica,  Borough  of  Queens,  F.D.,  Order  #3209-6,  re- 
Sprinkler  System. 


1-66-A — Vol.  Ill — B.Q. — 102-31  67th  Avenue,  66-37  102nd 
Street,  northeast  corner,  Block  2133,  Lot  16,  Forest  Hills, 
Borough  of  Queens,  F.D.,  Order  #71-5732C,  re-  Sprin¬ 
kler  System. 


2-66-A — Vol.  Ill — B.Q. — 66-36  Yellowstone  Boulevard, 
northwest  corner  of  67th  Avenue,  Block  2133,  Lot  36, 


Forest  Hills,  Borough  of  Queens,  Forest  Hills,  F.D., 
Order  #7 1-5731 C,  re-  Sprinkler  System. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings.  Manhattan; 
B.Q. — Department  of  Buildings.  Queens;  B.R.— Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


OCTOBER  2,  1973,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  October  2,  1973,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  follow¬ 
ing  matters : 

666-59-BZ 

APPLICANT — McGee  and  Morsellino  for  Titan  Enter¬ 
prises,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  15, 
1973- — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  mainte¬ 
nance  of  an  automobile  wrecking  yard,  salvage,  sale  of 
used  parts  and  sale  of  used  cars. 

PREMISES  AFFECTED— 147-23  Springfield  Lane,  north¬ 
east  corner  of  14'9th  Avenue,  Block  13435,  Lots  16,  18, 
20,  54,  56  and  58,  Springfield  Gardens,  Borough  of  Queens. 


205-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Max  Berman, 
Miklos  and  Regina  Tischler,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  July  5,  1973 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  permitting  in  an  R5  district,  the  erection  of  a  five 
story  health  related  facility  that  exceeds  the  permitted 
floor  area  ratio  and  lot  coverage,  encroaches  on  the  re¬ 
quired  front  and  side  yards  and  penetrates  the  sky  ex¬ 
posure  plane. 

PREMISES  AFFECTED— 3002-3038  West  35th  Street, 
3502-3512  Surf  Avenue,  southwest  corner  and  3501-3511 
Riegelman  Boardwalk,  Block  7065,  Lot  25,  Borough  of 
Brooklyn. 


98-73-BZ 

APPLICANT — Dominick  Salvati  &  Son  for  Aron  Moskal, 
owner. 

SUBJECT — Application  February  14,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  two  story  mixed 
building  that  increases  the  degree  of  non-compliance  in 
the  lot  area  requirements. 

PREMISES  AFFECTED — 1932  Rockaway  Parkway, 

southwest  corner  of  Avenue  N,  Block  8299,  Lot  41,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #17. 


99-73-BZ 

APPLICANT — Otto  J.  &  Warren  A.  Sambach  for  Edward 
D.  Jamie,  owner. 

SUBJECT — Application  February  14,  1973— decision  of  the 
Borough  Superintendent,  under  Section  73-27  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  and  R6  district,  the 
erection  of  a  two  story  building  for  use  as  a  funeral  estab¬ 
lishment  with  accessory  parking  and  with  a  garage  ramp 
within  the  required  rear  yard. 
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PREMISES  AFFECTED— 141-26  Northern  Boulevard,  PREMISES  AFFECTED— 4660  Manhattan  College  Park- 
south  side,  202.54  feet  east  of  Bowne  Street,  Block  5012,  way,  east  side,  91.58  feet  North  of  West  242nd  Street 

Lot  33,  Hushing,  Borough  of  Queens.  Community  Board  Block  5801,  Lot  1060,  Borough  of  The  Bronx 

#7. 


149-73-BZ  356-73-A 


APPLICANT— Arno  Fischer  and  Meier-Marus  for  Flush¬ 
ing  Savings  Bank,  owner. 

SUBJECT — Application  March  7,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  and  R2  district,  the 
enlargement  in  area  of  the  accessory  parking  facility  for 
a  bank  into  the  residence  district  that  encroaches  on  the 
required  front  yard  and  without  the  required  screening. 
PREMISES  AFFECTED — 159-18  Northern  Boulevard, 
south  side,  105.10  feet  east  of  159th  Street,  Block  5278, 
Lots  1,  21,  Flushing,  Borough  of  Queens.  Community 
h  Board  #7. 


336-73-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Orbitco,  Incor¬ 
porated,  owner. 

SUBJECT — Application  June  5,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Seotion  73-50  of  the  Zoning 
Resolution,  to  permit  in  a  Ml-1  district  the  erection  of  a 
one  story  enlargement  to  an  existing  commercial  building 
that  will  encroach  on  the  required  yard  along  a  district 
boundary. 

PREMISES  AFFECTED — 1360  Utica  Avenue,  west  side, 
135  feet  south  of  Foster  Avenue,  Block  4784,  Lot  13, 
Borough  of  Brooklyn.  Community  Board  #9. 

JOSEPH  B.  KLEIN,  Chairman 


OCTOBER  2,  1973,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  October  2,  1972,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  follow- 
;  ing  matters : 

328-7 3- A 

APPLICANT — Kenneth  H.  Koons  for  Olinbark  Realty 
Company,  Incorporated,  owner. 

SUBJECT — Application  May  29,  1973 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  cellar  apartments. 


APPLICANT — Lichtner-Lamkay  Associates  for  Ely  Reiss, 
owner. 

SUBJECT — Application  June  12,  1973— filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  on  a  legal  street. 

PREMISES  AFFECTED — Merrick  Court,  north  side, 
143-33  feet  east  of  Woodhaven  Avenue,  Block  864,  Lot 
510,  Todt  Hill,  Borough  of  Richmond. 


359-73-A 

APPLICANT — Atkin  &  Bassolino  for  B  &  B  Realty  Com¬ 
pany,  owner. 

SUBJECT — Application  June  12,  1973 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  basement  apart¬ 
ment. 

PREMISES  AFFECTED — 1325  Grand  Concourse,  north¬ 
west  corner  of  Clarke  Place,  Block  2840,  Lot  77,  Borough 
of  The  Bronx. 


3 60- 73- A 

APPLICANT — E.  E.  La  Rue  for  Siloo  Incorporated,  owner. 

SUBJECT — Application  June  13,  1973 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner,  re-  packaging  of  a  flam¬ 
mable  mixture  known  as  “Siloo  Gas  Treatment”  in  12 
ounce  metal  sealed  can  with  pull-tab  top,  not  in  compliance 
with  regulation  of  the  Administrative  Code  of  the  City  of 
New  York. 


371-73-A 

APPLICANT — Charles  Spindler  for  Estate  of  Robert 
Eisner,  c/o  Leo  Ring,  owner. 

SUBJECT — Application  June  14,  1973 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  Elevator  in  Readiness. 

PREMISES  AFFECTED — 251  Park  Avenue  South,  north¬ 
east  corner  of  East  20th  Street,  Block  876,  Lot  1,  Borough 
of  Manhattan. 


JOSEPH  B.  KLEIN,  Chairman 


MINUTES 


REGULAR  MEETING 

TUESDAY  MORNING,  JULY  17,  1973,  10  A.M. 

Present:  Chairman  Klein,  Vice  Chairman  Agusta, 

Commissioner  Hornstein,  Commissioner  Walsh  and 
Commissioner  Carroll. 


The  minutes  of  the  regular  meeting  of  the  Board  held 
on  Tuesday  morning  and  afternoon,  June  26,  1973  and  July 
3,  1973,  were  approved  as  printed  in  the  Bulletins  of  July 
5,  1973  and  July  12,  1973,  Vol.  58,  Nos.  27  and  28. 


455-66-A 

APPLICANT— The  Great  Atlantic  and  Pacific  Tea  Com¬ 
pany,  Incorporated,  for  3040  Eastchester  Road,  Incorpo¬ 
rated,  owner. 

SUBJECT— Application  April  29,  1966— appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprin¬ 
kler  system. 

PREMISES  AFFECTED— 3024,  3030,  3036  Eastchester 
Road,  east  side,  176.31  feet  south  of  Hammersley  Avenue, 
Block  4756,  Lots  47  and  53,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Kenneth  H.  Koons. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 

Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
April  18,  1967,  on  certain  conditions ;  and 
Whereas,  the  resolution  was  amended  on  April  29,  1969; 
and 

Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  April 
18,  1967,  as  amended  through  April  29,  1969,  by  adding 
thereto : 

“that  the  building  shall  substantially  conform  to  revised 
drawings  of  proposed  conditions  marked  ‘Received 
July  10,  1973’,  three  sheets,  on  condition  that  other  than 
as  herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects.”  (F.D.  Order  No.  2169-7) 


177-73-A 

APPLICANT — David  Kraus  and  Solomon  Sheer  for 
Thirty  Christopher  Company,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent,  re-  fire  balconies  and  side  yard;  previously 
granted  on  condition. 

PREMISES  AFFECTED— 155-161  Waverly  Place  and 
24-30  Christopher  Street,  southeast  corner,  Block  593, 
Lot  36,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Solomon  Sheer,  David  Kraus  and 
Thomas  P.  Crinnion. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 


THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
May  22,  1973,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  May  22, 
1973,  by  deleting  all  references  to  the  Borough  Superin¬ 
tendent’s  Objection  A2,  so  that  as  amended  the  resolution 
shall  read: 

“Whereas,  the  decision  of  the  Borough  Superin¬ 
tendent,  dated  March  9,  1973,  on  Alt.  Applic.  142/73, 
reads : 

‘A1 — Provide  a  20'  wide  side  yard  for  every  re¬ 
quired  window  Sec.  26C  (3)  M.  D.  L. 

A3 — Provide  fire  balconies  for  each  2  apartments. 
Sec.  C26  604.2.’ 
and 

Whereas,  the  premises  were  inspected  by  a  com¬ 
mittee  of  the  Board  which  recommended  that  the  appeal 
be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superin¬ 
tendent,  dated  March  9,  1973,  acting  on  Alt.  Applic. 
142-73,  Objection  Nos.  A1  and  A3,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  facades  be  in  compliance  with  the 
Certificate  of  Appropriateness  Number  268  of  the  Land¬ 
marks  Preservation  Commission ;  on  further  condition 
that  the  building  shall  substantially  conform  to  draw¬ 
ings  marked  ‘Received  March  22,  1973’,  17  sheets  and 
‘April  13,  1973’,  3  sheets;  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with.” 


421-67-A— Vol.  II 

APPLICANT — Stephen  J.  Murphy  for  Jaas  Realty  Cor¬ 
poration,  owner;  Double  AA  Furniture  Sales  Company, 
lessee. 

SUBJECT — Application  for  consideration — reopening  as 
Volume  II  subject  to  regular  procedure — appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system  ;  previously  denied. 

PREMISES  AFFECTED— 117-11  to  117-23  Sutphin 
Boulevard,  northeast  corner  of  118th  Avenue,  Block  12204, 
Lot  1,  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  S.  J.  Murphy. 

ACTION  OF  BOARD — Application  reopened  as  Vol.  II, 
subject  to  the  regular  procedure. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 


1-66-A— Vol.  Ill 

APPLICANT — Stanley  Shaw  for  Birchwood  Towers  #2 
Associates,  owner. 

SUBJECT — Application  for  consideration — reopening  as 
Volume  III  subject  to  regular  procedure — appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system ;  previously  denied. 
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PREMISES  AFFECTED — 102-31  67th  Avenue,  66-37 
102nd  Street,  northeast  corner,  Block  2133,  Lot  16,  Forest 
Hills,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  S.  Stanley  Shaw  and  George  D.  Kelly. 
For  Administration:  Capt.  John  F.  Petraglia,  F.  D. 

AC  1  ION  Oh  BOARD — Application  reopened  as  Vol.  Ill, 
subject  to  the  regular  procedure. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative :  .  0 

THE  RESOLUTION— 

•< 


Resolved,  that  this  application  be  and  it  hereby  is  reopened 
as  Vol.  Ill,  subject  to  regular  procedure,  on  condition  that 
this  action  by  the  Board  shall  not  be  considered  as  a  stay  of 
the  Fire  Department  Order  or  its  prosecution  by  the  Fire 
Commissioner. 

2-66-A— Vol.  Ill 

APPLICANT — Stanley  Shaw  for  Birchwood  Towers  $T 
Associates,  owner. 

SUBJECT — Application  for  consideration — reopening  as 
Volume  III  subject  to  regular  procedure — appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system;  previously  denied. 

I)  PREMISES  AFFECTED— 66-36  Yellowstone  Boulevard, 
northwest  corner  of  67th  Avenue,  Block  2133,  Lot  36, 
Forest  Hills,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Stanley  Shaw  and  George  D.  Kelly. 

For  Administration:  Capt.  John  F.  Petraglia,  F.  D. 

,  ACTION  OF  BOARD — Application  reopened  as  Vol.  Ill, 
subject  to  the  regular  procedure. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Resolved,  that  this  application  be  and  it  hereby  is  reopened 
•  as  Vol.  Ill,  subject  to  regular  procedure,  on  condition  that 

this  action  by  the  Board  shall  not  be  considered  as  a  stay  of 
r  the  Fire  Department  Order  or  its  prosecution  by  the  Fire 
«  Commissioner. 

617-47-BZ— Vol.  II  ~ 

APPLICANT— Lama  and  Vassalotti  for  Mobil  Oil  Cor- 
‘  poration,  long  term  lessee;  Charles  Manker,  owner. 

SUBJECT  Application  for  consideration — reopening  for 
amendment  of  resolution— decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
i  /a  ot  the  Zoning  Resolution,  permitting  in  a  business  use 
district,  on  a  plot  presently  developed  with  two  gasoline 
service  stations,  the  reconstruction  of  the  site  for  one 
gasoline  service  station,  lubritory,  minor  auto  repairs,  non¬ 
automatic  car  wash,  office  and  sales,  utility  room  and  the 
parking  and  storage  of  more  than  five  motor  vehicles  with 
a  ground  sign. 

PREMISES  AFFECTED — 3102-3132  Fort  Hamilton  Park- 
!  vyay,  south  side,  from  McDonald  Avenue  to  East  2nd 
Street,  275-281  McDonald  Avenue  and  152-170  East  2nd 
!  Street,  and  101-129  Caton  Avenue,  Block  5315,  Lot  1 
(formerly  Lots  1  and  4),  Borough  of  Brooklyn. 

f 


APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative  :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  o 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  May  15,  1962,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  May 
15,  1962,  by  adding  thereto: 

“that  this  automotive  service  station  shall  substantially 
conform  to  revised  drawings  of  proposed  conditions 
marked  ‘Received  June  20,  1973’,  two  sheets,  on  con¬ 
dition  that  other  than  as  herein  amended  the  resolution 
above  cited  shall  be  complied  with  in  all  respects.” 
(B.N.  1315-73) 


356-53-BZ 

APPLICANT — Lama,  Vassalotti  and  Ladau,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  October  29, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning  Res¬ 
olution,  permitting  in  a  business  use  district,  the  main¬ 
tenance  of  existing  sign  at  right  angle  with  building  and 
projecting  more  than  the  permitted  distance  beyond  build¬ 
ing  line. 

PREMISES  AFFECTED — 368  Flatbush  Avenue  Exten¬ 
sion,  west  side,  125  feet  10^6  inches  south  of  Fleet  Street, 
9-31  DeKalb  Avenue  and  85  Albee  Square  (Fleet  Street), 
Block  2084,  Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
October  27,  1953,  on  certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  July  17,  1973,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
27,  1953,  as  amended  through  October  15,  1968,  only  as  to 
the  term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“ granted  for  a  term  of  five  years  from  October  29, 
1973,  to  permit  .  .  .;  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in 
all  respects.  (E.S.  909-52) 


263-56-BZ 

APPLICANT — Joseph  Montemarano  for  Humble  Oil  and 
Refining  Company,  owner. 


9 


I  i 

I I 

I 

I  - 


g 

si 

i 


633 


MINUTES 


SUBJECT — Application  April  9,  1956 — decision  of  the 

Borough  Superintendent,  under  Section  7f  and  7i  of  the 
Zoning  Resolution,  to  permit  in  a  business  use  district, 
the  erection  of  a  gasoline  service  station,  lubritorium,  car 
washing,  auto  sales  and  parking  of  patrons’  cars. 

PREMISES  AFFECTED— 3490-3498  Boston  Road  and 
3375-3381  Eastchester  Road,  southwest  corner,  Block 
4743,  Lot  5,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Carl  Sulfaro. 

ACTION  OF  BOARD— Rules  of  Procedure  waived,  ap¬ 
plication  reopened  and  term  of  variance  extended. 


THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 

Commissioner  Carroll  . 

Negative :  . 


5 

0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
December  18,  1956,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  July  17,  1973,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  December  18,  1956,  as  amended 
through  April  7,  1959,  only  as  to  the  term  of  the  variance, 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 
“ granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  . ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  new  Certificate 
of  Occupancy  shall  be  obtained.”  (N.B.  6-56) 


239-57-BZ 

APPLICANT— Charles  M.  Spindle'r  for  Sun  Oil  Com¬ 
pany,  owner. 

SUBJECT— Application  for  consideration— request  to  waive 
the  Rules  of  Procedure  and  for  extension  of  term  of 
variance  which  expired  December  3,  1972  decision  of 
the  Borough  Superintendent;  previously  granted  on  con¬ 
dition  under  Section  7e  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  residence  use  district,  the.  erection  and  main¬ 
tenance  of  a  gasoline  service  station,  auto  washing 
non-automatic,  lubrication,  office,  sale  of  auto  accessories 
and  parking  of  cars  awaiting  service. 

PREMISES  AFFECTED— 2342-2356  Cropsey  Avenue, 
south  side,  77  feet  \V/4  inches  west  of  24th  Avenue,  Block 
6925,  Lot  61  (formerly  61  and  part  of  86)  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

ACTION  OF  BOARD— Rules  of  Procedure  waived,  ap¬ 
plication  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 

Commissioner  Carroll  .  5 

Negative:  .  ^ 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
December  3,  1957,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  July  17,  1973,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 


the  resolution  adopted  on  December  3,  1957,  as  amended 
through  December  2,  1958,  only  as  to  the  term  of  the  vari¬ 
ance,  so  that  as  amended  this  portion  of  the  resolution  shall 
read : 

“ granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  . ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.”  (N.B.  198-57) 


602-57-BZ — Vol.  I 

APPLICANT — Herbert  Gallin  for  Rose  Gscheidle,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  July  23,  1973 — 
decision  of  the  Borough  Superintendent;  previously  granted 
on  condition  under  Section  7h  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district,  the  parking  and 
storage  of  motor  vehicles. 

PREMISES  AFFECTED— 2300  Story  Avenue,  southeast 
corner  of  Havemeyer  Avenue,  Block  3698,  Lets  3  and  6, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Gerald  Levy. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board 
on  March  25,  1958,  on  certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  July  17,  1973,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March 
25,  1958,  as  amended  through  June  11,  1968,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“ granted  for  a  term  of  five  years  from  July  23,  1973, 
to  permit  .  .  .  ;  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  704-57) 


925-57-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Chevron  Oil 
Company,  owner. 

SUBJECT— Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  extension  of  term  of  variance 
which  expired  March  25,  1973 — decision  of  the  Borough 
Superintendent;  previously  granted  on  condition  under 
Sections  7e,  7f,  7h  and  7i  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  retail  and  residence  use  district,  the  erection 
and.  maintenance  of  a  gasoline  service  station,  lubritorium, 
minor  auto  repairs,  car  washing,  office,  sales,  storage  and 
parking  of  motor  vehicles  and  ground  sign  on  the  retail 
portion  of  the  plot. 

PREMISES  AFFECTED— 133-10  to  133-16  (133-12  offi¬ 
cial)  Liberty  Avenue  and  104-01  to  104-11  133rd  Street, 
southeast  corner,  Block  9587,  Lots  1  and  2,  Richmond 
Hill,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 
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ACTION  Or  BOARD — Rules  of  Procedure  waived,  ap¬ 
plication  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
March  25,  1958,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  July  17,  1973,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  March  25,  1958,  only  as  to  the 
term  of  the  variance,  so  that  as  amended  this  portion  of 
the  resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  new  Certificate 
of  Occupancy  shall  be  obtained.”  (N.B.  3546-57) 

505-58-BZ 

APPLICANT — Reavis  and  McGrath  for  Eldan  Holding 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  on  term  of  variance  which  expires  March  17, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the 
maintenance  of  a  parking  lot  for  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles  for  accessory  use  by 
patrons  of  the  funeral  home  and  by  parishioners  of  the 
church  across  Fourth  Avenue — no  fee  to  be  charged. 
PREMISES  AFFECTED- — 416  42nd  Street,  south  side, 
100  feet  east  of  4th  Avenue,  Block  724,  Lot  11,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Reginald  S.  Hardy  and  Richard  Solomon. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  . .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
January  13,  1959,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  July  17,  1973,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
13,  1959  as  amended  through  March  17,  1964,  only  as  to 
the  term  of  variance,  so  that  as  amended  this  portion  of 
the  resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  March  17,  1974, 
to  permit  .  .  .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  2583-58) 

870-65-BZ 

APPLICANT — Garry  D.  Yanker  and  Wayne  M.  White 
for  Enterprise  Research  Organization,  Incorporated, 


owner  under  contract,  (Everett  D.  Rassiga  d/b/a  Gaxiola, 
Incorporated,  owner). 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  November 
9,  1966 — decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition  under  Section  11-412  of  the 
Zoning  Resolution,  permitting  in  an  R8  district,  in  an 
existing  four  story  building,  the  enlargement  in  area  of 
the  basement  and  first  floor  art  gallery  previously  granted 
by  the  Board. 

PREMISES  AFFECTED — 13  East  75th  Street,  north  side, 
132  feet  west  of  Madison  Avenue,  Block  1390,  Lot  111, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Garry  D.  Yanker  and  Wayne  M.  White. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  time  to  complete  work  extended. 

THE  VOTE— 

Affirmative:  Chiarman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  o 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
November  9,  1965,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  perimts  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  November  9,  1965,  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  and  a 
Certificate  of  Occupancy  obtained  within  one  year  from 
the  date  of  this  amended  resolution.”  (Alt.  249-65) 


155-71-BZ 

APPLICANT— Lama  and  Vassalotti  for  Seafarers  Build¬ 
ing  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
11-412  of  the  Zoning  Resolution,  permitting  in  an  R6  dis¬ 
trict,  the  erection  of  a  two  story  enlargement  to  an  ex¬ 
isting  union  office  building  previously  before  the  Board 
and  the  conversion  of  the  existing  mezzanine  to  a  second 
floor  that  increases  the  degree  of  non  conformity. 

PREMISES  AFFECTED — 189  21st  Street  and  657  to  675 
4th  Avenue,  northeast  corner,  Block  640,  Lot  1,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
July  6,  1971,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  work  was 
extended  on  September  19,  1972;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July 
6,  1971,  as  amended  through  September  19,  1972,  by  adding 
thereto : 

“that  the  premises  shall  substantially  conform  to  re¬ 
vised  drawings  of  proposed  conditions  marked  ‘Re¬ 
ceived  June  19,  1973’,  two  sheets,  on  condition  that 
other  than  as  herein  amended  the  resolution  above  cited 
shall  be  complied  with  in  all  respects.”  (N.B.  816-52) 


503-72-BZ 

APPLICANT — Lama  and  Vassalotti  for  Waldmer  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Section 
73-44  of  the  Zoning  Resolution,  permitting  in  a  C4-2  dis¬ 
trict,  in  conjunction  with  the  erection  of  a  four  story 
and  basement  office  building,  the  reduction  in  the  number 
of  off-site  accessory  parking  spaces. 

PREMISES  AFFECTED— 89-33  to  89-53  162nd  Street, 
east  side,  330.99  feet  north  of  Jamaica  Avenue,  and  89-34 
to  89-42  163rd  Street,  Block  9761,  Lots  18,  26,  66,  67,  68 
and  69,  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Homstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
October  31,  1972,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
31,  1972,  by  adding  thereto: 

“that  the  premises  shall  substantially  conform  to  re¬ 
vised  drawings  of  proposed  conditions  marked  ‘Re¬ 
ceived  June  14,  1973’,  eight  sheets,  on  condition  that 
other  than  as  herein  amended  the  resolution  above  cited 
shall  be  complied  with  in  all  respects.”  (N.B.  707-72) 


33-70-BZ — Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Shell  Oil  Com¬ 
pany,  owner. 

SUBJECT — Application  reopened  January  30,  1973  as  Vol¬ 
ume  II  decision  of  the  Borough  Superintendent,  under 
Sections  11-412  and  11-413  of  the  Zoning  Resolution,  to 
permit  in  a  Cl -2  district,  the  enlargement  in  floor  area  of 
an  existing  automotive  service  station  with  accessory  uses 
previously  before  the  Board  and  the  addition  to  the  uses 
to  include  automobile  laundry  with  less  than  the  required 
reservoir  space. 

PREMISES  AFFECTED— 801-821  Soundview  Avenue, 
northwest  corner  of  Lafayette  Avenue,  Block  3637,  Lot 
64,  Borough  of  The  Bronx.  Community  Board  #8. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  September  18,  1973, 
at  10  A.M.  For  hearing. 


17-73-BZ 

APPLICANT — Nicholas  J.  Salvadeo  for  Samuel  A. 
Julian,  owner. 

SUBJECT — Application  January  11,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Rl-2  district,  the  erection 
of  a  one  story  and  cellar  one  family  dwelling  on  a  plot 
with  less  than  the  required  lot  area  and  lot  width. 

PREMISES  AFFECTED — 175  Mason  Street,  east  side, 
332  feet  north  of  Vista  Avenue,  Block  850,  Lot  24,  Don- 
gan  Hills,  Borough  of  Richmond.  Community  Board  #3. 

APPEARANCES— 

For  Applicant:  Nicholas  J.  Salvadeo. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  September  18,  1973, 
at  10  A.M.  For  hearing. 


103-73-BZ 

APPLICANT — A.  H.  Salkowitz  for  Zeborex  Corporation, 
owner. 

SUBJECT — Application  February  15,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  and  Cl -2  district,  the 
erection  of  a  six  story  and  cellar  multiple  dwelling  that 
exceeds  the  permitted  floor  area  ratio  and  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED — 87-06  Justice  Avenue,  south 
side,  139.77  feet  east  of  Broadway,  Block  1842,  Lot  18, 
Elmhurst,  Borough  of  Queens.  Community  Board  #4. 

APPEARANCES— 

For  Applicant:  Carl  Heimberger. 

For  Opposition:  Steve  Toufexis. 

ACTION  OF  BOARD — Laid  over  to  September  18,  1973, 
at  10  A.M.,  for  additional  information  and  continued 
hearing. 

123-73-BZ  ' 

APPLICANT — Jamaica  Water  Supply  Company,  owner. 

SUBJECT — Application  February  23,  1973 — decision  of 
the  Borough  Superintendent,  under  Section  73-14  of  the 
Zoning  Resolution,  to  permit  in  an  R2  district,  the  con¬ 
struction  of  a  water  pumping  station. 

PREMISES  AFFECTED — 132-06  Springfield  Boulevard, 
southwest  corner  of  Adair  Street,  Block  12728,  Lot  41, 
Springfield  Gardens,  Borough  of  Queens.  Community 
Board  # 

APPEARANCES— 

For  Applicant:  John  E.  Regan  and  Stephen  B.  Dempsey. 
For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  July  24,  1973,  at 
10  A.M.  For  decision. 


132-73-BZ 

APPLICANT— Sol  Niego  for  the  Bohack  Corporation, 
owner;  NuDimensions-Figure  Salon  of  Queens  Incor¬ 
porated,  lessee. 

SUBJECT — Application  February  27,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl -2  district,  in  an  existing 
two  story  commercial  building,  the  change  in  use  of  the 
second  floor  from  offices  to  a  health  establishment  and 
reducing  salon. 

PREMISES  AFFECTED — 249-20  Northern  Boulevard, 
southwest  corner  of  Marathon  Parkway,  Block  8215,  Lot 
24,  Little  Neck,  Borough  of  Queens.  Community  Board 
#1L 
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MINUTES 


APPEARANCES— 

For  Applicant:  Sol  Niego. 

For  Opposition :  None. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 


ACTION  OF  BOARD— Laid  over  to  July  24,  1973,  at 
10  A.M.  Hearing  closed.  For  decision. 

138-73-BZ 

APPLICANT — Maurice  Intrator  for  Majority  Baptist 
Church,  owner. 

SUBJECT — Application  March  1,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C3-2  district,  the  erection 
of  a  two  story  enlargement  to  adjoining  structures  to  be 
occupied  as  a  church  that  will  exceed  the  permitted  floor 
area  ratio. 

PREMISES  AFFECTED— 115-121  Farmers  Boulevard, 
northeast  corner  of  115th  Road,  Block  11032,  Lots  1,  2,  St. 
Albans,  Borough  of  Queens.  Community  Board  #12. 

APPEARANCES— 

For  Applicant :  Maurice  Intrator,  Annie  Payne,  Lemuel 
C.  Butler,  Mildred  S.  Parraeo,  Rev.  Walter  A.  Jones, 
Erleen  Scott,  Viola  Williams  and  Deacon  Alfred  Paine. 
For  Opposition :  Ruby  M.  Morris. 

ACTION  OF  BOARD — Laid  over  to  September  11,  1973, 
at  10  A.M.  Applicant  to  make  proper  notification.  For 
hearing. 

142-73-BZ 

APPLICANT — Andrew  DiCamillo  for  Empire  Realty  Com¬ 
pany,  owner ;  Empire  Silver  Company,  lessee. 

SUBJECT — Application  March  2,  1973 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412,  72-21  and 
73-50  of  the  Zoning  Resolution,  to  permit  in  a  C8-1  district, 
the  erection  of  a  second  floor  enlargement  to  an  existing 
building  previously  before  the  Board  that  will  exceed  the 
permitted  floor  area  ratio  and  encroaches  on  the  required 
yard  along  a  district  boundary. 

PREMISES  AFFECTED— 6518  to  6526  New  Utrecht 
Avenue,  1455  66th  Street,  northwest  corner,  Block  5755, 
Lot  36,  Borough  of  Brooklyn.  Community  Board  #11. 

.  APPEARANCES— 

For  Applicant:  Frank  Sellitto. 

For  Opposition:  Daniel  Longhi,  Paul  Dapolito  and  Frank 
B.  DiMattis. 

ACTION  OF  BOARD — Laid  over  to  September  18,  1973, 
at  10  A.M.  Continued  hearing. 

168-73-BZ 

APPLICANT — Lama  and  Vassalotti  for  Mobil  Oil  Cor¬ 
poration,  owner. 

SUBJECT — Application  March  13,  1973 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  11-412 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  district,  the 
enlargement  in  area  and  reconstruction  of  an  automotive 
service  station  with  accessory  uses  previously  before  the 
Board. 

PREMISES  AFFECTED— 61-64  Woodhaven  Boulevard, 
and  61-09  to  61-27  Dry  Harbor  Road,  southwest  corner, 
Block  2974,  Lot  117,  Elmhurst,  Borough  of  Queens. 
Community  Board  #5. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  None. 


ACTION  OF  BOARD — Laid  over  to  July  24,  1973,  at  10 
A.M.  Hearing  closed.  For  decision. 


182-73-BZ 

APPLICANT — Donald  E.  Freed  &  Leonard  F.  Rothkrug 
for  W.  Solomon  R.  Guggenheim  Foundation,  owner. 
SUBJECT — Application  March  26,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R10  district,  at  a  museum 
previously  before  the  Board,  the  enlargement  and  rear¬ 
rangement  of  the  accessory  tea  room  that  will  encroach 
into  a  portion  of  the  driveway. 

PREMISES  AFFECTED— 1071  Fifth  Avenue,  east  side, 
from  East  88th  Street  to  East  89th  Street,  Block  1500, 
Lot  1,  Borough  of  Manhattan.  Community  Board  #8. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug,  Henry  Berg, 
Donald  E.  Freed  and  Peter  G.  Loggin. 

For  Opposition :  None. 

For  Administration :  Andrea  Kremen,  City  Planning 
Comm. 

ACTION  OF  BOARD— Laid  over  to  July  24,  1973,  at 
10  A.M.,  for  decision;  hearing  closed;  previously  in¬ 
spected. 


284-73-BZ 

APPLICANT — Sol  Niego  for  Robert  Francis,  owner. 

SUBJECT — Application  on  May  8,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  the  construc¬ 
tion  and  maintenance  of  a  public  parking  lot  with  en¬ 
trances  and  exits  within  50  feet  of  intersecting  streets. 

PREMISES  AFFECTED— 26-32  Brevoort  Place,  south¬ 
east  corner  of  Bedford  Place,  Block  2022,  Lot  12,  Borough 
of  Brooklyn.  Community  Board  #3. 

APPEARANCES— 

For  Applicant:  Sol  Niego. 

For  Opposition:  Reginald  Charles,  Zuila  Knight,  Roosen- 
elt  George,  Ann  Branch,  Gerald  E.  Waters,  Catherine 
E.  Sherrad,  Betty  Simmons,  Nettie  Allman,  Wilfred 
King  and  Mary  Allman. 

ACTION  OF  BOARD— Laid  over  to  September  18,  1973, 
at  10  A.M.  For  continued  hearing. 


332-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Charlotte  Herbst, 
owner ;  Seymour  Herbst,  lessee. 

SUBJECT — Application  June  1,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4'  district,  the  erection  of  a 
second  floor  to  an  existing  one  story  mixed  building  and 
the  change  in  use  to  offices  throughout. 

PREMISES  AFFECTED — 6214  Riverdale  Avenue,  east 
side,  115  feet  south  of  263rd  Street,  Block  5887,  Lot 
1355,  Borough  of  The  Bronx.  Community  Board  #14. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug  and  Seymour 
Herbst. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  July  24,  1973,  at  10 
A.M.  For  hearing. 

407-71-BZ — Vol.  II 

APPLICANT — Peirez,  Karmiol  &  Ackerman  for  The  St. 
Francis  Monastery,  owner. 


MINUTES 


SUBJECT — Application  reopened  April  5,  1973  as  Volume 
II— decision  of  the  Borough  Superintendent,  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R6 
district,  for  a  term  of  five  years,  the  construction  and 
maintenance  of  an  off-site  accessory  parking  lot  for  an 
existing  catering  establishment. 

PREMISES  AFFECTED — 1651  Hancock  Street,  west  side, 
260.13  feet  south  of  Cypress  Avenue  and  1658-1662  Jeffer¬ 
son  Avenue,  Block  3548,  Lots  40,  43,  45,  79,  Ridgewood, 
Borough  of  Queens,  Community  Board  #5. 

APPEARANCES— 

For  Applicant:  Sheldon  Lobel. 

For  Opposition:  Charles  and  Marie  W.  Ernst,  Sofie  Wit- 
tine,  John  Klein,  Harry  C.  Whelpley  and  Adolph  Bier. 
RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THT  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
July  3,  1973,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  July  17,  1973;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  13,  1973,  acting  on  Alt.  Applic.  535/1971,  reads: 

“1.  Proposed  offsite  accessory  parking  facility  for 
commercial  use  in  an  R6  district  is  contrary  to  Sec. 
22-00  and  25-251  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  an  R6  district,  for  a  term  of  five  years,  the  con¬ 
struction  and  maintenance  of  an  off-site  accessory  parking 
lot  for  an  existing  catering  establishment  on  condition  that 
all  work  shall  substantially  conform  to  drawings  filed  with 
this  application  marked  “Received  April  5,  1973,”  4  sheets; 
on  further  condition  that  all  parking  be  by  ‘valet  service’, 
and  the  lot  shall  remain  vacant  and  secured  when  the  cater¬ 
ing  establishment  is  closed  and  that  all  laws,  rules  and 
regulations  applicabe  to  be  compied  with  and  substantial 
construction  be  completed  within  one  year  from  the  date  of 
this  Resolution. 


566-72-BZ 

APPLICANT — McGee  and  Morsellino  for  August  Lianzo, 
owner. 

SUBJECT — Application  September  8,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  the  maintenance 
of  an  open  contractors  storage  establishment  with  accessory 
parking. 

PREMISES  AFFECTED — 183  Frost  Street,  north  side, 
125  feet  west  of  Humboldt  Street  Block  2735,  Lot  35, 
Borough  of  Brooklyn.  Community  Board  #1. 


APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  . . .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  May  15,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  June  19,  1973;  then  to  July  3,  1973; 
then  to  July  17,  1973 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1972,  acting  on  Alt.  Applic.  348/1972,  reads: 

“1.  The  proposed  use  of  an  open  lot  in  an  R6  dis¬ 
trict  for  a  contractor  is  open  storage  yard  and  acces¬ 
sory  parking  of  2  trucks  U.  G.  17A  is  not  a  use  per¬ 
mitted  as  of  right  and  same  is  contrary  to  Section 
22-00  and  42-14  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Reolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  an  R6  district,  the  maintenance  of  an  open  con¬ 
tractors  storage  establishment  with  accessory  parking  on 
condition  that  all  work  shall  substantially  conform  to  the 
drawings  filed  with  this  application  marked  “Received 
August  8,  1972,”  1  sheet  and  “July  12,  1973,”  1  sheet; 
on  further  condition  that  the  variance  shall  lapse  if  the 
owner  vacates  the  site ;  and  that  all  laws,  rules  and  regu¬ 
lations  applicable  be  complied  with  and  that  substantial 
construction  be  completed  within  one  year  from  the  date  of 
this  resolution. 


557-72-A 

APPLICANT — McGee  and  Morsellino  for  August  Lianzo, 
owner. 

SUBJECT — Application  September  8,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  wooden  fences 
exceeding  6  feet  in  height. 

PREMISES  AFFECTED — 183  Frost  Street,  north  side, 
125  feet  west  of  Humboldt  Street  Block  2735,  Lot  35, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1972,  on  Alt.  Applic.  348/72,  reads: 
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‘  2.  Wooden  fences  exceeding  6'  in  height  in  a 
residence  district  is  contrary  to  C26-403.2(b)  and 
C26-717.1  of  the  Adms.  Code.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  June  IS,  1972  acting  on  Alt.  Applic. 
348-72  Objection  No.  2  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
all  work  shall  conform  to  the  resolution  adopted  this  date 
under  Calendar  No.  566-72-BZ;  and  that  all  other  laws, 
rules  and  regulations  applicable  shall  be  complied  with. 


20-73-BZ 

APPLICANT — Ingram  S.  Carner  for  Renewin  Corpora¬ 
tion,  owner. 

SUBJECT — Application  January  12,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  on  a  plot 
previously  before  the  Board,  the  enlargement  in  lot  area 
and  the  erection  of  a  supermarket  with  accessory  parking 
in  the  open  area. 

PREMISES  AFFECTED^-71-39  Metropolitan  Avenue, 
northwest  corner  of  Pleasantview  Street,  Block  3055,  Lot 
12,  Middle  Village,  Borough  of  Queens.  Community 
Board  #2. 

APPEARANCES— 

For  Applicant:  Ingram  S.  Carner. 

For  Opposition:  S.  Stanley,  Frank  McMahon,  Grace 
Richers,  George  Durkel,  Macy  O’Connors  and  others. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 
Commissioner  Carroll  .  5 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  May  8,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  June  5,  1973 ;  then  to  June  26,  1973, 
then  to  July  10,  1973;  then  to  July  17,  1973 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  9,  1973,  acting  on  N.B.  Applic.  986/1968,  reads  : 
“1.  Proposed  erection  of  one  story  food  store, 
(U.  G.  6),  in  a  R-5  district  is  contrary  to  Sec.  32-15 
Z.R. 

2.  Proposed  change  from  warehouse  to  food  store 
in  a  R-5  district  is  contrary  to  Board  of  Standard  and 
Appeals  Cal.  #830-68-BZ. 

3.  Proposed  enlargement  of  tract  of  land  is  con¬ 
trary  to  Board  of  Standards  and  Appeals  Cal.  #830- 
68-BZ. 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  finding (s)  b  and  c,  under 
Section  72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  9,  1973,  acting  on  N.B.  Applic.  986/1968, 
Objection  Nos.  1,  2,  3,  be  and  it  hereby  is  affirmed  and  that 
the  application  be  and  it  hereby  is  denied. 


87-73-BZ 

APPLICANT — Larry  Meltzer  for  267  Bay  Ridge  Avenue 
Corporation,  owner. 

SUBJECT — Application  February  8,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  11-413  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C8-1  and  R4  district,  the 
change  in  use  of  an  existing  one  story  building  previously 
before  the  Board,  from  the  manufacture  of  plastic  toys  to 
motor  vehicle  repair  shop  for  use  in  conjunction  with  the 
adjoining  automobile  sales  and  service  establishment. 
PREMISES  AFFECTED— 2889  to  2915  Coney  Island  Ave¬ 
nue,  eastside,  82  feet,  94  inches  north  of  Shore  Parkway, 
and  2656  to  2666  East  11th  Street,  Block  7454,  Lot  29, 
Borough  of  Brooklyn.  Community  Board  #15. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  ithis  application 
on  July  3,  1973,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  July  17,  1973;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  25,  1973,  acting  on  Alt.  Applic.  822/1972, 
reads : 

“1.  In  a  building  partly  in  a  C8-1  District  and 
partly  in  an  R4  District,  the  extension  of  the  existing 
“motor  vehicle  repair  shop  (including  body  and  fender 
work,  paint  spraying,  oxy-acetylene  welding)  and  sales 
of  new  and  used  automobiles  (Use  Group  #16)”  within 
the  portion  of  the  building  in  the  C8-1  District  into  the 
portion  of  the  building  in  the  R4  District  is  contrary  to 
Section  22-00  and  Section  73-42  of  the  Zoning  Resolution. 

2.  The  proposed  change  of  use  of  the  portion  of 
the  building  within  the  R4  District  from  “manufactur¬ 
ing  and  assembly  of  plastic  toys,  and  storage”  to  “motor 
vehicle  repair  shop  (including  body  and  fender  work, 
paint  spraying,  oxy-acetylene  welding)  and  sales  of  new 
and  used  automobiles  (Use  Group  #16)”  is  contrary 
to  the  resolution  previously  adopted  by  the  Board  of 
Standards  and  Appeals  under  Calendar  #754-49-BZ 
Volume  III  and  must  be  referred  back  to  the  Board 
for  their  approval.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  finds  that  this  is  an  appropriate  case 
in  which  to  permit  under  Section  11-412  of  the  Zoning  Reso¬ 
lution,  the  extension  of  the  present  use,  the  enlargement  of 
the  present  building;  and 

Whereas,  the  Board  finds  that  this  is  an  appropriate  case 
in  which  to  permit  under  Section  11-413  of  the  Zoning  Reso¬ 
lution,  the  change  in  use  of  the  present  building. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  permit  under  Section  11-413  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  a  C8-1  and  R4  district,  the  change  in  use 
of  an  existing  one  story  building  previously  before  the  Board, 
from  the  manufacture  of  plastic  toys  to  motor  vehicle  repair 
shop  for  use  in  conjunction  with  the  adjoining  automobile 
sales  and  service  establishment  on  condition  that  all  work 
shall  substantially  conform  to  drawings  filed  with  this  ap- 
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plication  marked  “Received  February  8,  1973,”  4  sheets  and 
“July  12,  1973,”  3  sheets ;  on  further  condition  that  there 
shall  be  no  vehicular  entrances  or  curb  cuts  on  East  11th 
Street ;  that  all  laws,  rules  and  regulations  applicable  be 
complied  with  and  that  substantial  construction  be  completed 
within  one  year  from  the  date  of  this  resolution. 


104-73-BZ 

APPLICANT— A.  H.  Salkowitz  for  Nadine  Holding  Cor¬ 
poration  owner. 

SUBJECT — Application  February  15,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection 
of  a  one  story  and  cellar  medical  office  building  that  en¬ 
croaches  on  the  required  side  yards. 

PREMISES  AFFECTED— 1891  Rockaway  Parkway,  east 
side,  300  feet  north  of  Avenue  N,  Block  8281,  Lot  22,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #17. 

APPEARANCES— 

For  Applicant :  Carl  Heimberger. 

For  Opposition:  Monroe  Cohen,  Natalie  Lazaroff,  Renee 
Rosen,  Ruth  Medvin,  John  Bellino  and  Samuel  Zweback. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 

Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  June  19,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  July  3,  1973 ;  then  to  July  17,  1973; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  4,  1972,  acting  on  N.B.  Applic.  359/1972,  reads  : 

“1.  Proposed  community  facility  building  use  GR 
4  in  R5  District  does  not  have  two  required  8  ft.  side 
yards  contrary  to  Sec.  24-35-ZR.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  72-21  of  the  Zoning  Resolution,  and  that  the 
applicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R5  district,  the  erection  of  a  one  story  and  cellar  medical 
office  building  that  encroaches  on  the  required  side  yards 
on  condition  that  all  work  shall  substantially  conform  to 
drawings  filed  with  this  application  marked  “Received  Feb¬ 
ruary  15,  1973,”  5  sheets  and  “July  12,  1973,”  1  sheet;  on 
further  condition  that  there  be  no  vehicular  entrance  on 
98th  Street  and  that  all  laws,  rules  and  regulations  applicable 
be  complied  with  and  substantially  construction  be  completed 
within  one  year  from  the  date  of  this  resolution. 


218-73-BZ 

APPLICANT — Norman  Reiffman  for  Estrol  Oil  Corpora¬ 
tion,  owner ;  Saveway  Monument  Incorporated,  lessee. 
SUBJECT — Application  April  11,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-211  of  the  Zoning 


Resolution,  to  permit  in  a  C2-2  di#rict  the  reconstruction 
and  rearrangement  of  an  automotive  service  station  with 
accessory  uses  and  accessory  signs. 

PREMISES  AFFECTED — 89-08  Astoria  Boulevard,  south 
side,  9.75  feet  East  of  89th  Street,  Block  1363,  Lots  2  and 
5,  Astoria,  Borough  of  Queens.  Community  Board  #3. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
June  19,  1973,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  July  3,  1973;  then  to  July  17,  1973;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  14,  1973,  acting  on  N.B.  Applic.  187/1973, 
reads : 

“1.  Proposed  gasoline  Service  Station  offices  and 
accessory  Storage  Bldg,  located  in  C2-2  in  R4  district 
is  contrary  to  Section  32-00  of  Z.R.” 

2.  Signs  for  proposed  gasoline  station  are  not  per¬ 
mitted  as  of  right  to  32-00  of  Z.R. 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-211  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Section  73-211  of  the  Zoning  Resolution,  to  per¬ 
mit  in  a  C2-2  district,  the  reconstruction  and  rearrange¬ 
ment  of  an  automotive  service  station  with  accessory  uses 
and  accessory  signs,  on  condition  that  all  work  shall  sub¬ 
stantially  conform  to  drawings  filed  with  this  application 
marked  “Received  April  11,  1973”  5  sheets,  and  “July  10, 
1973,”  one  sheet ;  and  that  all  laws,  rules  and  regulations 
applicable  be  complied  with,  and  that  substantial  construc¬ 
tion  be  completed  within  one  year  from  the  date  of  this 
resolution. 


225-73-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Abington  Holding  Incorporated,  owner. 
SUBJECT- — Application  April  17,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  conversion  of 
an  existing  six  story  loft  to  residential  use  and  the  erection 
of  a  six  floor  mezzanine  that  increases  the  degree  of  non- 
compliance  in  floor  area  ratio. 

PREMISES  AFFECTED — 22-24  Jones  Street,  south  side, 
143.4  feet  east  of  Bleecker  Street,  Block  590,  Lot  16, 
Borough  of  Manhattan.  Community  Board  #2. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum,  Barry  Cohen  and 
Doris  Diether,  Comm.  Bd.  #2. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  conditioa 
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THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  June  26,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  July  10,  1973;  then  to  July  17,  1973; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  11,  1973,  acting  on  Alt.  Applic.  209/1973,  reads: 
“C2.  Additional  floor  area  creates  an  increase  in  the 
degree  of  non-compliance  as  to  the  floor  area  and  open 
space  as  per  Section  54-311  of  the  zoning  resolution.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  prac¬ 
tical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R6  district,  the  conversion  of  an  existing  six-story 
loft  structure  to  residential  use  and  the  erection  of  a  sixth 
floor  mezzanine  that  increases  the  degree  of  non-compliance 
in  floor  area  ratio  and  open  space,  on  condition  that  all  work 
shall  substantially  conform  to  drawings  filed  with  this  appli¬ 
cation  marked  ‘‘Received  April  17,  1973”,  one  sheet,  “July  3, 
1973”,  7  sheets,  and  “July  5,  1973”,  one  sheet;  and  that  all 
laws,  rules  and  regulations  applicable  be  complied  with,  and 
that  substantial  construction  be  completed  within  one  year 
from  the  date  of  this  resolution. 

226-73-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
\oung  for  Abington  Holding,  Incorporated,  owner. 
SUBJECT — Application  April  17,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  rear  yard  for 
multiple  dwelling. 

PREMISES  AFFECTED — 22-24  Jones  Street,  south  side, 
148.4  feet  east  of  Bleecker  Street,  Block  590,  Lot  16, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum,  Barry  Cohen 
and  Doris  Diether,  Community  Board  #2. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  11,  1973,  on  Alt.  Applic.  209/1973,  reads: 

“1.  Provide  30  ft.  rear  yard  as  required  by  Section 
26  of  the  Multiple  Dwelling  Law.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of  the 
Board,  which  recommended  that  the  appeal  be  granted  under 
certain  conditions. 

;  Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  April  11,  1973,  acting  on  Alt.  Applic.  209/1973,  Objec¬ 


tion  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  310  of  the  Multiple  Dwelling 
Law,  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  all  work  shall  conform  to  the  resolution 
adopted  this  date  under  Calendar  Number  225-73-BZ ;  and 
that  all  other  laws,  rules  and  regulations  applicable  be  com¬ 
plied  with. 

244-73-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Nevada  Towers,  Incorporated,  owners. 
SUBJECT — Application  April  25,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  C4-7  district,  the  erec¬ 
tion  of  a  28  story  building  without  the  required  accessory 
parking. 

PREMISES  AFFECTED — 2021-2035  Broadway  and  201- 
215  Amsterdam  Avenue,  northwest  corner  of  69th  Street, 
Block  1141,  Lot  1,  Borough  of  Manhattan.  Community 
Board  #7. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum  and  William  A. 
November. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — -Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  July  10,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  July  17,  1973;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  9,  1973,  acting  on  N.B.  Applic.  41/1972,  reads : 
“A19.  Provide  required  accessory  parking  as  per 
Sect.  25-51  Zoning  Resolution  (108  cars).” 

and 

Whereas,  the  premises  and  surrounding  area  w-ere  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
a  C4-7  district,  the  erection  of  a  28-story  mixed  building 
without  the  required  accessory  parking,  on  condition  that  all 
work  shall  substantially  conform  to  drawings  filed  with  this 
application  marked  “Received  April  25,  1973”,  5  sheets ;  and 
that  all  laws,  rules  and  regulations  applicable  be  complied 
with,  and  that  substantial  construction  be  completed  within 
one  year  from  the  date  of  this  resolution. 

280-73-BZ 

APPLICANT — Albert  Melniker  for  Prel-Staten  Island, 
Incorporated,  owner. 

SUBJECT — Application  May  7,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  district,  the  completion 
of  a  one  family  dwelling  that  encroaches  on  the  required 
front  yard. 


j 
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PREMISES  AFFECTED— 57  Andes  Place,  northeast 
corner  of  La  Guardia  Avenue,  Block  705,  Lot  140,  of 
Castleton  Corners,  Borough  of  Richmond.  Community 
Board  #3. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 

Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION — < 

Whereas,  a  public  hearing  was  held  on  this  application 
on  July  10,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  July  17,  1973 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  24,  1973,  acting  on  N.B.  Applic.  1180/1972, 
reads : 

“1.  The  minimum  front  yard  required  in  an  Rl-2 
district  is  20'  in  accordance  with  Section  23-45  of  the 
Zoning  Resolution.  Foundation  location  survey  sub¬ 
mitted  is  not  in  conformance  with  Section  23-45  of  the 
Zoning  Resolution  for  the  front  yard.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  an  Rl-2  district,  the  completion  of  a  one-family 
dwelling  that  encroaches  on  the  required  front  yard,  on  con¬ 
dition  that  all  work  shall  substantially  conform  to  drawings 
filed  with  this  application  marked  “Received  May  7,  1973”, 
2  sheets ;  and  that  all  laws,  rules  and  regulations  applicable 
be  complied  with,  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 

301-73-BZ 

APPLICANT — Atkin  &  Bassolino  for  Bronx  Third  Avenue 
Realty  Corporation,  owner. 

SUBJECT— Application  May  18,  1973— decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-21  and  73-19  of 
the  Zoning  Resolution,  to  permit  in  a  Ml-1  district,  the 
conversion  of  the  third  floor  of  existing  three  story  fac¬ 
tory  to  a  school  and  day  care  center. 

PREMISES  AFFECTED— 1085-1089  Washington  Avenue, 
southwest  corner  and  456  East  166th  Street,  Block  2387, 
Lot  32,  Borough  of  The  Bronx.  Community  Board  #3. 

APPEARANCES— 

For  Applicant:  Harry  Atkin. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  July  10,  1973,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  July  17,  1973;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  18,  1972,  acting  on  Alt.  Applic.  367/1972,  reads : 

“1.  Change  of  use  of  third  floor  occupancy  from 
factory  Use  Group  16  to  Day  Care  Center  U.G.  3,  lo¬ 
cated  in  a  Ml-1  district  is  contrary  to  Section  42-11  of 
Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  72-21  of  the  Zoning  Resolution,  and  that  the 
applicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit 
in  an  Ml-1  district,  the  conversion  of  the  third  floor  of  an 
existing  three-story  factory  to  a  school  and  day  care  center, 
on  condition  that  all  work  shall  substantially  conform  to 
drawings  filed  with  this  application  marked  “Received  May 
18,  1973,”  6  sheets;  and  that  all  laws,  rules  and  regulations 
applicable  be  complied  with,  and  that  substantial  construc¬ 
tion  be  completed  within  one  year  from  the  date  of  this 
resolution. 


327-73-B  Z 

APPLICANT— Kenneth  H.  Ivoons  for  Valbel  Realty 
Corporation,  owner. 

SUBJECT — Application  May  29,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  C8-1  district,  the  conversion 
of  an  existing  two  story  building  from  public  garage  to 
warehouse  and  a  bakery  that  will  exceed  the  floor  area 
limitation  for  production  and  the  maintenance  of  a  loading 
berth  that  has  less  than  the  required  size. 

PREMISES  AFFECTED— 1990-92  White  Plains  Road, 
east  side,  439.33  feet  south  of  Bronxdale  Avenue,  Block 
4257,  Lot  16,  Borough  of  The  Bronx.  Community  Board 
#11. 

APPEARANCES— 

For  Applicant :  Kenneth  H.  Koons  and  Gerald  Levy. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative'  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 

Commissioner  Carroll  .  5 

N  egative  :  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
July  10,  1973,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  July  17,  1973 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  11,  1973,  acting  on  Alt.  Applic.  151/1973,  reads: 
“1.  Proposed  Bakery  with  more  than  750  sq.  ft.  of 
Production  Area,  Use  Group  17  in  a  C8-1  District  is 
contrary  to  32-00  and  42-14  of  the  Zoning  Resolution. 


v| 
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2.  Proposed  Required  Loading  Berth,  in  a  C8-1 
District,  of  Dimensions  less  than  14  ft.  high  and  12  ft. 
wide  is  contrary  to  36-681  of  the  Zoning  Resolution.” 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  prac¬ 
tical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a 
C8-1  district,  the  conversion  of  an  existing  two-story  build¬ 
ing  from  public  garage  to  warehouse  and  a  bakery  that  will 
exceed  the  floor  area  limitation  for  production  and  the 
maintenance  of  a  loading  berth  that  has  less  than  the  re¬ 
quired  size,  on  condition  that  all  work  shall  substantially 
conform  to  drawings  filed  with  this  application  marked 
“Received  May  29,  1973”,  8  sheets ;  and  that  all  laws,  rules 
,  and  regulations  applicable  be  complied  with,  and  that  sub¬ 
stantial  construction  be  completed  within  one  year  from  the 
date  of  this  resolution. 


330-73-BZ 

APPLICANT — Savignano,  Strange  &  Vella,  for  Rosalie 
&  Frank  Abbadessa,  owner.  Glenn  Funeral  Homes,  lessee. 
SUBJECT — Application  May  25,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-03  (g)  and  73-27 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  district,  on 
a  plot  previously  before  the  Board,  the  enlargement  in 
area  of  the  funeral  establishment  into  the  adjoining  stores. 
PREMISES  AFFECTED— 4417-4423  Avenue  D  and  792 
East  45th  Street,  northwest  corner,  Block  4961,  Lot  39, 
Borough  of  Brooklyn.  Community  Board  #14. 

APPEARANCES— 

For  Applicant:  James  M.  Vella. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
:  THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  . ' .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
July  10,  1973,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  July  17,  1973;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  7,  1973,  acting  on  Alt.  Applic.  761/1965,  reads: 

“1.  Proposed  extension  of  funeral  est.  Use  Group 
#7,  in  a  Cl-2  in  R4  District  is  contrary  to  Sec.  52-41  of 
the  Zoning  Resolution. 

2.  Since  there  are  no  bulk  regulations,  parking  or 
loading  requirements  for  a  non-conforming  use  in  a 
Cl-2  in  R4  District  these  matters  shall  be  referred  to 
the  Board  for  Determination.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

„  Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Sections  73-03  and  73-27  of  the  Zoning  Resolution. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Sections  73-03  (g)  and  73-27  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  a  Cl-2  district,  on  a  plot  previously  before 
the  Board,  the  enlargement  in  area  of  the  funeral  establish¬ 
ment  into  the  adjoining  stores,  on  condition  that  all  work 
shall  substantially  conform  to  drawings  filed  with  this  appli¬ 
cation  marked  “Received  May  25,  1973”,  7  sheets;  and  that 
all  laws,  rules  and  regulations  applicable  be  complied  with, 
and  that  substantial  construction  be  completed  within  one 
year  from  the  date  of  this  resolution. 

Adjourned:  1:30  P.M. 

John  B.  Cincotta,  Executive  Director 

REGULAR  MEETING 

TUESDAY  AFTERNOON,  JULY  17,  1973,  2  P.M. 

Present :  Chairman  Klein,  Vice  Chairman  Agusta, 

Commissioner  Hornstein,  Commissioner  Walsh  and 
Commissioner  Carroll. 


339-73-BCR 

APPLICANT — Joseph  Stein,  P.E.,  Commissioner,  Depart¬ 
ment  of  Buildings. 

AUTHORITY — Section  C26-106.2(e)  of  the  Building  Code 
of  the  City  of  New  York. 

SUBJECT — Modifications  of  Reference  Standard  18  and 
Reference  Standard  18-7  (safety  code  for  workmen’s 
hoist). 

APPEARANCES— 

For  Applicant:  I.  Minkin. 

ACTION  OF  BOARD — Modify  Reference  Standard  18 
and  Reference  Standard  18-7. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  July  17,  1973  after 
due  notice;  and 

Whereas,  the  Board  has  determined  that  Reference 
Standard  18  and  Reference  Standard  18-7  should  be  modified ; 

Resolved,  that  the  Board  of  Standards  and  Appeals,  act¬ 
ing  under  the  authority  of  Section  C26-1 06.2(e)  of  the 
Building  Code  of  the  City  of  New  York,  hereby  modifies 
Reference  Standard  18  and  Reference  Standard  18-7  as 
follows : 

1.  Reference  Standard  RS-18  List  of  Referenced  National 
Standards  is  hereby  amended  in  regard  to  workman’s  hoists 
as  follows : 

[USASI  —  A=10.4  USA  Standard  Safety  Code  for 

Workmen’s  Hoist  ....  1963] 

ANSI  —  A=10.4  ANSI  Standard  Safety  Requirements 

For  Personnel  Hoists  ....  1973 

2.  Reference  Standard  RS  18-7,  (USASI — A=10.4 — 
1963  Standard  Safety  Code  for  Workmen’s  Hoists,  includ¬ 
ing  the  modifications  thereto)  is  hereby  repealed  in  its 
entirety  and  superseded  by  the  following: 

ANSI  —  A=10.4  ANSI  Standard  Safety  Requirements 

For  Personnel  Hoists  ....  1973 

MODIFICATIONS — The  provisions  of  ANSI  A — 10.4 — 
1973  shall  be  subject  to  the  following  modifications.  The 
following  paragraph  numbers  are  from  that  standard. 

4.-a  through  f  — Delete  in  its  entirety 


1 1 


0 


r 


o 
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7.4.6 

9.1.3c 


9.1.4.  (b) 


10.1.3 


15.2.2 

15.5.2 


18.7(3) 


20.1.5(2) 

24.9 

26.3 


26.4 

28.1.3. 

28.4.1. 


— Delete  the  exception  for  existing  hoists. 
—Delete  the  words  “Welding  shall  conform 
to  the  appropriate  standards  of  the  Ameri¬ 
can  Welding  Society”  and  substitute  the 
following : 

“Welding  shall  conform  to  all  applicable 
provisions  of  the  Building  Code”. 

— Delete  in  its  entirety,  and  substitute  the 
following : 

“(b)  Reinforced  Concrete.  Building  Code 
Requirements  for  Reinforced  Concrete 
(ACI  318-1971)” 

— Delete  in  its  entirety  and  substitute  the 
following : 

“Wiring  Methods  in  Hoisting  and  Machine 
Rooms.  The  installation  of  all  electrical 
wiring  in  hoisting  and  machine  rooms  shall 
comply  with  this  standard  and  with  the 
N.  Y.  C.  Electrical  Code”. 

— Delete  in  its  entirety 

— Delete  the  last  sentence,  and  substitute 
the  following: 

“Welding  shall  conform  to  all  applicable 
provisions  of  the  Building  Code”. 

— Delete  in  its  entirety,  and  substitute  the 
following : 

“Welding.  Welding  shall  conform  to  all 
applicable  provisions  of  the  Building 
Code”. 

— Delete  the  words  “or  fire  retardent  re¬ 
inforced  plastic”. 

■ — Delete  the  words  “for  cast  iron”. 

— Add  a  new  section  26.3.3  to  follow  section 
26.3.3  to  read  as  follows : 

“26.3.3  Bureau  of  Gas  and  Electricity. 
Approval  by  the  Bureau  of  Gas  and  Elec¬ 
tricity  is  required”. 

— Delete  the  words  “National  Electrical 
Code,  ANSI  Cl-1971”,  and  substitute  the 
words  “New  York  City  Electrical  Code”. 
—Add  the  following  sentence :  “In  addition 
all  applicable  inspection  and  test  require¬ 
ments  of  the  Building  Code  shall  be  com¬ 
plied  with”. 

— Add  the  following  sentence :  “All  ap¬ 
plicable  inspection  and  test  requirements  of 
the  Building  Code  shall  be  complied  with”. 


3.  This  amendment  shall  take  effect  immediately,  except 
that  workman’s  hoists  previously  approved  or  accepted  by 
the  Commissioner  or  the  Board  of  Standards  and  Appeals 
can  continue  in  use  subject  to  the  limitations  or  the  approval, 
and  all  required  periodic  inspections  and  tests. 


*  Material  italicised  is  new;  material  in  brackets  []  is 
being  deleted. 

“Wiring  Methods  in  Hoisting  and  Machine 


341-73-BCR 

APPLICANT — Joseph  Stein,  P.E.,  Commissioner,  Depart¬ 
ment  of  Buildings. 

AUTHORITY— Section  C26-106.2(e)  of  the  Building  Code 
of  the  City  of  New  York. 

SUBJECT — Modifications  of  Reference  Standard  12  in  re¬ 
lation  to  noise  control  and  heating. 

APPEARANCES— 

For  Applicant:  I.  Minkin. 

ACTION  OF  BOARD — Modify  Reference  Standard  12. 


THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 

Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  July  17,  1973  after 
due  notice;  and 

Whereas,  the  Board  has  determined  that  Reference 
Standard  12  should  be  modified; 

Resolved,  that  the  Board  of  Standards  and  Appeals,  acting 
under  the  authority  of  Section  C26-106.2(e)  of  the  Building 
Code  of  the  City  of  New  York,  hereby  modifies  Reference 
Standard  12  as  follows : 

1.  Reference  Standard  RS-12  List  of  National  Referenced 
Standards  is  hereby  amended  to  read  as  follows : 


LIST  OF  REFERENCED  NATIONAL  STANDARDS 

1972 

ASHRAE  Guide  and  Data  Book — [1967-68] 

ASTM  E-90  [Tentative]  Standard  Recommended  Prac¬ 
tice  for  Laboratory  Measurement  of  Air¬ 
borne  Sound  Transmission  Loss  of  Build¬ 
ings  [Floors  and  Walls]  Partitions — 
[  1 96 1 T  &  1966T] 

1970 


ASTM  E336 

[ASHRAE-36 

[ASHRAE-36B 

ASHRAE 

ISO  R1680 

US  ASI  SI. 2» 


Standard  Recommended  Practice  for  Meas¬ 
urement  of  Airborne  Sound  Insulation  in 
Buildings — 1971 

Standard  for  Measurement  of  Sound  Power 
Radiated  from  Heating,  Refrigeration,  and 
Air  Conditioning  Equipment — 1962] 
Standard  Method  of  Testing  the  Acoustical 
Performance  of  Terminal  Units — 1963] 
Method  of  Testing  for  Sound  Rating  Heat¬ 
ing,  Refrigeration  and  Air  Conditioning 
Equipment — 1972 

Test  Code  for  the  Measurement  of  the 
Airborne  Noise  Emitted  by  Rotating  Elec¬ 
trical  Machinery — July  1970 
Method  for  Physical  Measurement  of 
Sound — 1962 


US  ASI  S1.4a  General  Purpose  Sound  Level  Meters — 
1961 


US  ASI  S1.6a  Preferred  Frequencies  for  Acoustical  Meas¬ 
urements — 1 960 


USASISl.lla  Specifications  for  Octave,  Half-Octave  and 
Third  Octave  Band  Filter  Sets — 1966 


NOTE  FOR  LIST  OF  REFERENCED 
NATIONAL  STANDARDS 
a.  Same  publication  as  ANSI  standard  having  same  num¬ 
ber  and  title  and  dated  1971. 

2.  Reference  Standard  RS  12-1  is  hereby  amended  to  read 
as  follows : 


REFERENCE  STANDARD  RS  12-1  HEATING 

1.  HEATING  CAPACITY — The  heating  capacity  re¬ 
quired  in  each  room  or  space  shall  be  calculated  in  accord¬ 
ance  with  the  principles  set  forth  in  ASHRAE  guide  and 
data  book;  American  society  of  heating,  refrigeration,  and 
air  conditioning  engineers;  [1965-1966]  1972.  The  calcula¬ 
tions  of  heating  capacity  shall  consider  the  area  and  trans¬ 
mission  coefficients  of  all  surfaces  exposed  to  outdoor  tem¬ 
peratures  or  to  unheated  areas,  and  shall  include  allowance 
for  air  infiltration  and  wind  velocity.  In  spaces  with  high 
ceilings  an  allowance  shall  be  made  for  the  effect  of  stratifi¬ 
cation  so  that  the  prescribed  temperature  will  be  main¬ 
tained  at  a  level  5'  above  the  floor. 
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3.  Reference  Standard  RS  12-2  is  hereby  amended  to  read 
as  follows : 

REFERENCE  STANDARD  RS  12-2  SOUND 
TRANSMISSION  CLASS 

1.  TEST  PROCEDURE  FOR  STC  RATINGS— The 
STC  rating  of  a  construction  assembly  shall  be  obtained  by 
one  of  the  following  methods : 

a.  Laboratory  test. — in  accordance  with  [ASTM  E90-61T, 
and  ASTM  E90-66T]  ASTM  E90-70,  [tentative]  standard 
recommended  practice  for  laboratory  measurement  of  airborne 
sound  transmission  loss  of  building  [floors  and  walls]  parti¬ 
tions. 

b.  Field  test. — in  accordance  with  either  of  the  following : 

(1)  [ASTM  E90-61T,  omitting  paragraphs  3  (b), 
3(c),  3(d),  and  3(f)]  ASTM  E90-70,  omitting  section 

(2)  [London,  Albert;  methods  for  determining 
sound  transmission  loss  in  the  field;  journal  of  research 
of  the  bureau  of  standards,  May  1941]  ASTM  E336-71, 
applicable  portions  of  this  standard. 

2.  STC  TEST  DATA. — The  following  test  data  may  be 
used  in  obtaining  STC  ratings: 


6.  This  modification  shall  be  effective  immediately,  except 
that  tests  performance  in  accordance  with  criteria  being 
repealed  shall  be  acceptable  for  a  period  of  one  year. 
EXPLANATION :  Subsequent  to  enactment  of  the  new 
Building  Code  under  Local  Law  76/68,  additional  research 
into  noise  control  resulted  in  up-dating  and/or  the  supersed¬ 
ing  of  many,  test  standards  and  design  guides  in  this  area, 
thereby  making  many  of  the  existing  publications  inappro¬ 
priate,  out-dated,  or  unavailable  by  being  out  of  print. 

Further,  one  of  the  design  guides  (ASHRAE  Guide  and 
Data  Book)  is  used  for  design  of  heating  systems  as  well 
as  being  a  guide  for  compliance  with  noise  criteria,  thereby 
necessitating  an  amendment  to  Reference  Standard  RS 
12-1  (Heating)  in  addition  to  those  standards  relating  to 
noise  control. 


**  Material  ilalicised  is  new;  material  in  brackets  []  is 
being  deleted. 


783-64-SM 

APPLICANT — United  States  Gypsum  Company,  owner. 
SUBJECT — Additional  sound  absorbing  units. 


Title 

[Sound  Insulation  of  Wall  Floor  and  Door  Con¬ 
struction,  NBS,  Monograph  77,  November  30, 

1964] 

[Sound  Reduction  Properties  of  Concrete  Masonry 
Walls,  1955  and  Report  of  Sound  Transmission 
Loss  and  Air  Flow  Resistance  Measurements  on 
Concrete  Block  Wall,  March  1,  1959  (4db  must 
be  deducted  from  data  contained  in  “Sound  Re¬ 
duction  Properties  of  Concrete  Masonry  Walls” 
in  accordance  with  Page  3  of  the  Report”.] 

[Noise  Control  with  Insulation  Board  for  Homes, 
Apartments,  Motels,  Offices,  AIA  File  No.  39B, 

Third  Edition,  1964] 

A  Guide  to  Airborne  Impact  and  Structure  Borne 
,  Noise — Control  in  Multi-family  dwelling s-1967 

A  Guide  to  Selecting  Concrete  Masonry  Walls 
'■  for  Noise  Reduction-1970 

Noise  Control  with  Insulation  Board  for  Homes, 

>  Apartments,  Motels,  Offices,  AIA  File  No.  39B, 

Third  Edition  1964 

;  _ _ _ 

In  addition,  certified  laboratory  test  data  obtained  by 
[acoustical  laboratories]  acceptable  laboratories  in  accord- 
'  ance  with  [ASTM  E90-61T  and  ASTM  E90-66T]  ASTM 
E90-70  shall  be  submitted. 

4.  Reference  Standard  RS  12-4  is  hereby  amended  to 
read  as  follows : 

Reference  Standard  RS  12-4  Noise  [CRITERIA] 

’  CRITERION  (NC) 

NC  Levels  shall  be  as  shown  in  ASHRAE  guide  and 
data  book  [1967-68]  1972 

5.  Reference  Standard  RS  12-5  is  hereby  repealed  in  its 
entirety  and  replaced  by  the  following: 

REFERENCE  STANDARD  RS  12-5  TEST 
PROCEDURE  FOR  SOUND 
POWER  LEVEL 

.The  sound  power  levels  shall  be  measured  in  accordance 
with  ASHRAE  Methods  of  Testing  for  Sound  Rating 
Heating,  Refrigeration  and  Air  Conditioning  Equipment 
(1972)  or  ISO  R1680  Test  Code  for  the  Measurement  of  the 
Airborne  Noise  Emitted  by  Rotating  Electrical  Machinery 
(1970). 


Publishers 

[Supt.  of  Documents,  Government  Printing  Office, 
Washington  D.  C.,  20402] 

[National  Concrete  Masonry  Assoc.  2009  N.  14th 
Street,  Arlington  1,  Virginia] 


[Insulation  Board  Institute,  111  West  Washington 
Street,  Chicago,  Illinois] 


Supt.  of  Documents,  Government  Printing  Office, 
Washington  D.  C.  20402 

National  Concrete  Masonry  Assoc.  P.  O.  Box 
9185,  Rosslyn  Station,  Arlington,  Virginia  22209 

Acoustical  and  Insulation  Materials  Assoc.  205 
West  Touhy  Avenue,  Park  Ridge,  Illinois  60068 


APPEARANCES— 

For  Applicant :  E.  V.  Salvo. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION: 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
783-64-SM — Amendment  to  resolution  to  include  additional 
sound  absorbing  unit. 

The  United  States  Gypsum  Company,  New  York,  re¬ 
quested  that  the  resolution  adopted  September  29,  1964  under 
Calendar  Number  783-64-SM  be  reopened  and  amended  to 
include  an  additional  sound  absorbing  unit. 

PROPOSED  USE:  Sound  absorbing  units. 
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DESCRIPTION :  The  Acoustisorber  units  consist  of  min¬ 
eral  fiber  pads  protected  on  the  edges  by  a  metal  frame  con¬ 
taining  pre-punched  suspension  hooks  and  are  encased  in  a 
polyvinyl  chloride  film.  The  units  are  suspended  from  wires 
parallel  to  the  ceiling  attached  to  structural  members.  The 
gauge  of  wire  and  length  of  span  necessary  to  support  the 
units  are  determined  by  computation.  Each  unit  is  24"  x  20" 
and  weighs  2 ^  lbs.  The  units  are  designed  to  reduced 
reverberated  sound  by  up  to  8  decibels. 

INSPECTION  AND  TEST:  The  sound  absorbing  unit 
was  tested  by  Southwest  Research  Institute  (Project  No. 
3-3184-158,  report  on  file)  and  achieved  a  flamespread  rating 
of  0  and  a  smoke  density  factor  of  5. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  September  29,  1964  under 
Calendar  Number  783-64-SM  be  reopened  and  amended  to 
include  an  additional  sound,  absorbing  unit,  Acoustisorber 
Acoustical  Space  Unit,  under  the  provisions  of  Article  5 
and  RS5  of  the  Building  Code  of  the  City  of  New  York  on 
condition  that  the  requirements  of  the  original  resolution 
adopted  under  this  Calendar  Number  shall  be  complied  with. 

Plans  submitted  to  the  Department  of  Buildings  showing 
proposed  uses  of  this  construction  shall  include  details  of 
the  manner  in  which  the  units  will  be  supported  and  calcu¬ 
lations  which  show  that  the  units  will  be  supported  ade¬ 
quately. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta. 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with 
the  above  report. 


464-67-SM 

APPLICANT — United  States  Gypsum  Company,  owner. 
SUBJECT — Additional  two  hour  fire  rated  floor  roof 
assembly. 

APPEARANCES— 

For  Applicant:  E.  V.  Salvo. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Augusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
464-67-SM — Amendment  to  resolution  to  include  additional 
two  hour  fire  rated  floor-ceiling  assembly. 

United  States  Gypsum  Company,  New  York  requested 
that  the  resolution  adopted  December  3,  1968  and  amended 
January  27,  1970  under  Calendar  Number  464-67-SM  be 


reopened  and  amended  to  include  an  additional  two  hour  fire 
rated  floor-ceiling  assembly. 

PROPOSED  USE:  Two  hour  fire  rated  floor-ceiling 
assembly. 

DESCRIPTION:  The  assembly  U.  L.  Design  No.  G516 
of  1973,  is  supported  by  a  W8  x  20  minimum  size  steel 
beam.  The  building  units  are  10'  long  x  15"  to  18"  wide  x 
2"  or  2)4"  deep  gypsum  planks  with  tongue  and  groove 
sheet  metal  edges.  The  units  are  welded  at  the  end  supports 
and  to  the  steel  joists.  The  floor  topping  mixture  is  an 
asphalt  and  sand  (optional)  emulsion  in  water  troweled 
1/16"  thick  over  the  metal  edges  of  the  building  units.  The 
steel  joists,  Type  10J2  minimum  size,  are  spaced  not  more 
than  4'  o.c.  and  welded  to  end  supports.  Steel  bridging 
bars,  J2"  in  diameter,  are  welded  to  the  top  and  bottom 
chords  of  each  joist.  No.  26  gauge  galvanized  steel  furring 
channels,  2 34”  wide  x  /,"  deep,  are  spaced  24"  o.c.  per¬ 
pendicular  to  the  joists.  Two  courses  of  the  channel  are 
positioned  6"  o.c.,  3"  from  each  end  joint  of  wallboard.  The 
channels  are  wire  tied  to  the  joists.  A  34”  thick  layer  of 
gypsum  wallboard  is  screw  attached  to  the  furring  channels. 
End  joints  of  the  wallboard  are  attached  to  the  double 
channels  and  protected  above  with  3"  wide  strips  of  34" 
thick  wallboard. 

INSPECTION  and  TEST :  The  assembly  described  above 
was  tested  by  Underwriters’  Laboratories  (File  R5403-5, 
Project  72NK1963,  on  file)  and  achieved  a  two  hour  fire 
rating. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  3,  1968  and 
amended  January  27,  1970  under  Calendar  Number  464-67- 
SM  be  reopened  and  amended  to  include  the  additional  two 
hour  fire  rated  floor-ceiling  assembly  described  above  on 
condition  that  the  requirements  of  the  original  resolution  and 
previous  amendment  adopted  under  this  Calendar  Number 
be  complied  with. 

Plans  submitted  to  the  Department  of  Buildings  showing 
proposed  uses  of  this  construction  shall  include  illustra¬ 
tive  material  which  is  sufficient  to  adequately  describe  the 
assembly  and  shall  state  that  the  assembly  is  approved  by 
the  Board  of  Standard  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  4'64-67-SM. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manuactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with  the 
above  report. 

347-70-SA 

APPLICANT — Clark  Control  Division,  A.  O.  Smith  Cor¬ 
poration,  owner. 

SUBJECT — Additional  fire  pump  controller. 
APPEARANCES— 

For  Applicant:  George  S.  Borgida. 
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ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 

Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
347-70-SA — Amendment  to  resolution  to  include  additional 
fire  pump  controllers. 

Clark  Control  Division,  A.  O.  Smith  Corporation,  Cleve¬ 
land,  Ohio,  requested  that  the  resolution  adopted  November 
23,  1971  under  Calendar  Number  347-70-SA  be  reopened 
and  amended  to  include  additional  fire  pump  controllers. 
PROPOSED  USE:  Fire  pump  controllers. 
DESCRIPTION :  The  Bulletin  B10663  controllers  are 
limited  service  combined  automatic  and  manual  controllers 
for  squirrel  cage  motors  which  power  electric  fire  pumps. 
The  controllers  are  rated  2-30  hp,  208-550  V,  50-60  cycles, 
3  ph,  three  wire.  The  enclosure  and  mounting  panel  of  the 
controller  are  made  of  painted  sheet  metal.  The  motor  is 
started  by  a  contactor  and  stopped  by  an  air-break,  trip-free 
circuit  breaker.  The  motor  contactor  and  circuit  breaker  can 
be  operated  manually,  During  automatic  operation,  a  pres¬ 
sure  switch  with  high  and  low  pressure  calibrated  adjust¬ 
ments  is  used  to  actuate  the  motor  starting  device.  An 
extra  contact  on  the  motor  contactor  closes  whenever  the 
motor  is  started  and  may  be  used  to  actuate  an  alarm  device. 
A  time  delay  relay  prevents  two  frequent  stopping  and  start¬ 
ing  of  the  motor  by  keeping  the  motor  energized  after 
automatic  starting  for  a  preset  period  of  time. 

INSPECTION  AND  TEST :  The  controller  has  been  ap¬ 
proved  by  Underwriters’  Laboratories  (File  Ex386,  Assign¬ 
ment  63C1640A,  on  file). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  23,  1971  under 
Calendar  Number  347-70-SA  be  reopened  and  amended  to 
include  additional  fire  pump  controllers,  Bulletin  B10663,  on 
condition  that  the  requirements  of  Article  17  of  the  Building 
Code  of  the  City  of  New  York  and  the  original  resolution 
adopted  under  this  Calendar  Number  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the 
annual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 


215-72-SM 

APPLICANT — Reeves-Bowman  Division,  Cyclops  Corpo¬ 
ration,  owner. 


SUBJECT — Additional  two  hour  fire  rated-ceiling  assem¬ 
blies. 

APPEARANCES— 

For  Applicant:  William  P.  Voetsch  and  Richard  B. 
Heagler. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 
Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
215-72-SM — Amendment  to  resolution  to  include  additional 
two  hour  fire  rated-ceiling  assemblies. 

Reeves-Bowman  Division,  Cyclops  Corporation,  Dover, 
Ohio,  requested  that  the  resolution  adopted  May  16,  1972 
under  Calendar  Number  215-72-SM  be  reopened  and 
amended  to  include  additional  two  hour  fire  rated  floor¬ 
ceiling  assemblies. 

PROPOSED  USE:  Two  hour  fire  rated  floor-ceiling 
assembly. 

DESCRIPTION :  The  first  assembly,  U.  L.  Design  No. 
D826,  has  a  3*4”  lightweight  concrete  topping.  The  steel 
decking  is  1/"  or  3"  deep  Reeves-Bowman  V-Grip  gal¬ 
vanized  units.  The  composite  units  are  20/20  MSG  mini¬ 
mum  cellular  and  20  MSG  minimum  fluted  in  any  combina¬ 
tion.  Cells  or  flutes  are  spaced  6"  o.c.  The  assembly  is 
supported  by  a  W8  x  20  minimum  size  beam.  Sprayed  fiber 
fireproofing  thicknesses  are  1  7/16"  around  the  beam,  7/16" 
under  the  cells  and  between  flutes,  V/s"  under  horizontal 
sections  of  the  flutes,  )4"  under  vertical  sections  of  the 
flutes,  and  1"  under  tbe  trench  header. 

U.  L.  Design  No.  D840  has  a  3*4”  lightweight  concrete 
topping.  The  galvanize  steel  decking  units  are  1)4"  V- 
Grip,  3"  V-Grip,  \l/2"  RV-Grip,  3"  RV-Grip,  and  the  fol¬ 
lowing  cellular  units:  1)4"  VF-4  (1J4"  VW-4)  and  3" 
VF-3  (1 54"  VF-3).  The  composite  units  are  20/20  MSG 
minimum  cellular  and  22  MSG  fluted  in  any  combination. 
The  assembly  is  supported  by  a  W8  x  28  minimum  size 
beam  which  is  covered  with  )4"  of  spray  fiber  fireproofing. 

U.  L.  Design  No.  D902  is  similar  to  D840,  but  includes 
4*4"  of  normal  weight  concrete. 

INSPECTION  AND  TESTS:  The  above  assemblies 
have  been  approved  with  a  two  hour  fire  rating  by  Under¬ 
writers’  Laboratories  on  the  basis  of  small  scale  fire  tests 
and  engineering  evaluations  (File  R6349,  Projects 
71NK3804,  72NK2936). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  May  16,  1972  under 
Calendar  Number  215-72-SM  be  reopened  and  amended  to 
include  the  additional  two  hour  fire  rated  floor-ceiling 
assemblies  described  above  under  the  provisions  of  Article 
5  and  RS5  of  the  Building  Code  of  the  City  of  New  York. 

Plans  submitted  to  the  Department  of  Buildings  showing 
proposed  uses  of  these  assemblies  shall  include  iluustrations 
which  adequately  describe  the  assemblies  and  shall  state 
that  the  assemblies  are  approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  215-72-SM. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  corporate  name,  change  of  address  or  to 
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submit  the  annual  affidavit  will  be  cause  for  revocation  of 
approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with 
the  above  report. 

686-72-SM 

APPLICANT — Armstrong  Cork  Company,  owner. 

APPEARANCES— 

For  Applicant :  David  R.  Dombar. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Plornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
686-72-SM — Armstrong  Cork  Company,  Lancaster,  Penn¬ 
sylvania,  filed  for  approval  of  the  Integrid  Ceiling  System, 
under  the  provisions  of  Article  5  and  RS  5  of  the  Building 
Code  of  the  City  of  New  York. 

PROPOSED  USE:  Suspended  ceiling  system. 
DESCRIPTION :  The  system  consists  of  main  runners, 
cross  tees,  acoustical  tiles,  metal  wall  molding,  and  lighting 
fixtures  not  exceeding  50  lbs.  in  weight.  The  acoustical 
ceiling  tiles  are  1'  x  4'  x  y2"  tongue  and  groove  mineral 
fiber  panels.  The  main  runners  are  8'  long  and  suspended  from 
carrying  channels  at  4'  intervals.  Interlocking  cross  tees, 
4'  long,  are  slot  attached  at  their  centers  to  the  main  runners. 
The  tiles  have  kerfs  to  be  held  on  the  cross  tees  and  are  held 
together  with  tongue  and  groove  connections  to  create  a 
ceiling  with  a  hidden  grid.  Light  fixtures  are  either  surface 
mounted  or  recessed.  Access  panels  may  be  incorporated 
into  the  system. 

INSPECTION  AND  TEST :  The  ceiling  tiles  were  tested 
by  the  Southwest  Research  Institute  (Project  No.  3-2705-262, 
report  on  file)  and  met  the  criteria  for  a  Class  A  interior 
finish  (flamespread  rating — 25,  smoke  developed  rating — 10). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Integrid  Ceiling  System  under 
the  provisions  of  Article  5  and  RS  5  of  the  Building  Code 
of  the  City  of  New  York  on  condition  that  plans  submitted 
to  the  Department  of  Buildings  showing  proposed  uses  of 
the  ceiling  shall  include  drawings,  calculations  and/or  test 
reports  which  satisfy  the  requirements  of  RS  5-16.  The 
ceilings  shall  be  permanently  labeled:  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  Number  686-72-SM.” 

Lighting  fixtures  greater  than  50  lbs.  in  weight  but  not 
exceeding  80  lbs.  may  be  used  with  this  system  provided 
such  fixtures  are  supported  from  the  carrying  channels. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
aoproval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 


of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

777-72-SM 

APPLICANT — Armstrong  Cork  Company,  owner;  L.  R. 
Dunn,  agent. 

APPEARANCES— 

For  Applicant:  David  R.  Dombar. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
777-72-SM— Armstrong  Cork  Company,  Lancaster,  Penn¬ 
sylvania,  filed  for  approval  of  the  Armstrong  Accessible  Tile 
System  under  the  provisions  of  Article  5  and  RS  5  of  the 
Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Three  hour  fire  rated  floor-ceiling  as¬ 
sembly. 

DESCRIPTION :  The  assembly,  Underwriters’  Labora¬ 
tories  Design  No.  G033,  includes  the  following  components: 
Beam — W8X20  minimum  size. 

Sand-limestone  cement — 3J4"  thick,  147  pcf,  3500  psi. 

Steel  form  units — No.  28  MSG  galvanized  steel,  9/16"  deep 
corrugations. 

Steel  Joists — Type  8J2  minimum  size,  spaced  24"  o.c.,  welded 
to  end  supports. 

Bridging — l/2"  diameter  steel  bar,  welded  to  top  and  bottom 
chords  of  each  joist. 

Steel  framing  members — 12'  long  main  runners  2'  o.c.,  2' 
long  cross  tees  1'  o.c.,  Armstrong  Type  ATS. 

Air  duct — 22  MSG  galvanized  steel,  area  of  openings  not  to 
exceed  576  square  inches  per  100  square  feet  of  ceiling. 
Damper — No.  16  gauge  galvanized  steel,  held  in  place  with 
fusible  link. 

Recessed  light  fixtures — fluorescent  lamp  type,  steel  hous¬ 
ing,  2'  x  4',  total  area  not  to  exceed  25  square  feet  per  100 
square  feet  of  ceiling. 

Fixture  yoke — two  per  light  fixture,  17  MSG  steel,  clamp 
attached  to  grid  members. 

Fixture  protection — y  mineral  and  fiber  boards  forming 
five-sided  trapezoidal  enclosure,  Armstrong  Type  P. 
Acoustical  material- — Armstrong  Type  Y\"  BF  or  P  or  54” 
PC  (perforations  optional)  ceiling  tile,  nominally  12"  x  12", 
12"  x  36",  or  24"  x  24",  border  tiles  supported  by  24  MSG 
1"  x  1"  steel  angles. 

Cold-rolled  channels — \y2"  16  MSG  painted  steel,  spaced  48" 
o.c.  and  on  each  side  of  light  fixtures. 

“Z”  or  “H”  runners — 25  MSG  galvanized  steel,  “Z”  runners 
1-5/16"  deep  with  54”  wide  upper  flange  and  y  wide  lower 
flange,  “H”  runners  \l/2"  deep  with  Y"  wide  upper  and  lower 
flanges,  runners  installed  perpendicular  to  cold-rolled  chan¬ 
nels,  spaced  24"  o.c.  and  attached  to  channels  with  wire 
clips. 


648 


MINUTES 


Wire  clips — No.  12  SWG,  galvanized  steel  wire,  placed  over 
cold-rolled  channels  and  fastened  to  runners  at  channel- 
runner  intersections. 

Concealed  cross  tee — No.  25  MSG  galvanized  steel,  7/16" 
deep  x  Y wide,  perpendicular  to  and  resting  on  bottom 
flanges  of  runners,  inserted  at  each  tile  joint  perpendicular 
to  runners. 

Additional  details  of  the  assembly  are  shown  under  U.  L. 
Design  No.  G033  specifications. 

INSPECTION  AND  TEST :  The  assembly  described  above 
was  tested  by  Underwriters’  Laboratories  (File  R4177-47, 
Assignment  68NK98,  on  file)  and  achieved  a  three  hour  fire 

rating. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Armstrong  Accessible  Tile  Sys¬ 
tem  described  above  as  a  three  hour  fire  rated  floor-ceiling 
assembly  under  the  provisions  of  Article  5  and  RS  5  of  the 
Building  Code  of  the  City  of  New  York  on  condition  that  the 
requirements  of  RS  5-16  shall  be  complied  with. 

Plans  submitted  to  the  Department  of  Buildings  showing 
proposed  uses  of  this  construction  shall  include  illustrations 
which  adequately  describe  the  assembly  and  shall  state  that 
the  assembly  is  approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Calendar  Number 
777-72-SM. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  corporate  name,  change  of  address  or  to 
submit  the  annual  affidavit  will  be  cause  for  revocation  of 
approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 

report. 


778-72-SM 

APPLICANT — Armstrong  Cork  Company,  owner;  L.  R. 
Dunn,  agent. 

APPEARANCES— 

For  Applicant :  David  R.  Dombar. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 

Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
778-72-SM — Armstrong  Cork  Company,  Lancaster,  Pennsyl¬ 
vania,  filed  for  approval  of  Armstrong  Acoustical  Fire 
Guard  Ceilings,  U.  L.  Design  P  211,  under  the  provisions  of 
Article  5  and  RS  5  of  the  Building  Code  of  the  City  of  New 
York. 

PROPOSED  USE:  One  hour  fire  rated  roof-ceiling  as¬ 
sembly. 


The  assembly,  Underwriters’  Labora- 
P  211,  includes  the  following  compon- 


DESCRIPTION : 
tories  Design  No. 
ents : 

Roof  covering — Class  A  or  B. 

Sheathing  material — optional,  0.004"  thick  vinyl  vapor  bar¬ 
rier  applied  with  adhesive  to  steel  roof  deck. 

Adhesive — used  between  layers  of  mineral  and  fiber  boards. 
Mineral  and  fiber  boards — Armstrong  Type  P,  minimum  of 
two  layers,  total  thickness  between  1"  and  3",  attached  with 
adhesive  to  vapor  barrier  or  steel  roof  deck. 

Steel  roof  deck — fluted,  26  MSG  minimum  galvanized  steel, 
54”  deep,  25"  wide,  flutes  4"  o.c. 

Steel  joists — Type  8J2  minimum  size,  spaced  48"  o.c.,  welded 
to  end  supports. 

Bridging — y2"  diameter  steel  bars  welded  to  top  and  bottom 
chords  of  each  joist. 

Hanger  wire — No.  12  SWG  galvanized  steel  wire,  attached 
to  lower  chord  of  joists  or  to  cold-rolled  channels,  spaced 
48"  o.c.  along  main  runners  and  located  at  main  runner 
splices,  grid  system  intersections,  corners  of  light  fixtures, 
and  centers  of  cross  tees  adjacent  to  air  ducts  and  long 
dimension  of  light  fixtures. 

Cold-rolled  channels — No.  16  MSG  cold-rolled  steel,  \]/2" 
deep  channels  placed  under  air  duct  and  supported  at  each 
end  by  hanger  wire,  spaced  48"  o.c.  and  at  air  ducts. 

Air  duct — No.  22  MSG  galvanized  steel,  area  of  openings 
no  greater  than  57  square  inches  per  100  square  feet  of 
ceiling. 

Damper — No.  18  MSG,  galvanized  steel,  14"  x  15",  pro¬ 
tected  on  both  surfaces  by  1-1/16"  asbestos  paper,  held 
open  by  fusible  link. 

Steel  framing  members — main  runners  12'  long,  spaced  48" 
o.c.  perpendicular  to  and  at  ends  of  light  fixtures.  Cross 
tees  48"  long  installed  perpendicular  to  main  runners 
24"  o.c. 

Recessed  light  fixtures — Fluorescent  lamp  type,  steel  hous¬ 
ing,  2'  x  4',  total  area  does  not  exceed  16  square  feet  per 
100  square  feet  of  ceiling. 

Fixture  protection — Armstrong  Type  P,  five-sided  trape¬ 
zoidal  box  made  of  54”  thick  mineral  and  fiber  boards. 
Acoustical  material — Armstrong  Type  54”  PC  (surface 
perforations  optional),  24"  x  48"  lay-in  panels,  border 
panels  supported  by  54"  x  54"  24  MSG  steel  angles. 
Hold-down  clips— No.  28  MSG  steel,  5/16"  deep  x  1-5/16" 
wide,  placed  over  cross  tees,  symmetrically  2'  o.c. 
Nonaccessible  hold-down  clips — No.  28  MSG  steel,  7/16" 
high  x  54"  wide,  with  top  leg  (4"  long  and  bottom  leg  54” 
long,  placed  in  last  acoustical  lay-in  board  installed  in 
ceiling. 

Accessible  hold-down  clips — No.  25  MSG  steel,  5/16"  high 
x  1"  wide,  with  top  leg  1"  long  and  bottom  leg  17/32" 
long.  . 

Additional  details  are  included  in  U.  L.  specifications  for 
Design  No.  P211. 

INSPECTION  AND  TEST:  The  assembly  described 
above  was  tested  by  Underwriters’  Laboratories  (File 
R41 77-40,  Assignment  66K5673,  on  file)  and  achieved  a 
one  hour  fire  rating. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Armstrong  Acoustical  Fire  Guard 
Ceilings,  U.  L.  Design  P211,  as  a  one  hour  fire  rated  roof¬ 
ceiling  assembly  under  the  provisions  of  Article  5  and  RS5 
of  the  Building  Code  of  the  City  of  New  York  on  condition 
that  the  requirements  of  RS5-16  of  the  Building  Code  be 
complied  with. 

Plans  submitted  to  the  Department  of  Buildings  showing 
proposed  uses  of  this  construction  shall  include  illustrations 
which  adequately  describe  the  assembly  is  approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  Number  778-72-SM. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
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controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  corporate  name,  change  of  address  or  to 
submit  the  annual  affidavit  will  be  cause  for  revocation  of 
approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


362-73-SM 

APPLICANT— National  Gypsum  Company,  owner. 

APPEARANCES— 

For  Applicant:  Gerald  F.  Brandman. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 

Commissioner  Carroll  .  ~ 

Negative:  .  u 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
362-73-SM — National  Gypsum  Company,  Buffalo,  New  York, 
filed  for  approval  of  Gold  Bond  Metaledge  Corewall  Parti¬ 
tion  System  under  the  provisions  of  Articles  5  and  12  and 
RS  5  and  12  of  the  Building  Code  of  the  City  of  New  York. 
PROPOSED  USE :  Two  hour  fire  rated  partition  assembly 
with  a  sound  transmission  class  rating  of  53. 
DESCRIPTION:  Angle  tracks,  20  gauge.  steel  with  2"  x 
2"  legs,  are  installed  along  the  floor  and  ceiling  lines  of  the 
assembly.  Two  1"  thick  layers  of  Metaledge  Corewall  panels 
are  screw  attached  to  the  angle  tracks  and  to  each  other. 
Horizontal  screw  furring  channels,  y%"  deep,  are  spaced  24" 
o.c.  and  screw  attached  to  one  side  of  the  Corewall  panels. 
Glass  fiber  insulation,  1"  thick,  1.0  Ib./cu.  ft.,  is  installed,  in 
the  cavities  between  the  channels.  Two  layers  of  J4"  thick 
Fire- Shield  Gypsum  Wallboard  are  screw  attached  to  the 
other  side  of  the  channels. 

INSPECTION  AND  TEST  :  The  assembly  described  above, 
without  the  glass  fiber  insulation  and  one  layer  of  gypsum 
wallboard,  was  tested  by  Factory  Mutual  Research  Corpora¬ 
tion  (Serial  No.  16738,  on  file)  and  achieved  a  two  hour 
fire  rating.  Factory  Mutual  has  stated  that  the  addition  of 
the  glass  fiber  insulation  and  one  layer  of  gypsum  wallboard 
does  not  adversely  affect  the  fire  rating  of  the  assembly.  The 
assembly  achieved  a  sound  transmission  class  rating  of  53 
when  tested  by  the  National  Gypsum  Company  (Test  No. 
3078  on  file)  under  the  certification  of  Pittsburgh  Testing 
Laboratory. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Gold  Bond  Metaledge  Corewall 
Partition  System  described  above  as  a  two  hour  fire  rated 
partition  assembly  with  a  sound  transmission  class  rating 
of  53  under  the  provisions  of  Articles  5  and  12  and  RS  5  and 
12  of  the  Building  Code  of  the  City  of  New  York  on  condi¬ 
tion  that  the  partition  system  shall  not  be  used  in  buildings 
of  Occupancy  Group  J-l  or  J-2  which  are  greater  than  three 
stories  in  height. 


Plans  submitted  to  the  Department  of  Buildings  showing 
proposed  uses  of  this  construction  shall  include  illustrations 
which  adequately  describe  the  assembly  and  shall  state  that 
the  assembly  is  approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Calendar  Number 
362-73-SM. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  .Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


379-73-SA 

APPLICANT — Thomas  F.  McCarthy  for  Fire  Controls,  In¬ 
corporated,  owner. 

APPEARANCES— 

For  Applicant:  Thomas  F.  McCarthy. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 

Commissioner  Carroll  .  5 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
379-73-SA' — Thomas  F.  McCarthy  for  Commercial  Radio- 
Sound  Corporation,  New  York,  filed  for  approval  of  Class  E 
fire  alarm  equipment  under  the  provisions  of  Article  17  and 
RS  17  of  the  Building  Code  of  the  City  of  New  York. 
PROPOSED  USE:  Class  E  fire  alarm  equipment. 
DESCRIPTION :  The  system  provides  a  binary  coded 
parallel  connected  fire  detection,  fire  communication  and  con¬ 
trol  system  in  accordance  with  Local  Law  #5/73. 

The  system  uses  a  common  data  cable  to  transmit  and  re¬ 
ceive  signals  and  alarms.  The  system  consists  of  a  fire  com¬ 
mand  station,  remote  annunciators,  manual  pull  stations,  de¬ 
tectors,  Fire  Warden  stations  and  paging  communication 
equipment.  A  communication  channel  can  be  established  both 
by  manually  addressing  or  automatically. 

The  system  is  fully  supervised  by  having  each  device  con¬ 
tinuously  interrogated  by  the  Fire  Command  Station.  Each 
unit  must  acknowledge  it  is  functioning  properly  and  if  not 
an  indication  is  reported  at  F/C  station. 

If  an  alarm  initiating  device  is  activated,  it  transmits  a 
signal  to  the  Fire  Command  Station,  to  remote  annunciators 
and  to  Central  Office  and  remains  displayed  until  the  circuit 
has  been  reset.  In  addition  it  automatically  turns  on  the  alarm 
signal  for  the  floor  and  floors  above.  Also  as  required  by 
Local  Law  #5  provisions  are  made  to  control  manually  or 
automatically  as  required,  fans,  elevators,  door  strikes,  and 
notify  the  Central  Office. 
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Communication  circuits  are  provided  to  selectively  talk  to 
'  each  Fire  Warden  from  the  Fire  Command  Station.  Pro¬ 
vision  is  made  to  alert  the  FSD  upon  an  alarm  condition.  In 
the  event  the  fire  safety  director  does  not  acknowledge  an 
alarm  within  a  s  ecified  time  then  an  alarm  is  sounded 
throughout  the  building.  All  equipment  is  modular  in  form 
for  easy  expansion. 


Series 

CR— 5000 


CR— 5001 


CR— 4170 
CR— 4171 
CR— 2040 
CR— 2041 
•I  CR— 2037 
CR— 2038 
CR— 2039 
CR — 4172 
CR— 4173 
CR — 4174 
CR — 4175 
CR— 3571 
CR— 7239 
CR— 3570 
CR— 12903 
CR— 12904-A 
CR— 12904-B 
CR— 2561 
CR— 2562 
CR — 4060 
CR— 9150 
CR— 9152 
CR— 9151 
CR— 2560 
CR— 6340 
CR— 6341 
CR— 6342 
CR— 6343 
CR— 6344 
CR — 6345 
•  CR — 6346 
CR— 6347 
CR — 70-71-72-73) 
CR— 74-75-76-771 
CR— 250 
■  210 
990 
1  906 
700 

i  900 


Description 

Fire  Command  Console  to  contain 
preamplifiers,  compressor,  monitor 
panel,  alarm  signal  generator,  an¬ 
nunciators,  relay  power  supply,  re¬ 
lays  and  switches,  multiplex  equip¬ 
ment,  etc.  (modular). 

Amplifier  Rack  Assembly  to  include 
amplifiers,  blowers  and  supervisory 
circuits  for  imminent  failure  and 
tamper  switches  (modular). 

Pre-Amp 
Compressor 
Power  Supply 
Power  Supply 
Relay  Power  Supply 
Relay  Power  Supply 
Relay  Power  Supply 
Amplifier 
Amplifier 
Amplifier 
Amplifier 

Alarm  Signal  Generator 
Monitor  Panel 
Alarm  Sig.  Generator 
Message  Repeater 
Tape  Amplifier 
Tape  Amplifier 
Power  Contactor 
Circuit  Breaker 
Blower 
Microphone 
Mini  Phone 
Desk  Phone 
Volume  Control 
Re-entrant  Horn 
Adapter 
Adapter 

2-Way  Corridor  Housing 
Stairwell  Housing 
Re-entrant  Housing 
Re-entrant  Housing* 

Re-entrant  Housing* 

Multiplex  cable  as  required 

Fire  Warden  Station 
Fire  Alarm  Station 
Printer 

Status  Indicator 
Transponder 
Remote  Annunciator 
Detector  and  Sprinkler 
Annunciator 


*  For  400  F. — 1  hour 
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D1A-6 
D1A-9 
D1S-3/5A 
D1S-5B 
h  F1U-6 
Z1U-6 
DT 

CR-1-1E 
!  CP-130 


Electric  Door  Release 
Air  Duct  Detectors 

Ionization  Fire  Detectors 
Ceiling  Smoke  Detector 
Fire  indicating  Unit 
Zone  Indicating  Unit 
Thermal  Detectors 
Low  Voltage  Control  Panel 
Low  Voltage  Control  Panel 


Series 

DA-1 
D1-2B-2F 
SR  P 

ZCP 

FCU-120 


Description 

Low  Voltage  Air  Duct  Detector 
Low  Voltage  Ionization  Detector 
Supplementary  Supervisory  &  Control 
Panel 

Supervisory  Coding  Unit 
Fuse  Cut-Out 


The  Pyralarm  Equipment  has  been  previously  approved 
under  Cal.  No.  258-72-SA,  Pyrotronics  Incorporated,  New 
Jersey. 

The  Pull  Station  210  Series  will  be  painted  red  instead  of 
white  as  described. 

The  hire  Warden  Station  250  Series  will  have  the  code 
button  revised  from  the  lock  in  type  to  a  simple  “push  to 
call”  type  and  the  words  “Pull  Down”  will  be  deleted. 

The  teflon  wire  listed  has  been  submitted  by  Hitemp 
Wires  Incorporated,  Glen  Cove,  and  meets  Reference  Stand- 
and  RS  17-3A  and  17-3B  and  Underwriters’  Laboratory, 
Incorporated,  Standard  type  1330. 

INSPECTION  AND  TEST :  The  power  supplies  and 
amplifiers  have  been  approved  by  Underwriters’  Labora¬ 
tories  (File  E17934).  The  system  has  been  recommended 
for  approval  by  the  Division  of  Fire  Prevention. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Class  E  fire  alarm  equipment 
listed  above  under  the  provisions  of  Article  17  and  RS  17 
(including  Local  Law  No.  5 — 1973)  of  the  Building  Code 
of  the  City  of  New  York  on  condition  that  the  requirements 
of  the  Fire  Department  shall  be  complied  with.  The  equip¬ 
ment  shall  be  permanently  labeled :  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  379-73-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls 
of.  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  corporate  name,  change  of  address  or  to 
submit  the  annual  affidavit  will  be  cause  for  revocation  of 
approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


184-73-SM 

APPLICANT— Stricon  Products  Limited,  owner. 
SUBJECT — Splicer  for  concrete  reinforcing  bars. 
APPEARANCES— 

For  Applicant:  F.  W.  Webb. 

For  Opposition :  R.  H.  Miller-Jones. 

ACTION  OF  BOARD — Laid  over  to  September  11,  1973, 
at  2  P.M. 


13-73-BZY— B.B.— 40  Avenue  W,  Block  7161,  Lots  7, 
69,  71,  73,  Borough  of  Brooklyn.  N.B.  556-72. 

APPEARANCES— 

For  Applicant:  None. 


MINUTES 


ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

N  egative :  .  0 


170-73-A 

APPLICANT — Bilbyrne  Corporation  for  Brooklyn  Union 
Gas  Company,  owner. 

SUBJECT — Application  March  16,  1973 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  burners  for  use  in 
natural  gas  plant. 

PREMISES  AFFECTED — 438  Varick  Avenue  and  28 7  to 
473  Maspeth  Avenue,  northeast  corner,  Block  2838,  Lot 
1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  William  H.  Byrne  and  J.  A.  Darts. 

For  Administration:  Capt.  J.  F.  Petraglia,  F.  D. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
March  1,  1973,  reads: 

“Your  letter  of  February  26,  1973  requested  permission 
to  use  burners  as  manufactured  by  the  Zink  Burner  Cor¬ 
poration  for  use  in  the  substitute  natural  gas  plant 
which  was  approved  under  above  reference.  Inasmuch 
as  the  burners  which  you  propose  to  use  have  not  been 
granted  general  approval  by  the  Board  of  Standards 
and  Appeals,  permission  for  use  must  be  denied.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  March  1,  1973,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
burners  shall  substantially  conform  to  drawings  marked 
“Received  March  16,  1973”,  one  sheet,  and  “July  3,  1973”, 
one  sheet ;  and  that  all  laws,  rules  and  regulations  shall 
be  complied  with. 

171-73-A 

APPLICANT — Bilbyrne  Corporation  for  Consolidated  Edi¬ 
son  Company  of  New  York,  Incorporated. 

SUBJECT — Application  March  16,  1973— appeal  from  a 
decision  of  the  Fire  Commissioner  re-  heaters  and  pumps 
used  in  conjunction  with  LNG  tanks. 

PREMISES  AFFECTED— 19  to  39  20th  Avenue,  east  side, 
2300  feet  north  of  East  River,  Block  850,  Lot  1,  Astoria, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  William  H.  Byrne  and  J.  A.  Darts. 

For  Administration:  Capt.  J.  F.  Petraglia,  F.  D. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
March  1,  1973,  reads : 

“In  your  letter  of  February  26,  1973  request  was  made 
to  use  burners  as  manufactured  by  the  Bruest  Heater 
Corporation  in  the  Consolidated  Edison  liquefied  natural 
gas  facility  in  Long  Island  City.  These  burners  have 
not  received  general  approval  for  use  in  New  York  City. 
Therefore,  permission  for  use  of  these  burners  must  be 
denied. 

and 

Your  letter  of  February  26,  1973  requested  permission 
to  use  pumps  manufactured  by  the  J.  C.  Carter  Company 
for  use  in  the  liquefied  natural  gas  facility  at  the  Con¬ 
solidated  Edison  Company  plant  located  in  Long  Island 
City.  As  these  pumps  have  not  been  approved  by  the 
Board  of  Standards  and  Appeals,  permission  for  use  j 
must  be  denied.” 

Whereas,  the  premises  was  inspected  by  a  committee  of  j 
the  Board  which  recommended  that  the  appeal  be  granted  j 
under  certain  conditions. 

Resolved,  that  the  decisions  of  the  Fire  Commissioner,  j 
dated  March  1,  1973,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the  | 
burners  and  pumps  shall  substantially  conform  to  drawings  j 
marked  “Received  March  16,  1973”,  2  sheets,  and  “July  3,  1 
1973”,  2  sheets ;  and  that  all  laws,  rules  and  regulations  shall 
be  complied  with. 

213-73-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  The  Madison  Company,  owner. 

SUBJECT — Application  April  10,  1973 — appeal  from  a  j 
decision  of  the  Borough  Superintendent  re-  plastic  sky¬ 
light  and  atrium  for  a  commercial  and  residential  building,  j 
PREMISES  AFFECTED— 115-119  East  57th  Street,  north  j 
side,  130  feet  east  of  Park  Avenue  and  110-116  East  58th 
Street,  Block  1312,  Lots  6,  7,  62,  63,  65,  68,  and  107, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum,  David  Kenneth 
Spector  and  Arnold  Rabinor. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent,  | 
dated  March  30,  1973,  on  N.B.  Applic.  40/72,  reads : 

“A16 — The  proposed  interior  opening  (atrium) 
from  the  first  to  ninth  floor  in  the  center  of  the  building  J 
enclosed  on  two  sides  with  glass  creates  an  illegal  shaft, 
contrary  to  Sec.  C26-504.6  and  Table  3-4  A.C. 

A17 — Fire  segregation  of  different  occupancies 
opening  onto  the  proposed  atrium  partly  enclosed  with 
glass  is  not  provided  as  per  Sect.  C26-504.1  A.C. 

A18 — Horizontal  exit  open  bridge  thru  the  proposed 
atrium  is  not  acceptable  as  per  Sect.  C26-604.6  (c)  A.C. 

A19 — Submit  B.S.  and  A.  or  M.E.A.  approval  for 
proposed  plastic  skylight  in  compliance  to  Sect.  C26- 
503.8  (d)  (2)  (c)  A.C.  for  slow  burning  plastic.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 
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MINUTES 


Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  March  30,  1973,  acting  on  N.B.  Applic.  40/72,  Objec¬ 
tion  Nos.  A16,  A17,  A18,  A19,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  building  shall  substantially  conform  to  drawings 
marked  “Received  April  10,  1973”,  10  sheets,  “June  29,  1973”, 
6  sheets,  and  “July  12,  1973”,  2  sheets;  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with. 

i  _ 


Commissioner  Carroll  .  5 

N egative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
January  22,  1973  and  April  12,  1973,  on  Order  No.  B869390, 
reads : 

“1.  Post  approved  type  No  Smoking  signs  through¬ 
out  the  building.” 

and 


233-73-A 

APPLICANT — Alphonse  J.  Calvanico  for  Enzo  Pisani, 
owner. 

SUBJECT — Application  April  20,  1973 — filed  pursuant  to 
Section  36,  Article  3,  of  the  General  City  Law  re-  Building 
t  not  fronting  on  legal  street. 

PREMISES  AFFECTED — 311  Kingdom  Avenue,  east  side, 
140  feet  north  of  Hylan  Boulevard,  Block  6548,  Lot  14, 
Huguenot,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  A.  Calvanico. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  11,  1973,  on  N.B.  Applic.  1639/62,  reads: 

“1.  Certificate  of  Occupancy  will  not  be  issued  as 
the  street  giving  access  to  this  new  building  is  not  in¬ 
cluded  in  the  official  map  of  the  City  of  New  York  and 
is  contrary  to  Art.  Ill,  Paragraph  36  of  the  General 
City  Law  as  amended.” 

■  and 

i 

Whereas,  the  premises  inspected  by  a  committee  of  the 
Board,  which  recommended  that  the  appeal  be  granted  under 
certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  April  11,  1973,  acting  on  N.B.  Applic.  1639/62,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  sidewalk,  curb,  curb  cut  and  pavement  to  the  middle 
'  of  the  street  be  in  accordance  with  the  standards  of  the 
!  Department  of  Highways ;  that  the  building  shall  substan¬ 
tially  comply  with  drawings  marked  “Received  April  20, 
1973”,  one  sheet,  and  “May  23,  1973”,  2  sheets ;  and  that 
all  laws,  rules  and  regulations  shall  be  complied  with. 

256-73-A 


Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  January  22,  1973  and  April  12,  1973,  acting  on  Order 
No.  B869390,  Objection  No.  1,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  incombustible  ash  trays  with  self-closing  covers  be 
provided  in  all  indoor  smoking  areas,  and  that  “smoking” 
and  “no  smoking”  signs  shall  be  posted ;  on  further  condition 
that  the  building  shall  substantially  conform  to  drawings 
marked  “Received  July  13,  1973”,  4  sheets;  and  that  all 
laws,  rules  and  regulations  shall  be  complied  with. 

329-73-A 

APPLICANT — Rampulla  &  Scialla  for  Kenneth  Saccaro, 
owner. 

SUBJECT — Application  May  29,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 16  East  Entry  Road,  south 
side,  110.66  feet  west  of  Flagg  Place,  Block  888,  Lot  125, 
Dongan  Hills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Philip  Rampulla. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  15,  1973,  on  N.  B.  Applic.  301/73,  reads: 

“1.  Street  giving  access  to  this  new  building  does 
not  appear  on  the  official  Map  of  the  City  of  New  York 
and  is  therefore  contrary  to  Article  III,  Sec.  36  of  the 
General  City  Law. 

2.  Proposed  construction  does  not  have  at  least  8% 
of  the  total  perimeter  of  the  building  front  directly  upon 
a  legally  mapped  street  or  frontage  space  contrary  to  Sec. 
C26-401.1  of  the  Building  Code.” 
and 


APPLICANT — Kirsh  Beverages  Incorporated  for  K.  B.  I. 
Realty  Corporation,  owner. 

SUBJECT — Application  April  23,  1973 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  No  Smoking  allowed 
in  building. 

PREMISES  AFFECTED — 112-02  15th  Avenue,  south  side, 
between  112th  and  114th  Streets,  Block  4065,  Lot  1,  Col¬ 
lege  Point,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  John  Gianfortune. 

For  Administration :  Capt.  J.  F.  Petraglia,  F.  D. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 


Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  May  15,  1973,  acting  on  N.B.  Applic.  301/73,  Ob¬ 
jection  Nos.  1  and  2,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  building  shall  substantially  comply  with 
drawings  marked  “Received  May  29,  1973”,  7  sheets,  and 
“June  14,  1973”,  one  sheet ;  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


181-73-A 


Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta,  APPLICANT — Thomas  P.  Crinnion  for  Great  World  En- 

Commissioner  Hornstein,  Commissioner  Walsh  and  terprises,  Incorporated,  owner. 


MINUTES 


SUBJECT — Application  March  27,  1973 — decision  of  the 
Fire  Commissioner,  re-  sprinkler  system. 

PREMISES  AFFECTED — 89  East  Broadway,  south  side, 
186.3  feet  east  of  Market  Street,  Block  282,  Lot  32,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Thomas  P.  Crinnion. 

For  Administration:  Capt.  J.  F.  Petraglia,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  July  24,  1973,  at  2 
P.M.  for  decision. 


227-73-A 

APPLICANT — Airco  Cryogenics,  owner. 

SUBJECT — Application  April  18,  1973 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  LNG  pumps. 

PREMISES  AFFECTED — Arthur  Kill  Road,  north  side, 
Blocks  7167  and  7162,  Lots  28,  52,  1,  10,  47,  49,  and  50, 
Borough  of  (Arthur  Kill)  Richmond. 

APPEARANCES— 

For  Applicant:  Gerald  T.  Bryant. 

For  Administration:  Capt.  J.  F.  Petraglia,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  September  11,  1973,  at 
2  P.M.  for  continued  hearing. 


282-73-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Elaine  Products  Company. 
SUBJECT — Application  May  7,  1973 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 208-22  Jamaica  Avenue,  south 
side,  552.018  feet  West  of  211th  Street,  Block  10835,  Lot  34, 
Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia,  F.  D. 

For  Opposition:  Floyd  S.  Weil,  Esq.,  and  Donald  J. 
Steingisser. 

ACTION  OF  BOARD — Laid  over  to  September  11,  1973, 
at  2  P.M.,  for  additional  information  and  continued  hearing. 


340-73- A 

APPLICANT — Anton  H.  Heller  for  Poweray  Infrared 
Corporation,  owner. 

SUBJECT — Application  June  1,  1973 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner,  re-  converters  using 
L.P.  gas  as  fuel  for  radiant  heaters. 

APPEARANCES— 

For  Applicant :  Anton  H.  Heller. 

For  Administration:  Capt.  J.  F.  Petraglia,  F.  D. 


ACTION  OF  BOARD— Laid  over  to  July  24,  1973,  at  2 
P.M.  For  decision.  Hearing  closed. 


355-73-A 

APPLICANT — Atkin  &  Bassolino  for  149th  Street  Operat-  ;i 
ing  Corporation,  owner. 

SUBJECT — Application  June  12,  1973 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  building  not  in 
bed  of  a  map  street. 

PREMISES  AFFECTED — 95-04  149th  Street,  southwest 
corner  of  Atlantic  Avenue,  Block  10001,  Lots  23,  1,  3,  5,  32, 
120,  20,  18,  22  and  122,  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Harry  Aitkin. 

ACTION  OF  BOARD — Laid  over  to  July  24,  1973,  at  2 
P.M.  For  decision.  Hearing  closed. 


374-73-A 

APPLICANT — Robert  Rosenwasser  for  Hunts  Point  Co¬ 
operative  Market,  owner. 

SUBJECT — Application  June  18,  1973 — appeal  from  a  deci¬ 
sion  of  the  Department  of  Ports  and  Terminals  re- 
Installation  of  clips. 

PREMISES  AFFECTED — 709  feet  southeast  of  East  Bay 
Avenue,  northeast  of  Halleck  Street  (37  acres)  Hunts 
Point  Food  Center,  at  the  East  River,  Bronx,  New  York.  | 

APPEARANCES— 

For  Applicant:  Robert  Rosenwasser  and  Albert  Gross. 
ACTION  OF  BOARD — Laid  over  to  July  24,  1973,  at 
2  P.M.  For  decision.  Hearing  closed. 


382-73-A 

APPLICANT — Max  Siegel  Associates  for  Howard  Beach 
Estates,  Incorporated,  owner. 

SUBJECT — Application  June  21,  1973 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  Frame  building 
located  within  fire  district. 

PREMISES  AFFECTED — 155-53  Bridgeton  Street,  east 
side,  40  feet  north  of  156th  Street,  Block  14141,  Lot  40, 
Howard  Beach,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Max  Siegel  and  Sam  Ervolino. 

ACTION  OF  BOARD — Laid  over  to  July  24,  1973,  at 
2  P.M.  For  decision.  Hearing  closed.  Applicant  to  correct 
drawings. 

Adjourned:  4:25  P.M. 

John  B.  Cincotta,  Executive  Director 
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CORRECTION 


E 


j 


*CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  December  12,  1972,  as  they 
appeared  in  Bulletin  51,  Vol.  57,  are  corrected  to  read  as 
follows : 

341-72-A 

APPLICANT — Salamon  and  Salamon  for  Wallace  &  Wal¬ 
lace  Fuel  Oil  Company,  Incorporated,  owner. 

SUBJECT — Application  May  12,  1972 — Appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  Fuel  Oil  Transporta¬ 
tion  trucks. 

APPEARANCES— 

For  Applicant:  A.  R.  Salamon. 

For  Administration:  Capt.  J.  F.  Petraglia,  F.  D 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commisioner,  dated 
February  11,  1972  and  April  13,  1972  on  Order  No.  72-1038, 
reads : 

“1.  Arrange  immediately  for  all  fuel  oil  trucks  and 
trailers  used  by  your  company  to  report  for  inspection 
at  33-49  Greenpoint  Avenue,  Long  Island  City,  N.  Y. 
Arrangements  for  inspections  can  be  made  by  calling 
643-8535. 

Reasons :  The  Fire  Department  has  evidence  to  the 
fact  that : 

a.  Truck  #6  is  operating  without  a  permit,  carry¬ 
ing  #2  and  #6  oil  interchangeably,  and  carrying  up 
to  6,437  gallons,  in  violation  of  the  Fire  Department 
Truck  Regulations  of  capacity  limits. 


b.  Trailers  #1,  #2  and  #4  are  using  dummy 
compartments  carrying  more  than  the  5,500  gallons 
permitted  by  law  and  carrying  #2,  #4  and  #6  oil 
interchangeably  in  violation  of  the  regulations  and 
permit  terms. 

c.  There  is  an  apparent  duplication  in  vehicle 
numbering  T-3  (5,500  gallons  #6  oil)  and  truck  #3 
(4,400  gallons  # 2  oil). 

d.  Other  vehicles  are  reported  to  be  in  use  for 
which  no  Fire  Department  permit  has  been  issued  and 
no  inspections  made.” 

and 

Whereas,  the  application  and  drawings  were  reviewed  by 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  February  11,  1972  and  April  13,  1972,  acting  on  Order 
No.  72-1038,  Objection  No.  1,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  Objections  la,  lc  and  Id  be  complied  with;  that  the 
trailer  trucks  bear  Serial  Numbers  71-1349,  71-1350  and  71- 
1351 ;  that  they  transverse  the  City  of  New  York  along  the 
route  to  be  approved  by  the  Fire  Department  from  an  oil 
depot  in  Greenpoint,  Brooklyn  to  the  Veterans’  Administra¬ 
tion  Hospital  in  Northport,  County  of  Suffolk,  The  Mer¬ 
chant  Marine  Academy  in  Kings  Point,  New  York, 
Mitchell  Field,  Long  Island,  I.  B.  M.  in  Westchester  County, 
New  York,  the  Naval  Hospital  in  St.  Albans,  Queens,  and 
the  Veterans’  Administration  Hospital  in  Brooklyn;  on 
further  condition  that  the  trucks  shall  substantially  conform 
to  drawings  marked  ‘‘Received  October  11,  1972”,  one  sheet; 
and  that  all  laws,  rules  and  regulations  shall  be  complied 
with. 

*  Correction :  The  Premises  Section  has  been  deleted.  In 
the  Resolution  Section  on  the  sixth  line  the  correct  serial 
number  is  shown  in  italics,  on  the  eleventh  line  the  word 
“County”  has  been  changed  to  read  “PoinC. 


RULES  FOR  ARC  AND  GAS  WELDING  AND  OXYGEN  CUTTING  OF  STEEL  COVERING  THE 
SPECIFICATIONS  FOR  DESIGN.  FABRICATION  AND  INSPECTION  OF  ARC  AND  GAS  WELDED 
STRUCTURES  AND  THE  QUALIFICATIONS  OF  WELDERS  AND  SUPERVISORS 

(CAL.  NO.  1-38-SR— VOL.  II) 


Adopted  by  the  Board  of  Standards  and  Appeals  February 

25,  1938,  effective  March  31,  1938,  amended  May  17,  1 940, 
effective  June  10,  1940;  amended  September  17,  1954,  effec¬ 
tive  October  18,  1954,  amended  May  25,  1956,  effective 
June  25,  1956,  amended  December  13,  1968,  effective  Janu¬ 
ary  18,  1969,  and  amended  1973,  effective 

1973. 

Authority:  Pursuant  to  the  authority  vested  in  the 
Board  of  Standards  and  Appeals  by  Section  666,  paragraph 
2,  of  the  Charter  of  the  City  of  New  York. 

Scope:  These  rules,  as  amended  up  to  and  including 
the  rules  amended  on  December  13,  1968,  are  supplementary 
and  additional  to  the  requirements  of  the  provisions  of  the 
Administrative  Code  (Building  Code)  in  effect  prior  to 
enactment  of  Local  Law  No.  76/68. 

The  following  rules  are  supplementary  and  additional  to 
the  requirements  of  the  Administrative  Code  (Building 
Code),  as  enacted  by  Local  Law  No.  76/68. 

Rule  13 — The  Board  of  Examiners  for  Welders 

13.1 —  The  Board  of  Examiners  for  Welders  shall  be  ap¬ 
pointed  by  the  Commissioner  of  Buildings  from  members  of 
the  staff  of  the  department.  All  welders’  licenses  issued 
should  be  uniform  for  the  five  boroughs.  There  shall  be  a 
separate  license  for  electric  arc  welding,  and  for  gas  welding, 
which  licenses  shall  not  be  interchangeable,  and  shall  apply 
specifically  to  the  type  of  work  to  be  done  and  shall  be 
issued  in  accordance  with  Rule  2. 

13.2 —  Welders  to  be  licensed.  No  person  shall  perform 
welding  work  on  any  structural  member  of  a  structure 
without  having  obtained  a  welder’s  license  from  the  Board 
of  Examiners  for  welders. 

13.2.1—  Before  a  welder’s  license  may  be  issued  author¬ 
izing  a  person  to  perform  welding  work  on  a  structural 
member  of  a  structure,  the  person  applying  for  such  certifi¬ 
cate  shall  have  been  qualified  as  provided  in  Section  C26- 
1005.3(b)(1). 

13.2.2 —  No  person  shall  be  eligible  for  a  license  to  perform 
welding  work  as  provided  in  this  section  unless  he  is  a 
citizen  of  the  United  States  of  America  or  unless  he  is  a 
North  American  Indian  by  birth. 

13.2.3 —  The  Commissioner  of  Buildings  may  revoke  or 
suspend  a  license  of  any  person  if  workmanship  on  any 
structural  welding  is  such  as  to  indicate  incompetency  or 
negligence  which  might  endanger  a  structure  or  result  in 
injury  to  human  beings. 

13.2.4 —  Renewal  of  a  license  may  be  made  without  addi¬ 
tional  requalification  test  if  the  applicant  of  record  indi¬ 
cates  one  month  of  satisfactory  welding  experience  during  a 
previous  year. 

13.3 — Exceptions  to  requirements  for  welders’  licenses. 

13.3.1 —  Welders’  licenses  will  not  be  required  for  the 
attachment  of  steel  studs  directly  to  structural  beams  by 
semi-automatic  equipment  when  the  method  of  attachment 
has  been  approved  by  the  Board. 

13.3.2 —  Welders’  licenses  will  not  be  required  for  operators 
of  automatic  welding  equipment  of  a  type  approved  by  the 
Board  when  used  under  the  supervision  of  a  trained  welder 
holding  a  welder’s  license. 

Rule  14 — Qualification  tests  for  Welders 

14.1 — Before  the  examiners  for  welders  shall  issue  a 
welder’s  license,  the  applicant  shall  pass  the  applicable  tests 
prescribed  by  the  Department  of  Personnel.  In  the  case  of 
welders  performing  welding  work  out  of  town  on  structures 
to  be  erected  in  the  City  of  New  York,  documentary  evi¬ 
dence  from  a  testing  laboratory  acceptable  to  the  Department 
of  Buildings  and  to  the  engineer  or  architect  designated  for 
controlled  inspection,  attesting  that  the  applicant  has  passed 
the  prescribed  qualification  test  is  acceptable  for  a  specific 
structure. 


14.2 —  The  foregoing  provisions  are  not  intended  to  bar 
an  applicant  from  further  trial  in  the  case  of  one  or  more 
failures,  or  to  require  the  welder  who  has  passed  the  test  [ 
to  qualify  anew  for  every  job  he  may  undertake,  except  I 
in  the  case  of  welders  qualified  by  a  testing  laboratory. 

14.3 —  Classifications  of  Licenses  : 

CLASS  1 

Shop  and  Field — For  groove  and  fillet  welding  of  un¬ 
limited  thickness  materials,  in  all  positions,  the  test  candi¬ 
date  shall  weld  test  plates  in  the  vertical  and  overhead 
positions,  using  1  inch  thick  test  plates. 

CLASS  1— RESTRICTED 

Shop  and  Field — For  groove  welding  materials  of  limited  j 
thickness  (J4  inch  maximum)  and  for  fillet  welding  of  j 
unlimited  thickness  materials,  in  all  positions,  the  test  candi¬ 
date  shall  weld  test  plates  in  the  vertical  and  overhead  posi¬ 
tions  using  inch  thick  test  plates. 

CLASS  2 

Shop  and  Field — For  groove  welding  of  unlimited  thick¬ 
ness  in  the  flat  position  and  for  fillet  welding  in  the  flat  and 
horizontal  positions  only,  the  test  candidate  shall  weld  a  test 
plate  in  the  flat  position  using  1  inch  thick  test  plates. 

CLASS  2— RESTRICTED 

Shop  Only- — For  groove  welding  of  limited  thickness  mate-  ; 
rials  (jkt  inch  maximum)  in  the  flat  position  and  fillet  weld-  •. 
ing  in  the  flat  and  horizontal  positions  only,  the  test  candi¬ 
date  shall  weld  a  test  plate  in  the  flat  position  using  J4  inch  i 
test  plates. 

CLASS  3 

Shop  and  Field — For  fillet  welding  of  unlimited  thickness  i 
materials  in  all  positions,  the  test  candidate  shall  weld  test 
plates  in  the  vertical  and  overhead  positions  using  inch 
thick  test  plates. 

CLASS  3— RESTRICTED 

Shop  Only — For  fillet  welding  of  unlimited  thickness  mate¬ 
rials  in  the  flat  and  horizontal  positions  only  the  test  candi¬ 
date  shall  weld  test  a  plate  in  the  horizontal  position  using  3/& 
inch  thick  test  plates. 

14.4 —  Qualification  Requirements. 

14.4.1—  Pending  promulgation  of  qualification  requirements 
by  the  Commissioner  of  Buildings  pursuant  to  Section  j 
B26-1.3  of  the  Administrative  Code,  Rule  5.4  of  these  Rules, 
amended  December  13,  1968,  shall  remain  in  force. 

14.5 —  Re-test — In  case  a  welder  fails  to  meet  the  require¬ 
ments  of  one  or  more  test  welds,  a  re-test  may  be  allowed 
under  the  following  conditions : 

14.5.1 —  An  immediate  re-test  may  be  made  which  shall 
consist  of  two  test  welds  of  each  type  of  which  he  failed,  all 
of  which  shall  meet  all  the  requirements  specified  for  such 
welds. 

14.5.2 —  A  re-test  may  be  made  provided  there  is  evidence 
that  the  welder  has  had  further  training  or  practice.  In  this 
case  a  complete  re-test  shall  be  made. 

14.6 —  Welders  who  have  been  certified  by  the  Board  of 
Examiners  may  be  assigned  to  other  electric  arc  welding 
processes.  As  a  prerequisite  to  such  an  assignment,  the 
welder  shall  have  been  trained  in  the  process  by  his  employer 
and  said  welder  shall  be  given  a  certificate  for  the  required 
test.  No  further  certification  by  the  Board  of  Examiners  for 
Welders  will  be  required. 

14.7 —  Existing  Licenses.  All  persons  holding  a  valid  welder 
certificate  of  qualification  or  welder’s  license  issued  prior  to 
the  promulgation  of  these  revised  Rules  of  the  Board,  shall 
be  considered  to  have  qualified  under  the  tests  prescribed 
herein. 


RULES 


V 

i 


Rule  15 — Quality  Control 

15.1 —  The  quality  of  welds  permitted  under  the  Building 
Code  shall  conform  to  the  requirements  of  Section  6  (In¬ 
spection)  of  AWS  Dl.0-69 — Welding  in  Building  Construc¬ 
tion — and  with  all  other  requirements  of  these  Rules  and  the 
Building  Code. 

Rule  16 — Supervision  and  Inspection 

16.1 —  Any  welding  to  be  done  on  a  structure  or  any  part 
thereof  shall  be  performed  under  the  observation  of  a  repre¬ 
sentative  of  the  licensed  professional  engineer  or  registered 
architect  designated  for  controlled  inspection,  pursuant  to 
Section  C26-106.3  of  the  Administrative  Code.  The  architect 
or  engineer  designated  for  controlled  inspection  may  employ 
an  inspection  agency  responsible  to  him,  which  agency  shall 
be  acceptable  to  the  Commissioner  of  Buildings.  Welding 
inspection  agencies  shall  have  a  minimum  of  5  years  experi¬ 
ence  as  such. 

16.1.1 —  The  Commissioner  of  Buildings  may,  in  the  case  of 
minor  welding  operations,  including  stairs  and  fire  escapes, 
waive  the  requirements  for  inspection  if,  in  his  judgment, 
such  inspection  may  be  adequately  made  by  a  steel  inspector 

.  employed  regularly  by  the  Department  of  Buildings. 

16.1.2 —  Unless  personally  inspected  by  a  registered  archi- 

Stect  or  licensed  professional  engineer,  each  welding  inspector 
shall  have  at  least  3  years  experience  in  the  field  of  welding 
and/or  welding  inspection  in  order  to  be  authorized  to  inspect 
any  welding.  Each  welding  inspector,  if  other  than  the  archi¬ 
tect  or  engineer  designated  for  controlled  inspection,  and  an 
affidavit  to  the  effect  that  said  inspector  has  the  prerequisite 
experience  and  is  acceptable,  is  to  be  filed  with  each  applica- 
i  tion  for  which  the  welding  work  is  being  performed,  before 
(  any  welding  operations  are  to  commence.  Unless  directly 
employed  by  the  architect  or  engineer  responsible  for  con¬ 
trolled  inspection  the  inspectors  shall  be  in  the  employ  of 
an  inspection  agency  acceptable  to  the  Commissioner  of 
Buildings. 

16.2 — The  personnel  performing  the  inspection  shall  take 
•  adequate  means  to  assure  that  the  preparing,  oxygen  cutting, 
assembling,  and  welding  of  a  structure  conform  to  the  design 
and  that  the  resulting  structure  is  free  from  deficiencies  and 
injurious  effects.  Adequate  daily  records  of  the  progress  of 
the  work  shall  be  maintained,  and  submitted  daily  to  the 
*  registered  architect  or  licensed  professional  engineer  respon¬ 
sible  for  supervision  of  work.  Such  records  shall  be  avail¬ 
able  to  the  Building  Commissioner  or  his  representative  for 
a  period  of  at  least  2  years  after  the  completion  of  all  work 
in  the  course  of  construction.  The  records  shall  indicate  a 
;  definite  and  personal  responsibility  for  acceptance  of  every 
weld  as  to  size,  location,  type  of  filler  metal  used  and  quality 
of  workmanship,  and  show  evidence  that  no  weld  called  for 
in  the  design  has  been  omitted.  Each  welder  shall  place  his 
identification  symbol  on  his  work  and  the  inspector  after 
inspecting  each  weld  shall  do  likewise. 

16.2.1 — The  inspector  shall  inspect  for  defects  and  irreg¬ 
ularities,  plate  cracks  adjacent  to  or  behind  welds,  crater 
cracks  or  cracks  in  the  weld  metal. 

16.2.2 — The  inspector  shall  gauge  all  welds  for  deficiency 
of  throat  or  other  critical  cross  section. 

16.2.3 — The  inspector  shall  carefully  observe  and  reject 
unallowable  or  out  of  tolerance  undercutting,  overlap  or  lack 
of  fusion  at  edges  of  weld,  lack  of  penetration  of  porosity, 
location  of  craters,  size  and  shape  of  bead  and  order  occa¬ 
sional  shipping  to  determine  penetration  and  correct  all  or 
any  irregularities  of  workmanship  contrary  to  the  design. 

16.2.4 — A  staff  of  inspectors  numerous  enough  to  provide 
one  inspector  for  every  6  welders  of  each  job  at  all  times 
shall  be  required,  provided  that  the  welders  are  within  4 
tiers  of  each  other. 

16.3 — Daily  inspection  shall  be  made  of  preheating  equip¬ 
ment  to  see  that  it  is  functioning  properly.  Preheat  drying 
,  cabinets  for  low  hydrogen  electrodes  shall  be  maintained 
within  easy  access  of  all  welding  operators.  Above  infor¬ 
mation  is  to  be  included  in  daily  welding  inspectors’  reports. 


16.4 —  Before  equipment  used  to  supply  welding  current  is 
used  at  the  job  site,  it  shall  be  tested  at  the  job  site  by  a 
welding  inspector  to  ascertain  proper  functioning  of  the 
equipment  and  to  establish  the  arc  voltage  and  current  pro¬ 
duced  by  this  equipment.  This  certification  shall  be  filed 
with  the  welding  report. 

16.5 —  When  any  of  the  components  being  welded  exceeds 
1.5  inches  in  thickness,  either  of  the  following  additional 
requirements  shall  be  met : 

16.5.1 —  Non-destructive  testing  in  rule  17  shall  be  manda¬ 
tory,  for  the  weld  and  base  metal  in  the  region  of  the  weld, 
and  all  deficiencies  that  are  detected  are  to  be  remedied ;  or 

16.5.2 —  Preheating  and  insulated  cooling  techniques  shall 
be  employed. 

Rule  17 — Non-destructive  Testing 

17.1 —  Non-destructive  testing  may  be  specified  by  the 
architect  or  engineer  designated  for  controlled  inspection  to 
augment  other  inspection  requirements,  or  in  conformance 
with  rule  16.5.1,  or,  be  required  by  the  Commissioner  of 
Buildings  should  there  be  a  reasonable  doubt  as  to  the 
adequacy  of  any  welding. 

17.2 —  Non-destructive  testing  shall  conform  with  the  re¬ 
quirements  of  section  607  (Non-destructive  Testing),  and 
Appendices  B  (Radiographic  Inspection  of  Welds)  and  C 
(Ultrasonic  Testing  of  Groove  Welds)  contained  in  AWS 
DI. 0-69-Welding  in  Building  Construction,  as  modified  by 
these  Rules.  Other  methods  of  non-destructive  testing  ac¬ 
ceptable  to  the  Commissioner  of  Buildings,  consistent  with 
good  practice,  may  be  used. 

17.3 —  Non-destructive  testing  equipment: 

(a)  Non-destructive  Systems,  methods  and  techniques  for 
testing  shop  and  field  welds  may  be  used  on  condition  that 
all  such  systems,  methods,  techniques  and  apparatus  shall 
first  be  acceptable  to  the  Commissioner  of  Buildings.  Such 
systems  may  use  x-ray,  radiography,  magnetic  particle,  ultra¬ 
sonic,  dye  pentrants,  etc. 

(b)  The  results  of  actual  performance  tests  by  each  sys¬ 
tem  for  which  authorization  is  sought  shall  be  the  criteria 
determining  the  limitations  under  which  the  authorization 
shall  be  granted. 

(c)  Each  system  of  testing  shall  prove  its  unfailing  ability 
to  distinguish  between  good  and  faulty  welds,  by  testing  at 
least  two  samples  of  every  class,  size  and  type  of  weld,  for 
which  approval  is  sought.  These  weld  samples  shall  be 
tested  under  conditions  duplicating  the  conditions  met  in 
actual  practice,  such  as : 

1.  Shop  welds  or  field  welds  or  both. 

2.  For  field  welds  the  test  samples  shall  be  tem¬ 
porarily  installed  in  the  most  inaccessible  parts  of  a 
structure  where  welding  is  to  be  tested. 

3.  Flat,  vertical  or  overhead  positions. 

4.  Maximum  sizes  (throats)  of  welds  for  which 
approval  is  sought. 

5.  Types  and  alloys  of  base  metals,  for  which 
approval  is  sought. 

(d)  Two  or  more  test  samples  for  each  type  of  weld 
shall  be  tested,  of  which  one  shall  be  a  perfect  weld,  and  at 
least  one  other  shall  include  a  flaw  or  imperfection,  deliber¬ 
ately  produced  in  the  weld,  by  lack  of  penetration,  inclusion 
of  slag  from  the  last  pass,  or  such  other  flaws  as  the  Board 
shall  specify. 

(e)  After  the  designation  and  rating  of  each  weld  sample, 
by  the  apparatus  under  test,  the  samples  with  flaws  shall 
be  machine  cut  apart,  through  the  throat  of  the  weld,  then 
polished  and  etched  with  acid  to  disclose  the  weld  with  the 
flaw.  The  samples  with  perfect  welds  shall  be  tested  to 
failure  by  tension. 

(f)  The  Commissioner  of  Buildings  shall  determine  the 
sizes,  types  and  number  of  the  samples  to  be  tested,  and  shall 
decide  which  test  results  shall  be  acceptable  for  the  approval 
of  the  method  and  type  of  apparatus  under  test,  and  what 
limitations,  if  any,  shall  be  included  in  any  acceptance. 
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COURT  DECISION. 

Matter  of  Community  Planning  Board  #2  vs.  Board  of  Stand¬ 
ards  and  Appeals — On  February  20,  1973  the  Board  granted  the 
application,  based  on  a  decision  of  the  Borough  Superintendent,  un¬ 
der  section  72-01(b)  and  72-21  of  the  Zoning  Resolution,  to  permit 
in  an  R6  district  in  an  existing  three  story  and  basement  building 
the  enlargement  into  the  rear  yard  of  the  first  floor  restaurant  and 
the  addition  to  the  'uses  to  include  Cabaret  in  the  basement.  Calendar 
Number  737-73-BZ,  Premises  139  West  10th  Street,  north  side,  1S4 
feet  west  of  Greenwich  Avenue,  Block  611,  Lot  69,  Borough  of 
Manhattan. 

At  New  York  County  Supreme  Court,  Special  Term,  Part  I, 
Justice  Sidney  A.  Asch,  rendered  the  following  decision: 

",  .  .  Motion  for  an  order  to  set  aside  the  action  by  the 
Board  of  Standards  and  Appeals,  dated  February  20,  1973  is 
denied.  Respondents’  cross-motion  to  dismiss  the  petition,  pur¬ 
suant  to  section  7804(f)  CPLR,  upon  the  ground  that  the  peti¬ 
tion  fails  to  allege  facts  sufficient  to  establish  petitioner’s  standing 
as  aggrieved  parties  under  section  668e  1.0  of  the  Administrative 
Code  of  the  City  of  New  York  is  granted  .  .  .” 

(New  York  Law 
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Court  Decision. 
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Notice  of  Hearing  of  Calendar. 


Avril  H.  Latham,  Chief  Clerk 
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Office — 80  Lafayette  Street,  9th  Floor,  Manhattan,  New 
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PUBLIC  NOTICE 

The  resolutions  of  the  Board  of  Standards  and  Ap¬ 
peals  are  now  filed  the  day  following  public  hearing.  By 
virtue  of  recent  court  decisions  the  time  for  commencing 
review  proceedings  of  Board  determinations  starts  from 
the  date  of  the  filing  of  the  Board’s  resolution. 

JOSEPH  B.  KLEIN 
Chairman 


Minutes  of  Regular  Meeting,  Tuesday  Morning,  July  24, 
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Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  July  24, 
1973,  Affecting  Calendar  Numbers — 

896-67-SM 

319-73-A 

340-73-A 

973-67-SM 

320-73-A 

355-73-A 

84-73-A — 

321-73-A 

374-73-A 

Vol.  II 

322-73-A 

382-73-A 

181-73-A 

323-73-A 

441-70-A 

238-73-A 

324-73-A 

197-73-A 

305-73-A 

30S-73-A 

325-73- A 

239-73-A 

Proposed  Amendments  of  Rules  for  Arc  and  Gas  Weld¬ 
ing  and  Oxygen  Cutting  of  Steel,  Covering  The  Speci¬ 
fications  for  Design,  Fabrication  and  Inspection  of  Arc 
and  Gas  Welded  Steel  Structures  and  The  Qualifica¬ 
tions  of  Welders  and  Supervisors. 


I  j 
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DOCKET 

New  Cases  Filed  Up  to  July  24,  1973 
Cal.  No.  Dept.  Premises  Affected 

429- 73-A — B.R. — 139  Weiner  Avenue,  southeast  corner  of 
Meade  Avenue,  Block  7566,  Lot  139,  Richmond  Valley, 
Borough  of  Richmond,  N.B.  618-73 — building  not  front¬ 
ing  legal  street,  General  City  Law. 

430- 73-A — B.R. — 61  Cedarcliff  Road,  north  side,  153.33 
feet  east  of  Nesmythe  Terrace,  Block  618,  Lot  105, 
Grymes  Hills,  Borough  of  Richmond,  N.B.  1289-73,  build¬ 
ing  not  fronting  legal  street,  General  City  Law. 

431- 73-SM — Bergis  #400  Anti-siphon  float  valve,  manu¬ 
factured  by  Bergis  Products,  Material. 

432- 73-SA — Modulav,  American  Sterilizer  Model  BA01, 
manufactured  by  American  Sterilizer  Company,  Appli¬ 
ance. 

433- 73-BZ — B.M. — 529  East  11th  Street,  north  side,  295.6 
feet  west  of  Avenue  B,  Block  405,  Lot  48,  Borough  of 
Manhattan,  Alt.  64-73  re-  storage  warehouse  R7-2  dis¬ 
trict.  Community  Board  #3. 


434-73-A — F.D. — Packaging  of  flammable  mixture  known 
as  “DuPont  Windshield  Washer  Concentrated  Solvent 
and  Anti-Freeze”  in  14  ounce  polyethylene  bottle  with 
screw  cap  not  in  compliance  with  regulations  of  the  Ad¬ 
ministrative  Code. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


SEPTEMBER  11,  1973,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  September  11, 1973,  at  10  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  fol¬ 
lowing  matters : 

155-57-BZ 

APPLICANT — Herbert  Gallin  for  Thomas  A.  Jempty, 
owner. 

SUBJECT — Application  for  consideration — request  the  Rules 
of  Procedure  and  reopening  for  extension  of  term  of  vari¬ 
ance  which  expired  March  26,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  7h  of  the  Zoning- 
Resolution,  permitting  in  a  residence  use  district,  the 
maintenance  of  a  parking  lot  for  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 1690-1692  Nelson  Avenue,  east 
side,  410  feet  north  of  West  174'th  Street,  Block  2876,  Lots 
167  and  168,  Borough  of  The  Bronx. 


85-58-BZ 

APPLICANT — Charles  M.  Spindler  for  Capital  Jericho 
Turnpike  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  July  8,  1973 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Sections  7f  and  7i  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  business  use  district,  after  demo¬ 
lition  of  the  two  existing  buildings,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station,  lubritorium,  car 


washing,  office,  storage  and  parking  of  more  than  five 
motor  vehicles  and  minor  auto  repairs. 

PREMISES  AFFECTED— 20-24  2nd  Avenue  and  30-32 
East  1st  Street,  northeast  corner,  Block  443,  Lots  1  and 
62,  Borough  of  Manhattan. 


231-52-BZ — Vol.  II 

APPLICANT — Frederick  A.  Ketcher  for  Jack  Starr,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  June  4,  1973 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7h  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district,  the  extension  of  the 
parking  lot  for  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 1124-1140  Nelson  Avenue,  east 
side,  150  feet  north  of  West  166th  Street  and  1131-1139 
Woodycrest  Avenue,  Block  2513,  Lots  44,  46,  48,  66  and 
83,  Borough  of  The  Bronx. 

182-57-BZ 

APPLICANT — Charles  M.  Spindler  for  Shell  Oil  Company, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  for  extension  of  term  of  vari¬ 
ance  which  expired  November  13,  1972 — decision  of  the 
Borough  Superintendent ;  previously  granted  on  condition 
under  Section  7e  of  the  Zoning  Resolution,  permitting  in 
a  local  retail  and  residence  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station,  auto  washing 
(non-automatic),  lubrication,  office  accessory  sales  and 
minor  auto  repairs  with  hand  tools  only  and  with  a  ground 
sign  within  the  local  retail  district. 

PREMISES  AFFECTED— 218-28  to  218-36  (218-30  offi¬ 
cial)  Hillside  Avenue  and  88-01  to  88-11  218th  Place, 
southeast  corner,  Block  10678,  Lot  14,  Hollis,  Borough 
of  Queens. 

138-73-BZ 

APPLICANT — Maurice  Intrator  for  Majority  Baptist 
Church,  owner. 

SUBJECT — Application  March  1,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C3-2  district,  the  erection  of  a 
two  story  enlargement  to  adjoining  structures  to  be  occu¬ 
pied  as  a  church  that  will  exceed  the  permitted  floor  area 
ratio. 

PREMISES  AFFECTED— 115-121  Farmers  Boulevard, 
northeast  corner  of  115th  Road,  Block  11032,  Lots  1,  2, 
St.  Albans,  Borough  of  Queens,  Community  Board  #12. 
Laid  over  from  July  17,  1973,  for  hearing;  applicant  to 

send  out  proper  notification. 


86-73-BZ 

APPLICANT— Koons  and  Fantino,  for  Lares  Realty  Com¬ 
pany,  owner. 

SUBJECT — Application  February  9,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  main¬ 
tenance  of  a  one  story  enlargement  to  an  existing  res¬ 
taurant. 

PREMISES  AFFECTED— 394  City  Island  Avenue,  south¬ 
east  corner  of  Ditmars  Street,  Block  5644,  Lot  172,  Bor¬ 
ough  of  The  Bronx.  Community  Board  #12. 

220-73-BZ 

APPLICANT — Joseph  C.  Schmitt  for  Board  of  Education, 
Office  of  School  Buildings,  owner. 
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SUBJECT — Application  April  12,  1973 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-641 
of  the  Zoning  Resolution,  to  permit  in  an  R3-2  district,  the 
erection  of  a  gymnasium  wing  and  a  classroom  wing  to 
an  existing  high  school  that  encroaches  on  the  required 
front  yard  and  inner  court  recess. 

PREMISES  AFFECTED — 156-10  Baisley  Boulevard, 

southeast  corner,  Block  12261,  Lot  1,  Springfield  Gardens, 
Borough  of  Queens.  Community  Board  #12. 


298-73-BZ 

APPLICANT — Arno  Fischer  for  Mapsco  Realty,  Incor¬ 
porated,  owner. 

SUBJECT — Application  May  17,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  construction 
and  maintenance  of  an  off-site  parking  facility  for  a  manu¬ 
facturing  establishment. 

PREMISES  AFFECTED— 47-33  37th  Street,  east  side, 
240  feet  north  of  48th  Avenue,  Block  228,  Lot  16,  Long 
Island  City,  Borough  of  Queens.  Community  Board  #1. 


344-73-BZ 

APPLICANT — Stanley  H.  Klein  for  Russell  C.  Siebert, 
owner,  Village  Chevrolet,  Incorporated,  lessee. 

SUBJECT — Application  June  7,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-412  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  at  an  existing 
automobile  sales  and  service  establishment  previously  be¬ 
fore  the  Board,  the  enlargement  in  lot  area  and  the  addition 
to  the  uses  to  include  open  parking,  display  and  sale  of 
cars,  car  rental  office  and  the  sale  of  motor  homes. 

PREMISES  AFFECTED — 222-22  Jamaica  Avenue,  south 
side,  75  feet  east  of  222nd  Street,  Block  10813,  Lots  4  and 
5,  Queens  Village,  Borough  of  Queens.  Community 
Board  #13. 

_ 

The  following  cases  were  laid  over  from  the  previous 

public  hearings  for  reasons  published  in  the  MINUTES 

of  such  hearings. 

— 

836-72-BZ 

APPLICANT — Larry  Meltzer  for  Humble  Oil  and  Refining 
1  Company,  owner. 

SUBJECT— Application  December  29,  1972 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  11-413 
i  of  the  Zoning  Resolution,  to  permit  in  a  C8-1  and  R5  dis¬ 
trict,  on  a  plot  previously  before  the  Board,  the  erection 
and  maintenance  of  an  automotive  service  station. 

PREMISES  AFFECTED— 2427-2459  Flatbush  Avenue, 
2034-2074  Amersfort  Avenue,  northeast  corner,  and  2022 
!•  East  52nd  Street,  Block  8543,  Lots  17,  48,  Borough  of 
Brooklyn. 

Laid  over  from  June  19,  1973,  for  continued  hearing. 

72-73-BZ 

APPLICANT — 'Abram  Shlefstein  and  Mario  Matthew 
Cuomo  for  Jean  Frischling,  Stanley  Frischling,  as  Exec¬ 
utor  of  estate  of  Murry  Frischling,  owners. 

SUBJECT — Application  January  26,  1973 — decision  of  the 
Borough  Superintendent,  under  Sections  73-211  and  73-212 
of  the  Zoning  Resolution  to  permit  in  a  C6-1  district,  the 
erection  and  maintenance  of  an  automotive  service  station 
with  accessory  uses. 

i 


PREMISES  AFFECTED— 41-57  Third  Avenue,  520-528 
Atlantic  Avenue,  southeast  corner,  501-509  Pacific  Street, 
Block  186,  Lot  1,  Borough  of  Brooklyn. 

Laid  over  from  June  19,  1973,  for  continued  hearing. 


161-73-BZ 

APPLICANT — Lama  and  Vassalotti  for  Ford  Leasing  & 
Development  Company,  owner. 

SUBJECT — Application  March  13,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Rl-2  district,  the  erection 
of  a  two  story  automobile  sales  and  service  establishment 
with  accessory  open  and  roof  parking,  and  open  automobile 
sales. 

PREMISES  AFFECTED — 239-25  Northern  Boulevard, 
north  side,  43.99  feet  east  of  234th  Street,  Block  8092,  Lot 
24,  Bayside,  Borough  of  Queens.  Community  Board  #11. 

Laid  over  from  July  3,  1973,  for  continued  hearing. 


162-73-BZ 

APPLICANT — Lama  and  Vassalotti  for  Ford  Leasing  & 
Development  Company,  owner. 

SUBJECT — Application  March  14,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  Rl-2  district,  on  a 
plot  with  an  automobile  sales  and  service  establishment, 
the  erection  of  an  accessory  sales  office  for  the  sale  of 
cars  that  extends  into  the  front  yard. 

PREMISES  AFFECTED — 240-07  Northern  Boulevard, 
north  side,  43.99  feet  east  of  234th  Street,  Block  8092, 
Lot  24,  Bayside,  Borough  of  Queens.  Community  Board 
#11. 

Laid  over  from  July  3,  1973,  for  continued  hearing. 


332-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Charlotte  Herbst, 
owner;  Seymour  Herbst,  lessee. 

SUBJECT — Application  June  1,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  erection  of  a 
second  floor,  to  an  existing  one  story  mixed  building  and 
the  change  in  use  to  offices  throughout. 

PREMISES  AFFECTED — 6214  Riverdale  Avenue,  east 
side,  115  feet  south  of  263rd  Street,  Block  5887,  Lot 
1355,  Borough  of  The  Bronx.  Community  Board  #14. 
Hearing  closed. 


198-73-BZ 

APPLICANT — Lama  and  Vassalotti  for  George  Kiouzel- 
lis,  owner. 

SUBJECT — April  4,  1973 — decision  of  the  Borough  Super¬ 
intendent,  under  Section  72-21  of  the  Zoning  Resolution 
to  permit  in  a  C2-2  district,  the  erection  of  a  basement 
enlargement  to  an  existing  store  that  will  increase  the 
degree  of  non-compliance  in  floor  area  ratio,  open  space 
ratio  and  the  lot  area  requirements. 

PREMISES  AFFECTED — 27-36  21st  Street,  west  side,  50 
feet  north  of  28th  Avenue,  Block  539,  Lot  40,  Astoria, 
Borough  of  Queens.  Community  Board  #1. 

Hearing  closed. 


199-73-A 

APPLICANT — Lama  and  Vassalotti  for  George  Kiouzel- 
lis,  owner. 
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SUBJECT — Application  April  4,  1973 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  enlargement  of 
an  existing  frame  building  for  commercial  use. 

PREMISES  AFFECTED— 27-36  21st  Street,  west  side,  50 
feet  north  of  28th  Avenue,  Block  539,  Lot  40,  Astoria, 
Borough  of  Queens. 


242-73-BZ 

APPLICANT — Pierez,  Karmiol  &  Ackerman  for  10  Ralph 
Place  Corporation,  owner. 

SUBJECT — Application  April  25,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  in  a  proposed 
two  story  and  cellar  medical  building,  the  addition  to  the 
uses  to  include  optician  office  and  ethical  pharmacy,  and 
without  the  required  accessory  parking. 

PREMISES  AFFECTED— 11  Ralph  Place  and  886  Rich¬ 
mond  Road,  northwest  corner,  Block  3168,  Lots  49,  51, 
74,  145,  Borough  of  Richmond.  Community  Board  #2. 
Hearing  closed. 


188-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Long  Island 
Community  Play  Houses,  Incorporated,  owner ;  Elite  Park 
Recreation  Company,  Incorporated,  lessee. 

SUBJECT — Application  March  30,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  district,  the  erection  of 
a  mezzanine  enlargement  to  an  existing  -two  story  building 
that  increases  the  degree  of  non-compliance  in  floor  area 
ratio  and  the  change  in  occupancy  from  meeting  and  bingo 
hall  to  eating  and  drinking  establishment  without  re¬ 
strictions. 

PREMISES  AFFECTED— 132-15-132-23  120th  Avenue, 
northwest  corner  of  133rd  Street,  Block  1.1695,  Lot  1, 
Ozone  Park,  Borough  of  Queens.  Community  Board  #10. 

Hearing  closed. 

JOSEPH  B.  KLEIN,  Chairman 


SEPTEMBER  11,  1973,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  September  11,  1973,  at  2  o’clock  at 
80  Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on 
the  following  matters : 

184-73-SM 

APPLICANT — Stricon  Products  Limited,  owner. 

282-73-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Elaine  Products  Company. 
SUBJECT — Application  May  7,  1973 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 208-22  Jamaica  Avenue,  south 
side,  552.018  feet  west  of  211th  Street,  Block  10835,  Lot  34, 
Jamaica,  Borough  of  Queens. 


227-73-A 

APPLICANT — Airco  Cryogenics,  owner. 

SUBJECT — Application  April  18,  1973 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  LNG  pumps. 
PREMISES  AFFECTED— Arthur  Kill  Road,  north  side, 
Blocks  7167  and  7162,  Lots  28,  52,  1,  10,  47,  49,  and  50, 
Borough  of  (Arthur  Kill)  Richmond. 


197-73-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Milton  J.  Olive. 

SUBJECT — Application  April  3,  1973 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 269-271  Henry  Street,  east  side, 
201.3  feet  south  of  Joralemon  Street,  Block  263,  Lots  22, 
23,  Borough  of  Brooklyn. 


49- 73-A 

APPLICANT — Albert  Melniker  for  Prel-Staten  Island,  In¬ 
corporated,  owner. 

SUBJECT — Application  January  25,  1973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law — re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — Lincoln  Street,  north  side,  282 
feet  west  of  Todt  Hill  Road,  Block  696,  Lot  319,  Castleton 
Corners,  Borough  of  Richmond. 

50- 73-A 

APPLICANT — Albert  Melniker  for  Prel-Staten  Island,  In¬ 
corporated,  owner. 

SUBJECT — Application  January  25,  1973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law — re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — Lincoln  Street,  north  side,  96' 
west  of  Todt  Hill  Road,  Block  696,  Lot  310,  Castleton 
Corners,  Borough  of  Richmond. 


51- 73-BZ 

APPLICANT — Albert  Melniker  for  Prel-Staten  Island,  In¬ 
corporated,  owner. 

SUBJECT — 'Application  January  25,  1973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law — re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — Lincoln  Street,  north  side,  158 
feet  west  of  Todt  Hill  Road,  Block  696,  Lot  313,  Castleton 
Corners,  Borough  of  Richmond. 

52- 73-A 

APPLICANT — Albert  Melniker  for  Prel-Staten  Island,  In¬ 
corporated,  owner. 

SUBJECT — Application  January  25,  1973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — Lincoln  Street,  north  side,  220 
feet  west  of  Todt  Hill  Road,  Block  696,  Lot  316,  Castleton 
Corners,  Borough  of  Richmond. 


53-73-A 

APPLICANT — 'Albert  Melniker  for  Prel-Staten  Island,  In¬ 
corporated,  owner. 

SUBJECT — Application  January  25,  1973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — Lincoln  Street,  north  side,  344 
feet  west  of  Todt  Hill  Road,  Block  696,  Lot  322,  Castleton 
Corners,  Borough  of  Richmond. 


54-73-A 

APPLICANT — Albert  Melniker  for  Prel-Staten  Island,  In¬ 
corporated,  owner. 
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SUBJECT — Application  January  25,  1973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — Bolivar  Street,  north  side, 
54.63  feet  west  of  service  road  of  Richmond  Parkway, 
Block  696,  Lot  190,  Castleton  Corners,  Borough  of  Rich¬ 
mond. 

55- 73-A 

APPLICANT — Albert  Melniker  for  Prel-Staten  Island,  In¬ 
corporated,  owner. 

SUBJECT — Application  January  25,  1973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — Croak  Avenue,  south  side, 

232.78  feet  west  of  service  road  of  Richmond  Parkway, 
Block  696,  Lot  215,  Castleton  Corners,  Borough  of  Rich¬ 
mond. 

I  _ 

56- 73-A 

APPLICANT — Albert  Melniker  for  Prel-Staten  Island,  In¬ 
corporated,  owner. 

SUBJECT — Application  January  25,  1973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — Croak  Avenue,  south  side, 

170.78  feet  west  of  service  road  of  Richmond  Parkway, 
Block  696,  Lot  218,  Castleton  Corners,  Borough  of  Rich¬ 
mond. 

i 

57- 73-A 

APPLICANT — Albert  Melniker  for  Prel-Staten  Island,  In¬ 
corporated,  owner. 

SUBJECT— Application  January  25,  1973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — Croak  Avenue,  south  side,  110 
feet  west  of  service  road  of  Richmond  Parkway,  Block 
696,  Lot  221,  Castleton  Corners,  Borough  of  Richmond. 


58-73-A 

APPLICANT — Albert  Melniker  for  Prel-Staten  Island,  In¬ 
corporated,  owner. 

,  SUBJECT — Application  January  25,  1973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — Bolivar  Street,  north  side, 
116.63  feet  west  of  service  road  of  Richmond  Parkway, 
Block  696,  Lot  247,  Castleton  Corners,  Borough  of  Rich¬ 
mond. 


59- 73-A 

4 

APPLICANT — Albert  Melniker  for  Prel-Staten  Island,  In¬ 
corporated,  owner. 

SUBJECT — Application  January  25,  1973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — Croak  Avenue,  north  side,  30 
feet  west  of  service  road  of  Richmond  Parkway,  Block 
696,  Lot  240,  Castleton  Corners,  Borough  of  Richmond. 

60- 73-A 

;  APPLICANT — Albert  Melniker  for  Prel-Staten  Island,  In¬ 
corporated,  owner. 

t 


SUBJECT — Application  January  25,  1973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — Croak  Avenue,  north  side,  150 
feet  west  of  service  road  of  Richmond  Parkway,  Block 
696,  Lot  246,  Castleton  Corners,  Borough  of  Richmond. 


61-73-A 

APPLICANT — Albert  Melniker  for  Prel-Staten  Island,  In¬ 
corporated,  owner. 

SUBJECT— Application  January  25,  1973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — Croak  Avenue,  north  side,  90 
feet  west  of  service  road  of  Richmond  Parkway,  Block 
696,  Lot  243,  Castleton  Corners,  Borough  of  Richmond. 


62-73-A 

APPLICANT — Albert  Melniker  for  Prel-Staten  Island,  In¬ 
corporated,  owner. 

SUBJECT — Application  January  25,  1973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — Croak  Avenue,  north  side,  210 
feet  west  of  service  road  of  Richmond  Parkway,  Block 
696,  Lot  249,  Castleton  Corners,  Borough  of  Richmond. 


63-73-A 

APPLICANT — Albert  Melniker  for  Prel-Staten  Island,  In¬ 
corporated,  owner. 

SUBJECT — Application  January  25,  1973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — Croak  Avenue,  north  side,  270 
feet  west  of  service  road  of  Richmond  Parkway,  Block 
696,  Lot  252,  Castleton  Corners,  Borough  of  Richmond. 


64-73-A 

APPLICANT — Albert  Melniker  for  Prel-Staten  Island,  In¬ 
corporated,  owner. 

SUBJECT — Application  January  25,  1973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — Lincoln  Street,  north  side,  380 
feet  west  of  service  road  of  Richmond  Parkway,  Block 
696,  Lot  277,  Castleton  Corners,  Borough  of  Richmond. 


65-73-A 

APPLICANT — Albert  Melniker  for  Prel-Staten  Island,  In¬ 
corporated,  owner. 

SUBJECT — Application  January  25,  1973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — Lincoln  Street,  south  side,  320 
feet  west  of  service  road  of  Richmond  Parkway,  Block 
696,  Lot  280,  Castleton  Corners,  Borough  of  Richmond. 


66-73-A 

APPLICANT — Albert  Melniker  for  Prel-Staten  Island,  In¬ 
corporated,  owner. 

SUBJECT — Application  January  25,  1973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 
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PREMISES  AFFECTED— Lincoln  Street,  south  side,  260 
feet  west  of  service  road  of  Richmond  Parkway,  Block 
696,  Lot  283,  Castleton  Corners,  Borough  of  Richmond. 

67-73-A 

APPLICANT — Albert  Melniker  for  Prel-Staten  Island,  In¬ 
corporated,  owner. 

SUBJECT — Application  January  25,  1973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — Lincoln  Street,  south  side,  200 
feet  west  of  service  road  of  Richmond  Parkway.  Block 
696,  Lot  286,  Castleton  Corners,  Borough  of  Richmond. 


68-73-A 

APPLICANT — Albert  Melniker  for  Prel-Staten  Island,  In¬ 
corporated,  owner. 

SUBJECT- — Application  January  25,  1973 — filed  pursuant  to 
Section  36,  Article  3,  New  York  City  Charter  re-  building 
not  facing  legal  street. 

PREMISES  AFFECTED— Lincoln  Street,  south  side,  140 
feet  west  of  service  road  of  Richmond  Parkway,  Block 
696,  Lot  289,  Castleton  Corners,  Borough  of  Richmond. 


69-73-A 

APPLICANT — Albert  Melniker  for  Prel-Staten  Island,  In¬ 
corporated,  owner. 

SUBJECT— Application  January  25,  1973 — filed  pcrsuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — Lincoln  Street,  north  side,  406 
feet  west  of  Todt  Hill  Road,  Block  696,  Lot  325,  Castleton 
Corners,  Borough  of  Richmond. 


376-73-A 

APPLICANT — Samuel  Garnett  for  Floromar  Corporation, 
owner ;  Avis  Rent-A-Car,  lessee. 

SUBJECT — Application  June  18,  1973 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  provision  of  Oil  Sep¬ 
arator  for  open  type  garage. 

PREMISES  AFFECTED— 6  Carlisle  Street  and  111  to  121 
Washington  Street,  southeast  corner,  Block  53,  Lot  12, 
Borough  of  Manhattan. 

JOSEPH  B.  KLEIN,  Chairman 


SEPTEMBER  18,  1973,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning ,  September  18,  1973,  at  10  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  fol¬ 
lowing  matters : 

1128-64- A 

APPLICANT — Reavis  and  McGrath  for  the  Durst  Building 
Corporation,  long  term  lessee ;  Bond  Stores,  Incorporated, 
sub  lessee,  United  States  Steel  and  Carnegie  Pension 
Funds,  Incorporated,  as  Trustee  for  the  United  States 
Steel  Corporation  Non-Contributory  Pension  Plan  and  as 
Trustee  for  United  States  Steel  Corporation  Contributory 
Pension  Plan,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  January  20,  1971 — appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 


re-  sprinkler  system,  restored  to  Docket  by  order  of  the 
Court;  previously  granted  on  condition. 

PREMISES  AFFECTED — 1530  Broadway,  southeast  cor¬ 
ner  of  West  45th  Street,  Block  997,  Part  of  Lot  1,  Borough 
of  Manhattan. 


973-57-BZ 

APPLICANT — Lama  and  Vassalotti  for  Maury  Oleck, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  October  28, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7f,  7e,  7i  and  7 A  of 
the  Zoning  Resolution,  permitting  in  a  retail  and  residence 
use  district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  lubritorium,  motor  vehicle  repairs  of  minor 
adjustment  with  hand  tools  only,  automatic  auto  laundry, 
simonizing  room  and  parking  of  vehicles  awaiting  service. 

PREMISES  AFFECTED — 60-04  Metropolitan  Avenue  and 
62-30  to  62-40  60th  Street,  southwest  corner,  Block  3492, 
Lot  45  (formerly  Lots  45,  46  and  47),  Maspeth,  Borough 
of  Queens. 


239-48-RZ — Vol.  II 

APPLICANT — Vincent  A.  G.  O’Connor  for  Crest  Parking, 
Lts.,  lessee;  New  York  Life  Insurance  Company,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  extension  of  term  of  variance 
which  expired  November  25,  1957 — decision  of  the  Borough 
Superintendent;  permitting  in  a  residence  use  district  por¬ 
tion  of  lot,  the  extension  of  existing  parking  and  storage 
of  more  than  five  motor  vehicles  in  business  use  district 
portion  of  lot. 

PREMISES  AFFECTED— 1105-1109  3rd  Avenue  and 
200-204  East  65th  Street,  southeast  corner,  Block  1419,, 
Lot  44,  Borough  of  Manhattan. 


113-66-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  K.  S.  R.  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Sections 
72-21,  73-50  and  73-52  of  the  Zoning  Resolution,  permitting 
in  a  Ml-1  and  R3-2  district,  the  erection  of  a  one  story 
enlargement  to  a  factory  that  encroaches  on  the  required 
front  yard  and  side  yard  with  accessory  parking  and 
loading  and  unloading  extending  into  the  residence  district. 

PREMISES  AFFECTED — 2350  Lafayette  Avenue,  south¬ 
east  corner  of  Havemeyer  Avenue,  Block  3618,  Lot  1, 
Borough  of  The  Bronx. 


33-70-BZ— Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Shell  Oil  Com¬ 
pany,  owner. 

SUBJECT — Application  reopened  January  30,  1973  as 

Volume  II  decision  of  the  Borough  Superintendent,  under 
Sections  11-412  and  11-413  of  the  Zoning  Resolution,  to 
permit  in  a  Cl-2  district,  the  enlargement  in  floor  area  of 
an  existing  automotive  service  station  with  accessory  uses 
previously  before  the  Board  and  the  addition  to  the  uses 
to  include  automobile  laundry  with  less  than  the  required 
reservoir  space. 
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PREMISES  AFFECTED — 801-821  Soundview  Avenue, 
northwest  corner  of  Lafayette  Avenue,  Block  3637,  Lot  64, 
Borough  of  The  Bronx.  Community  Board  #8. 

Laid  over  from  July  17,  1973,  for  hearing. 

17-73-BZ 

APPLICANT — Nicholas  J.  Salvadeo  for  Samuel  A.  Julian, 
owner. 

SUBJECT — Application  January  11,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Rl-2  district,  the  erection 
of  a  one  story  and  cellar  one  family  dwelling  on  a  plot  with 
less  than  the  required  lot  area  and  lot  width. 

PREMISES  AFFECTED — 175  Mason  Street,  east  side, 
332  feet  north  of  Vista  Avenue,  Block  850,  Lot  24,  Dongan 
Hills,  Borough  of  Richmond.  Community  Board  #3. 
Laid  over  from  July  17,  1973,  for  hearing. 

741-72-BZ 

APPLICANT — Thomas  P.  Crinnion  for  Fred  C.  Smith,  Jr., 
owner. 

SUBJECT — Application  November  20,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R2  district,  the  erection 
of  a  two  story,  one  family  dwelling  and  Doctors  Office 
that  has  less  than  the  required  open  space  ratio  and  lot 
area  and  encroaches  on  the  required  front  and  side  yard. 

PREMISES  AFFECTED — 213-218  26th  Avenue  and  26-06 
Bell  Boulevard,  southeast  corner,  Block  6000,  Lot  24,  Bay- 
side,  Borough  of  Queens.  Community  Board  #11. 


77-73-BZ 

APPLICANT — Andrew  Tsarsis  for  Shiloh  Homes,  Incor¬ 
porated,  owner. 

SUBJECT — Application  January  31,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  R5  district,  the  erection  of 
a  one  story  building  for  use  as  retail  stores  with  accessory 
parking  in  the  open  area. 

PREMISES  AFFECTED— 8301-8309  Flatlands  Avenue, 
763-775  East  83rd  Street,  northeast  corner,  Block  8004, 
Lots  7,  9,  Borough  of  Brooklyn. 


146-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Rose  Berk  and 
Phyllis  Lipson,  owner. 

SUBJECT — Application  March  5,  1973— decision  of  the 
Borough  Superintendent,  under  Section  73-50  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Ml-1  district,  the  erection 
of  a  one  story  manufacturing  building  that  will  encroach 
on  the  required  yard  along  a  district  boundary. 

PREMISES  AFFECTED— 779  McDonald  Avenue;  east- 
side,  139  feet  8  inches  south  of  Ditmas  Avenue,  Block  5395, 
Lot  88,  Borough  of  Brooklyn.  Community  Board  #12. 


147-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Rose  Berk  and 
Phyllis  Lipson,  owner. 

SUBJECT — Application  March  5,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  73-50  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Ml-1  district  the  erection 
of  a  one  story  manufacturing  building  that  will  encroach 
on  the  required  yard  along  a  district  boundary. 

PREMISES  AFFECTED— 783  McDonald  Avenue,  east 
side,  179  feet  4  inches  south  of  Ditmas  Avenue,  Block 


5395,  Lot  86,  Borough  of  Brooklyn.  Community  Board 

#  12. 


189-73-BZ 

APPLICANT — McGee  &  Morsellino  for  Flushing  Federal 
Savings  &  Loan  Association. 

SUBJECT — Application  March  29,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C4-2  district,  the  erection 
of  a  six  story  and  cellar  enlargement  to  an  existing  bank 
and  office  building  that  will  exceed  the  permitted  floor 
area  ratio,  penetrate  the  sky  exposure  plane  and  have  less 
than  the  required  accessory  parking. 

PREMISES  AFFECTED — 136-21  Roosevelt  Avenue,  north 
side,  175  feet  east  of  Main  Street,  Block  4980,  Lot  11, 
Flushing,  Borough  of  Queens.  Community  Board  #7. 

The  following  cases  were  laid  over  from  the  previous 
public  hearings  for  reasons  published  in  the  MINUTES 
of  such  hearings. 


151-73-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Benenson  Capital  Company,  Charles  B.  Benen- 
son,  Laurence  A.  Tisch  and  Preston  R.  Tisch,  owners. 

SUBJECT — Application  March  7,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  and  Section  666  of  the  NYC  Charter  to  per¬ 
mit  in  a  C2-5  district,  on  a  plot  with  an  existing  electric 
substation,  the  erection  of  a  31  story  mixed  building  that 
exceeds  the  permitted  floor  area  ratio,  has  less  than  the 
required  open  space  ratio  and  lot  area  per  room,  en¬ 
croaches  on  the  required  rear  yard  equivalent  and  pene¬ 
trates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 313  to  341  East  63rd  Street, 
north  side,  150  feet  west  of  First  Avenue,  and  10  East  64th 
Street,  Block  1438,  Lots  10,  14,  44,  Borough  of  Manhat¬ 
tan.  Community  Board  #8. 

Laid  over  from  July  3,  1973,  for  continued  hearing. 


152-73-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Benenson  Capital  Company,  Charles  B.  Benen¬ 
son,  Laurence  A.  Tisch  and  Preston  R.  Tisch,  owners. 

SUBJECT — Application  March  7,  1973 — filed  pursuant  to 
Multiple  dwelling  law  re-  rear  yard. 

PREMISES  AFFECTED — 313  to  341  East  63rd  Street, 
north  side,  150  feet  west  of  First  Avenue,  and  10  East  64th 
Street,  Block  1438,  Lots  10,  14,  44,  Borough  of  Manhattan. 


208-72-BZ — V ol.  II 

APPLICANT — McGee  &  Morsellino  for  Merrall  Realty 
Company,  owner;  National  Car,  lessee. 

SUBJECT — Application  reopened  February  27,  1973  as  Vol¬ 
ume  II — decision  of  the  Borough  Superintendent,  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an 
R3-2  district,  the  erection  of  a  four  level  parking  facility 
with  accessory  automobile  rental  office  and  automobile 
service  shop. 

PREMISES  AFFECTED — 95-10  Ditmas  Boulevard  south¬ 
east  corner  of  95th  Street,  Block  1072,  Lots  1,  23,  42, 
Astoria,  Borough  of  Queens.  Community  Board  #3. 

Laid  over  from  July  24,  1973,  for  continued  hearing. 


142-73-BZ 

APPLICANT — Andrew  Di  Camillo  for  Empire  Realty 
Company,  owner;  Empire  Silver  Company,  lessee. 
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SUBJECT — Application  March  2,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  11-412,  72-21  and 
73-50  of  the  Zoning  Resolution,  to  permit  in  a  C8-1  dis¬ 
trict,  the  erection  of  a  second  floor  enlargement  to  an 
existing  building  previously  before  the  Board  that  will 
exceed  the  permitted  floor  area  ratio  and  encroaches  on 
the  required  yard  along  a  district  boundary. 

PREMISES  AFFECTED— 6518  to  6526  New  Utrecht 
Avenue,  1455  66th  Street,  northwest  corner,  Block  5755, 
Lot  36,  Borough  of  Brooklyn.  Community  Board  #11. 
Laid  over  from  July  17,  1973,  for  continued  hearing. 


284-73-BZ 

APPLICANT — Sol  Niego  for  Robert  Francis,  owner. 

SUBJECT — Application  May  8,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  construction 
and  maintenance  of  a  public  parking  lot  with  entrances 
and  exits  within  50  feet  of  intersecting  streets. 

PREMISES  AFFECTED — 26-32  Brevoort  Place,  south 
east  corner  of  Bedford  Place,  Block  2022,  Lot  12,  Borough 
of  Brooklyn.  Community  Board  #3. 

Laid  over  from  July  17,  1973,  for  continued  hearing. 

103-73-BZ 

APPLICANT — A.  H.  Salkowitz  for  Zeborex  Corporation, 
owner. 

SUBJECT — Application  February  15,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  and  Cl-2  district,  the 
erection  of  a  six  story  and  cellar  multiple  dwelling  that 
exceeds  the  permitted  floor  area  ratio  and  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED — 87-06  Justice  Avenue,  south 
side,  139.77  feet  east  of  Broadway,  Block  1842,  Lot  18, 
Elmhurst,  Borough  of  Queens.  Community  Board  #4. 

Hearing  closed. 


573-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  ofr  Liebman  Realty 
Corporation,  owner. 

SUBJECT — Application  September  12,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R8  district,  the  conversion 
of  an  accessory  parking  lot  for  a  hospital  to  a  public  park¬ 
ing  lot. 

PREMISES  AFFECTED— 343  to  345  West  30th  Street, 
north  side,  236  feet  east  of  Ninth  Avenue,  Block  754,  Lot 
16,  Borough  of  Manhattan.  Community  Board  #4. 

Hearing  closed. 


574-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Liebman  Realty 
Corporation,  owner. 

SUBJECT — Application  September  12,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  to  permit  in  an  R8  district  the  conversion 
of  an  accessory  parking  lot  for  a  hospital  into  a  public 
parking  lot. 

PREMISES  AFFECTED— 337  to  339  West  30th  Street, 
north  side,  321  feet  east  of  Ninth  Avenue,  Block  754,  Lot 
19,  Borough  of  Manhattan.  Community  Board  #4. 

Hearing  closed. 

JOSEPH  B.  KLEIN,  Chairman 


SEPTEMBER  18,  1973,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  ^of  a  public  hearing 
Tuesday  afternoon,  September  18,  1973  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 


1-38-SR — Vol.  II 

SUBJECT — Proposed  Amendments  of  Rules  for  Arc  and 
Gas  Welding  and  Oxygen  Cutting  of  Steel  Covering  The 
Specifications  for  Design,  Fabrication  and  Inspection  of 
Arc  and  Gas  Welded  Steel  Structures  and  The  Qualifica¬ 
tions  of  Welders  and  Supervisors. 


769-72-SM 

APPLICANT — J.  A.  Sexauer  Manufacturing  Company,  In¬ 
corporated — anti-syphon  ballcock. 


800-72-SM 

APPLICANT— CBS  Steel  and  Supply  Company,  Incor¬ 
porated — pipe  fitting. 


281-73-SA 

APPLICANT— Grinnell  Fire  Protection  Systems  Company 
— Incorporated— automatic  sprinkler. 


378-73-SA 

APPLICANT — Fire  Controls,  Incorporated — alarm  report¬ 
ing  system. 


248-73-A 

APPLICANT— Alphonse  J.  Calvanico  for  Frank  Raccuglia, 
owner. 

SUBJECT— Application  April  27,  1973— filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— Whitwell  Place,  south  side, 
720.42  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  190, 
Borough  of  (Todt  Hill)  Richmond. 


249-73-A 

APPLICANT— Alphonse  J.  Calvanico  for  Frank  Raccuglia, 
owner. 

SUBJECT— Application  April  27,  1973— filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— Whitwell  Place,  south  side, 
620.42  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  185, 
Borough  of  (Todt  Hill)  Richmond. 


250-73-A 

APPLICANT — Alphonse  J.  Calvanico  for  Raymond  Guc- 
ciardo,  owner. 

SUBJECT— Application  April  27,  1973— filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— Whitwell  Place,  north  side, 
420.15  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  127, 
Borough  of  (Todt  Hill)  Richmond. 


251-73-A 

APPLICANT — Alphonse  J.  Calvanico  for  Raymond  Guc- 
ciardo,  owner. 
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SUBJECT — Application  April  27,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— Whitwell  Place,  north  side, 

525.15  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  122, 
Borough  of  (Todt  Hill)  Richmond. 


252- 73-A 

APPLICANT — Alphonse  J.  Calvanico  for  Raymond  Guc- 
ciardo,  owner. 

SUBJECT — Application  April  27,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — Whitwell  Place,  north  side, 

630.15  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  117, 
Borough  of  (Todt  Hill)  Richmond. 

253- 73-A 

-  APPLICANT — Alphone  J.  Calvanico  for  Raymond  Guc- 
ciardo,  owner. 

SUBJECT — Application  April  27,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— Whitwell  Place,  north  side, 

735.15  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  112, 
Borough  of  (Todt  Hill)  Richmond. 


254- 73-A 

APPLICANT — Alphonse  J.  Calvanico  for  Raymond  Guc- 
ciardo,  owner. 

SUBJECT — Application  April  27,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

!  PREMISES  AFFECTED— Whitwell  Place,  north  side, 

1  835.15  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  107, 

Borough  of  (Todt  Hill)  Richmond. 

—  - 

255- 73-A 

APPLICANT — Alphonse  J.  Calvanico  for  Raymond  Guc- 
ciardo,  owner. 

SUBJECT — Application  April  27,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— Whitwell  Place,  north  side, 

935.15  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  102, 

.  Borough  of  (Todt  Hill)  Richmond. 

279-73-A 

I  APPLICANT — Bernard  Goodman  for  tenants. 

1  OWNER  OF  PREMISES— Burton  E.  Eaton. 

SUBJECT — Application  May  4,  1973 — Revocation  of  Alter¬ 
ation  Permit  Nos.  1595-69  and  1596-69. 

'  PREMISES  AFFECTED— 206  and  210  East  17th  Street, 
jj  south  side,  120  feet  East  of  Third  Avenue,  Block  897,  Lots 
69  and  71,  Borough  of  Manhattan. 

312-73-A 

I  APPLICANT — Albert  Homer  Swanke,  Poor  and  Swanke 
&  Partners  for  Wako  International  Corporation,  owner. 

SUBJECT — Application  May  18,  1973 — appeal  from  a  deci- 
1  sion  of  the  Borough  Superintendent  re-  egress,  stairs, 
windows. 


PREMISES  AFFECTED — 44  East  52nd  Street,  south  side, 
182  feet  West  of  Park  Avenue,  Block  1287,  Lot  143,  Bor¬ 
ough  of  Manhattan. 


326-73-A 

APPLICANT — LaMoyne  D.  Bearden  or  Eastman  Kodak 
Company,  owner. 

SUBJECT — Application  May  29,  1973 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner,  re-  Packaging  of  Com¬ 
bustible  Mixtures  known  as  Recordak  Electrostatic  12N 
Toner  in  16  Fluid  ounce  Overcoated  Plastic  Bottle  with 
Foil  Membrane  and  Plastic  Screw  Cap,  not  in  compliance 
with  regulation  of  the  Administrative  Code  of  New  York 
City. 


334- 73-A 

APPLICANT — David  L.  Seed  for  Union  Carbide  Cor¬ 
poration,  owner. 

SUBJECT — Application  June  4,  1973 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “Union  Carbide  High  Perform¬ 
ing  Gas  Treatment  AS  225”,  with  170  degrees  flash  point 
in  eight  ouce  sealed  cans,  not  in  compliance  with  regu¬ 
lations  of  the  Administrative  Code  of  New  York  City. 

335- 73-A 

APPLICANT — Spector  Freight  System,  Incorporated, 
owner. 

SUBJECT— Application  May  31,  1973— appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  installation  of  ap¬ 
proved  standpipe. 

PREMISES  AFFECTED — 1313  Grand  Street,  north  side, 
490  feet  east  of  Gardner  Avenue,  Block  2930,  Lots  90 
and  26,  Borough  of  Brooklyn. 

JOSEPH  B.  KLEIN,  Chairman 


SEPTEMBER  25,  1973,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  September  25,  1973,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

70-73-BZ 

APPLICANT — Millard  Bresin  for  American  Oil  Company, 
owner. 

SUBJECT— Application  January  24,  1973 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  73-211 
of  the  Zoning  Resolution,  to  permit  in  a  C2-2  district,  the 
erection  of  a  one  story  enlargement  to  an  existing  auto¬ 
motive  service  station  with  accessory  uses  previously 
before  the  Board. 

PREMISES  AFFECTED — 3065  Westchester  Avenue, 
northwest  corner  of  Hobart  Avenue,  Block  4195,  Lots  1, 
5,  6,  7,  Borough  of  The  Bronx.  Community  Board  #10. 


90-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Cosmetology  Pub¬ 
lishing  Corporation,  owner. 

SUBJECT — Application  February  13,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  and  R6  district,  the 
enlargement  in  lot  area  and  the  expansion  of  the  accessory 
parking  facility  for  a  manufacturing  establishment  pre¬ 
viously  before  the  Board. 
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PREMISES  AFFECTED— 3839-3851  White  Plains  Road, 
southwest  corner  of  East  221st  Street,  Block  4655,  Lots  40, 
43,  Borough  of  The  Bronx.  Community  Board  #13. 


351-73-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  John  Baris, 
owner. 

SUBJECT — Application  June  11,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
two  family  dwelling  that  encroaches  on  the  required  side 
yard  and  has  a  balcony  within  the  required  front  yard. 

PREMISES  AFFECTED — 32-51  42nd  Street,  east  side, 
355.28  feet  north  of  34th  Avenue,  Block  690,  Lot  17,  Astoria, 
Borough  of  Queens.  Community  Board  #1. 


352-73-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  John  Baris, 
owner. 

SUBJECT — Application  June  11,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
two  family  dwelling  with  a  balcony  within  the  required 
front  yard. 

PREMISES  AFFECTED— 42nd  Street  32-49,  east  side 
381.43  feet  north  of  34th  Avenue,  Block  690,  Lot  118,  As¬ 
toria,  Borough  of  Queens.  Community  Board  #1. 


353-73-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  John  Baris, 
owner. 

SUBJECT — Application  June  11,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
two  family  dwelling  that  encroaches  on  the  required  side 
yard  and  has  a  balcony  within  the  required  front  yard. 

PREMISES  AFFECTED— 32-47  42nd  Street,  east  side, 
403.43  feet  north  of  34th  Avenue,  Block  690,  Lot  119, 
Astoria,  Borough  of  Queens.  Community  Board  #1. 

JOSEPH  B.  KLEIN,  Chairman 


SEPTEMBER  25,  1973,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN _ of  a  public  hearing 
Tuesday  afternoon,  September  25,  1973,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

192-73-A 

APPLICANT — Alan  Howard  for  Ruppert  Plaza  Housing 
Company,  Incorporated,  owner. 

SUBJECT — Application  April  3,  1973 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  handrail  on 
stairs. 

PREMISES  AFFECTED — 1751-1763  Second  Avenue,  west 
side,  between  East  91st  Street  and  East  92nd  Street, 
Block  1537,  Lot  2,  Borough  of  Manhattan. 


193-73-A 

APPLICANT — Alan  Howard  for  Yorkville  Towers  Hous¬ 
ing  Company,  Incorporated,  owner. 

SUBJECT — Application  April  3,  1973 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  hand  rails  on 
stairs. 


PREMISES  AFFECTED— 1623-1641  3rd  Avenue,  east  side, 
between  East  91st  Street  and  East  92nd  Street,  Block  1537, 
Lot  1,  Borough  of  Manhattan. 

194-73-A 

APPLICANT — Alan  Howard  for  Ruppert  Towers  Hous¬ 
ing  Company,  Incorporated,  owner. 

SUBJECT — Application  April  3,  1973 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  hand  rails  on 
stairs. 

PREMISES  AFFECTED— 1601-1619  3rd  Avenue,  east  side, 
between  East  90th  Street  and  East  91st  Street,  Block  1536, 
Lot  1,  Borough  of  Manhattan. 


239-73-A 

APPLICANT — Sol  Feinberg  for  Newtown  Refining  Cor¬ 
poration,  owner. 

SUBJECT — Application  April  24,  1973 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  transportation  of 
fuel  oil  in  tank  trucks  through  city  streets  not  in  con¬ 
formity  with  the  requirements  of  the  Administrative  Code 
of  City  of  New  York. 


343-73-A 

APPLICANT — Halperin,  Shivitz,  Scholer  &  Steingut  for 
C.  M.  L.  Construction  Corporation,  owner. 

SUBJECT — Application  June  7,  1973 — appeal  from  a  deci¬ 
sion  of  the  Commissioner  of  Buildings  re-  Revocation  of 
Building  Permit  #B.  N.  4006/72. 

PREMISES  AFFECTED— 229-249  East  85th  Street,  north 
side,  between  Second  and  Third  Avenues,  Block  1531,  Lots 
16,  17,  18,  19,  20  and  120,  Borough  of  Manhattan. 


346-73-A 

APPLICANT — Frank  A.  Vaccaro  for  William  Molloy, 

owner. 

SUBJECT — Application  June  8,  1973 — filed  pursuant  to  Sec¬ 
tion  36,  Article  3  of  the  General  City  Law  re-  building  not 
fronting  on  legally  mapped  street. 

PREMISES  AFFECTED — 111  Florence  Place,  north  side, 
108.98  feet  west  of  Percival  Street,  Block  6723,  Lot  141, 
Pleasant  Plains,  Borough  of  Richmond. 


347-73-A 

APPLICANT — Frank  A.  Vaccaro  for  Thomas  P.  Mona¬ 
han,  Jr.,  owner. 

SUBJECT — Application  June  8,  1973 — filed  pursuant  to  Sec¬ 
tion  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— Utica  Street  28,  south  side,  263 
feet  west  of  Manee  Avenue,  Block  6760,  Lot  125,  Pleasant 
Plains,  Borough  of  Richmond. 


408-73-A 

APPLICANT — Frank  E.  Fischer  for  Consolidated  Edison 
Company  of  New  York,  Incorporated,  owner. 

SUBJECT — Application  July  19,  1973 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  waiver  of  qualified 
operator  requirement. 

PREMISES  AFFECTED — 34-48  to  34-58  Vernon  Boule¬ 
vard,  west  side,  79.2  feet  north  of  35th  Avenue,  Block  322, 
Lot  101,  Long  Island  City,  Borough  of  Queens. 
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409-73-A 

APPLICANT — Samuel  J.  Milazzo  for  Milazzo  Industries, 
owner. 

SUBJECT — Application  July  9,  1973 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  packaging  of  combustible 
mixture  known  as  “Qik  Joe  Instant  Start  Charcoal 
Briquets”,  in  six  (6)  pound  paper  bag  not  in  compliance 

(with  regulations  of  the  Administrative  Code  of  New  York 
City. 

JOSEPH  B.  KLEIN,  Chairman 


OCTOBER  2,  1973,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  October  2,  1973,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  follow¬ 
ing  matters : 

666-59-BZ 

APPLICANT — McGee  and  Morsellino  for  Titan  Enter¬ 
prises,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  15, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  mainte¬ 
nance  of  an  automobile  wrecking  yard,  salvage,  sale  of 
used  parts  and  sale  of  used  cars. 

PREMISES  AFFECTED — 147-23  Springfield  Lane,  north¬ 
east  corner  of  149th  Avenue,  Block  13435,  Lots  16,  18, 
20,  54,  56  and  58,  Springfield  Gardens,  Borough  of  Queens. 

205-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Max  Berman, 

IMiklos  and  Regina  Tischler,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  July  5,  1973 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  permitting  in  an  R5  district,  the  erection  of  a  five 
story  health  related  facility  that  exceeds  the  permitted 
floor  area  ratio  and  lot  coverage,  encroaches  on  the  re¬ 
quired  front  and  side  yards  and  penetrates  the  sky  ex¬ 
posure  plane. 

PREMISES  AFFECTED— 3002-3038  West  35th  Street, 
3502-3512  Surf  Avenue,  southwest  corner  and  3501-3511 
Riegelman  Boardwalk,  Block  7065,  Lot  25,  Borough  of 
Brooklyn. 

98-73-B  Z  — 

APPLICANT — Dominick  Salvati  &  Son  for  Aron  Moskal, 
owner. 

SUBJECT — Application  February  14,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  two  story  mixed 
building  that  increases  the  degree  of  non-compliance  in 
the  lot  area  requirements. 

PREMISES  AFFECTED— 1932  Rockaway  Parkway, 
southwest  corner  of  Avenue  N,  Block  8299,  Lot  41,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #17. 

u  _ 

99-73-BZ 

APPLICANT — Otto  J.  &  Warren  A.  Sambach  for  Edward 
D.  Jamie,  owner. 

SUBJECT — Application  February  14,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  73-27  of  the  Zon¬ 


ing  Resolution,  to  permit  in  a  Cl-2  and  R6  district,  the 
erection  of  a  two  story  building  for  use  as  a  funeral  estab¬ 
lishment  with  accessory  parking  and  with  a  garage  ramp 
within  the  required  rear  yard. 

PREMISES  AFFECTED — 141-26  Northern  Boulevard, 
south  side,  202.54  feet  east  of  Bowne  Street,  Block  5012, 
Lot  33,  Flushing,  Borough  of  Queens.  Community  Board 
#7. 


149-73-BZ 

APPLICANT — Arno  Fischer  and  Meier-Marus  for  Flush¬ 
ing  Savings  Bank,  owner. 

SUBJECT — Application  March  7,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  and  R2  district,  the 
enlargement  in  area  of  the  accessory  parking  facility  for 
a  bank  into  the  residence  district  that  encroaches  on  the 
required  front  yard  and  without  the  required  screening. 

PREMISES  AFFECTED — 159-18  Northern  Boulevard, 
south  side,  105.10  feet  east  of  159th  Street,  Block  5278, 
Lots  1,  21,  Flushing,  Borough  of  Queens.  Community 
Board  #7. 


336-73-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Orbitco,  Incor¬ 
porated,  owner. 

SUBJECT— Application  June  5,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Seotion  73-50  of  the  Zoning 
Resolution,  to  permit  in  a  Ml-1  district  the  erection  of  a 
one  story  enlargement  to  an  existing  commercial  building 
that  will  encroach  on  the  required  yard  along  a  district 
boundary. 

PREMISES  AFFECTED — 1360  Utica  Avenue,  west  side, 
135  feet  south  of  Foster  Avenue,  Block  4784,  Lot  13, 
Borough  of  Brooklyn.  Community  Board  #9. 

JOSEPH  B.  KLEIN,  Chairman 


OCTOBER  2,  1973,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  October  2,  1973,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  follow¬ 
ing  matters : 


328-73-A 

APPLICANT — Kenneth  H.  Koons  for  Olinbark  Realty 
Company,  Incorporated,  owner. 

SUBJECT — Application  May  29,  1973 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  cellar  apartments. 

PREMISES  AFFECTED — 4660  Manhattan  College  Park¬ 
way,  east  side,  91.58  feet  North  of  West  242nd  Street, 
Block  5801,  Lot  1060,  Borough  of  The  Bronx. 


356-73-A 

APPLICANT — Lichtner-Lamkay  Associates  for  Ely  Reiss, 
owner. 

SUBJECT — Application  June  12,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  on  a  legal  street. 

PREMISES  AFFECTED — Merrick  Court,  north  side, 
143-33  feet  east  of  Woodhaven  Avenue,  Block  864,  Lot 
510,  Todt  Hill,  Borough  of  Richmond. 
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359- 73-A 

APPLICANT— Atkin  &  Bassolino  for  B  &  B  Realty  Com¬ 
pany,  owner. 

SUBJECT— Application  June  12,  1973— appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  basement  apart¬ 
ment. 

PREMISES  AFFECTED— 1325  Grand  Concourse,  north¬ 
west  corner  of  Clarke  Place,  Block  2840,  Lot  77,  Borough 
of  The  Bronx. 

360- 73-A 

APPLICANT — E.  E.  La  Rue  for  Siloo  Incorporated,  owner. 

SUBJECT — Application  June  13,  1973 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner,  re-  packaging  of  a  flam¬ 


mable  mixture  known  as  “Siloo  Gas  Treatment”  in  12 
ounce  metal  sealed  can  with  pull-tab  top,  not  in  compliance 
with  regulation  of  the  Administrative  Code  of  the  City  of 
New  York. 


371-73-A 

APPLICANT— Charles  Spindler  for  Estate  of  Robert 
Eisner,  c/o  Leo  Ring,  owner. 

SUBJECT— Application  June  14,  1973— appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  Elevator  in  Readiness. 

PREMISES  AFFECTED— 251  Park  Avenue  South,  north¬ 
east  corner  of  East  20th  Street,  Block  876,  Lot  1,  Borough 
of  Manhattan. 

JOSEPH  B.  KLEIN,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  JULY  24,  1973,  10  A.M. 

Present:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 
Commissioner  Carroll. 


The  minutes  of  the  regular  meeting  of  the  Board  held  on 
Tuesday  morning  and  afternoon,  July  10,  1973,  were  ap¬ 
proved  as  printed  in  the  Bulletin  of  July  19,  1973,  Vol.  58, 
No.  29. 


152-68-A 

APPLICANT — Charles  A.  Brown  for  Community  Blood 
Council  of  Greater  New  York,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — appeal  from  a  decision  of  the 
Fire  Commissioner  re-  installation  and  use  of  tanks  for 
the  storage  of  Liquefied  Nitrogen;  previously  granted  on 
condition. 

PREMISES  AFFECTED— 303-319  East  66th  Street,  north 
side,  100  feet  east  of  Second  Avenue,  304-326  East  67th 
Street,  Block  1441,  Lot  40,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Charles  A.  Brown. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
May  14,  1968,  on  certain  conditions;  and 

Whereas,  the  resolution  was  last  amended  on  December 
15,  1970;  and 

Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  May 
14,  1968,  as  amended  through  December  15,  1970  by  adding 
thereto : 

“that  the  erection  of  a  one  story  fireproof  Class  1 
structure  in  the  southwest  court  yard  within  five  feet 
of  the  existing  liquid  nitrogen  receiver  installation  shall 
be  permitted,  substantially  as  shown  on  revised  drawings 
of  proposed  conditions  marked  ‘Received  June  27,  1973’, 
eight  sheets,  on  condition  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects.” 

(F.  D.  Folder  No.  P105093  and  F.  D.  letter 
dated  June  26,  1973) 


728-29-BZ— Vol.  II 

APPLICANT — Lama  and  Vassalotti  for  Mobile  Oil  Cor¬ 
poration,  long  term  lessee;  Nat  Spinard,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  for  extension  of  term  of 
variance  which  expired  April  15,  1973 — decision  of  the 
Borough  Superintendent ;  previously  granted  on  condi¬ 
tion  under  Sections  7f,  7i,  7e  and  7 A  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  plot  located  partly  within  a  resi¬ 
dence  use  district,  the  erection  and  maintenance  of  a 
gasoline  service  station,  car  wash  (non  automatic)  lubri- 
tory,  minor  auto  repairs  with  hand  tools  only,  office  and 


sale  of  automobile  accessories,  parking  and  storage  of 
motor  vehicles,  with  ground  signs  in  a  retail  and  resi¬ 
dence  use  district,  and  with  show  windows,  sign  and  curb 
cuts  within  75  feet  of  a  residence  use  district. 

PREMISES  AFFECTED— 154-02  to  154-12  (154-04  of¬ 
ficial)  Horace  Harding  Expressway  and  61-01  to  61-11 
Ivissena  Boulevard,  southeast  corner,  Block  6744,  Lot  71, 
Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  April  15,  1958,  on  certain  conditions;  and 
W hereas,  a  public  hearing  was  held  on  this  application  on 
July  24,  1973,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  April  15,  1958,  only  as  to  the  term 
of  the  variance,  so  that  as  amended  this  portion  of  the  resolu¬ 
tion  shall  read : 

“granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.”  (N.B.  3058-57) 


513-56-BZ 

APPLICANT — Anthony  V.  Cerchiara  for  Ronald  Rollman, 
owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  January  21,  1973 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning  Resolu¬ 
tion,  permitting  in  a  residence  use  and  F-l  area  district,  the 
erection  and  maintenance  of  a  gasoline  service  station,  sale 
of  accessories,  car  wash,  lubritorium,  motor  vehicle  repair 
shop  with  hand  tools  only,  with  less  than  the  required  set 
back. 

PREMISES  AFFECTED — 455  Castle  Hill  Avenue,  south¬ 
west  corner  of  Lacombe  Avenue,  Block  3510,  Lot  34,  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Vincent  F.  Cerchiara. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
January  21,  1958,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
July  24,  1973,  after  due  notice  by  publication  in  the  Bullettin. 

Whereas,  the  term  of  variance  was  extended  on  July  24, 
1973  and 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
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21,  1958,  as  amended  through  April  15,  1958,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read: 

“ granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  to  permit  ...  ;  on  condition  that 
other  than  as  herein  amended  the  resolution  above  cited 
shall  be  complied  with  in  all  respects ;  and  that  a  new 
Certificate  of  Occupancy  shall  be  obtained.”  (N.B. 
735-55) 


929-57-BZ 

APPLICANT— Charles  M.  Spindler  for  Shell  Oil  Com¬ 
pany,  long  term  lessee;  G.  E.  Pension  Trust,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  June  3,  1973 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Sections  7e,  7f  and  7i  of  the  Zoning 
Resolution,  permitting  in  a  retail  and  residence  use  district, 
on  the  retail  portion  of  the  plot,  the  erection  and  mainte¬ 
nance  of  a  gasoline  service  station,  lubrication,  auto  wash — 
non  automatic,  office,  sale  of  accessories,  minor  repairs 
with  hand  tools  only,  auto  safety  inspection  station  and 
the  parking  and  storage  of  motor  vehicles  with  a  ground 
sign. 

PREMISES  AFFECTED— 210-01  to  210-21  (210-11  offi¬ 
cial)  Jamaica  Avenue  and  94-35  to  94-43  210th  Street, 
northeast  corner.  Block  10543,  Lot  3,  Hollis,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

ACTION  OF  BOARD — -Application  reopened  and  term  of 
variance  extended. 

THE  VOTE — 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
June  3,  1973,  on  certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  July  24,  1973,  after  due  notice  by  publication  in  the 
Bulletin. 

Whereas,  the  term  of  variance  was  extended  on  July  24, 
1973;  and 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June  3, 
1958,  as  amended  through  December  21,  1971,  only  as  to- 
the  term  of  variance,  so  that  as  amended  this  portion  of 
the  resolution  shall  read: 

“granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  on  condition  that 
planted  areas  heretofore  required  shall  be  restored  and 
properly  maintained;  that  other  than  as  herein  amended 
the  resolution  above  sited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (N.B.  4155-57) 

1966-61-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Elias  Skriloff, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  26, 
1973 — decision  of  the  Borough  Superntendent ;  previously 
granted  on  condition  under  Section  60(3)  of  the  Multiple 
Dwelling  Law,  permitting  in  a  residence  use  district,  the 
extension  of  an  existing  multiple  dwelling,  accessory 
parking  lot  for  more  than  five  motor  vehicles. 


PREMISES  AFFECTED— 3058-3060  Bailey  Avenue,  east 
side,  170  feet  north  of  Albany  Crescent,  Block  3261,  Lots 
12  and  74,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Leonard  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
March  26,  1963,  on  certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  July  24,  1973,  after  due  notice  by  publication  in  the 
Bulletin. 

Whereas,  the  term  of  variance  was  extended  on  July  24, 
1973 ;  and 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March 
26,  1963,  only  as  to  the  term  of  variance,  so  that  as  amended 
this  portion  of  the  resolution  shall  read: 

“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.”  (Alt.  1127-61) 


98G-67-BZ 

APPLICANT — Lama  and  Vassalotti  for  Richard  Cor- 
bisiero  and  Mary  Marano,  owners. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rides  of  Procedure  and  reopening  for  extension  of 
time  to  complete  which  expired  June  6,  1970 — decision  of 
the  Borough  Superintendent;  previously  granted  on  con¬ 
dition  under  Section  11-412  of  the  Zoning  Resolution, 
permitting  in  a  Cl-2  and  R5  district,  the  erection  of  a  two 
story  enlargement  to  an  existing  restaurant,  catering  and 
cabaret  establishment  previously  before  the  Board. 

PREMISES  AFFECTED— 21-01  to  21-13  24th  Avenue, 
23-83  to  23-91  21st  Street,  northeast  corner,  Block  876, 
Lots  12,  14,  Astoria,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  time  to  complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

N  egative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
July  23,  1968,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
July  24,  1973,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  July  23,  1968,  as  amended  through 
March  7,  1972,  only  as  to  the  time  to  complete  the  work, 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 
“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(Alt.  920-67) 
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APPLICANT — Community  Board  #10,  Borough  of  Queens. 

OWNER  OF  PREMISES — Bond  Motors  Incorporated 
(McGee  and  Morsellino,  Applicants  for  the  owner). 

SUBJECT — Application  for  consideration — to  consider  re¬ 
opening  and  reconsideration  of  the  resolution  adopted  by 
the  Board — decision  of  the  Borough  Superintendent,  under 
Section  72-21  of  the  Zoning  Resolution,  permitting  in  an 
R2  district,  the  construction  and  maintenance  of  an  acces¬ 
sory  parking  lot  for  an  adjoining  commercial  establishment. 

PREMISES  AFFECTED — 160-11  92nd  Street,  southeast 
corner  of  160th  Avenue,  Block  14030,  Lot  1,  Howard 
Beach,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  William  Fells  and  John  Marus,  Commu¬ 
nity  Board  #10. 

For  Owner :  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Application  reopened  for  the  ex¬ 
press  purpose  of  allowing  the  petition  of  Local  Planning 
Board,  #10,  dated  July  9,  1973,  to  become  part  of  the 
Board’s  record  for  the  purpose  of  supplementing  and  cor¬ 
recting  the  objectors’  evidence  submitted  at  the  Hearings 
concerning  Calendar  No.  1045-67-BZ — Vol.  II. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
June  12,  1973,  on  certain  conditions,  and; 

The  Board  has  considered  the  submissions  of  Local  Plan¬ 
ning  Board  #10  dated  July  9,  1973,  concerning  Calendar 
Number  1045-67-BZ — Vol.  II  which  was  acted  upon  by  the 
Board  June  12,  1973. 

The  submissions  constitute  an  application  by  Local  Plan¬ 
ning  Board  #10  to  re-open  and  set  aside  the  variance 
granted  in  Calendar  Number  1045-67-BZ — Vol.  II  on  Tune 
12,  1973. 

It  is  noted  that  the  application  to  re-open  alleges,  in 
part,  that  the  objectors  in  the  initial  proceeding  concerning 
the  variance  did  not  have  an  adequate  opportunity  to  rebut 
the  submissions  made  by  the  original  applicant  delineated 
as  feasibility  studies. 

To  quote  from  Local  Planning  Board  #10  petition  dated 
July  9,  1973:  “The  Board  closed  the  hearing  on  May  1,  for 
May  29  decision,  but  requested  applicant  to  submit  plans 
for  conforming  use.  On  May  13,  1973  (Civic  Association 
actually  received  copy  of  the  letter  on  May  25),  applicant 
requested  adjournment  until  ‘June  12,  1973  in  order  to 
furnish  the  Board  with  the  requested  study  and  to  give 
the  objectors  an  opportunity  to  review  our  submissions.’ 

The  referenced  studies  were  submitted  to  the  Board  on 
June  7;  they  were  not  made  available  to  the  objectors  or  the 
Community  Board.  Moreover,  the  closed  hearing  precluded 
the  possibility  of  rebuttal. 

New  Evidence — Partial  Rebuttal.” 

The  Board  therefore  will  re-open  the  original  record 
concerning  Calendar  Number  1045-67-BZ — Vol.  II  for  the 
express  purpose  of  allowing  the  petition  of  Local  Planning 
Board  #  10  dated  July  9,  1973,  to  become  part  of  the  Board’s 
record  for  the  purpose  of  supplementing  and  correcting 
the  objectors  evidence  submitted  at  the  Hearings  concern¬ 
ing  Calendar  Number  1045-67-BZ — Vol.  II. 

Resolved,  that  this  application  be  and  it  hereby  is  reopened 
for  the  express  purpose  of  accepting  the  petition  of  Local 
Planning  Board  #10  dated  July  9,  1973,  as  evidence  sup¬ 
plementing  and  correcting  objectors’  position  in  opposition 
at  the  Hearings  of  the  Board  on  the  above  application. 


1045-67-BZ— Vol.  II 

APPLICANT — Community  Board  #10,  Borough  of  Queens. 

OWNER  OF  PREMISES — Bond  Motors  Incorporated 
(McGee  and  Morsellino,  Applicants  for  the  owner). 
SUBJECT — Application  for  consideration — to  consider  re¬ 
opening  and  reconsideration  of  the  resolution  adopted  by 
the  Board — decision  of  the  Borough  Superintendent,  under 
Section  72-21  of  the  Zoning  Resolution,  permitting  in  an 
R2  district,  the  construction  and  maintenance  of  an  acces¬ 
sory  parking  lot  for  adjoining  commercial  establishment. 
PREMISES  AFFECTED — 160-11  92nd  Street,  southeast 
corner  of  160th  Avenue,  Block  14030,  Lot  1,  Howard 
Beach,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  William  Fells  and  John  Marus,  Comm. 
Board  #10. 

For  Owner:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Application  to  reopen,  reconsider 
and  set  aside  the  variance  granted  by  the  Board  on  June 


12,  1973  denied. 

THE  VOTE  TO  REOPEN  AND  RECONSIDER— 

Affirmative :  .  0 

Negative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 
Commissioner  Carroll  .  5 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
June  12,  1973,  on  certain  conditions;  and 
Whereas,  the  Board  has  considered  in  reviewing  this 
matter  the  entire  record  of  this  case  in  addition  to  the  evi¬ 
dence  we  have  just  allowed  to  become  part  of  the  record 
and  the  letter  and  memorandum  by  McGee  and  Morsellino 
dated  July  19,  1973  for  Bond  Motors  Inc.,  and  will  vote 
on  the  matter  of  re-opening  Calendar  Number  1045-67-BZ 
Vol.  II  and  setting  aside  the  variance. 

Resolved,  that  this  application  to  reconsider  and  set  aside 
the  variance  granted  by  the  Board  on  June  12,  1973,  based 
upon  the  petition  of  Local  Planning  Board  Number  10  dated 
July  9,  1973,  be  and  it  hereby  is  denied. 


188-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Long  Island 
Community  Play  Houses,  Incorporated,  owner ;  Elite 
Park  Recreation  Company,  Incorporated,  lessee. 

SUBJECT — Application  March  30,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-2  district,  the  erec¬ 
tion  of  a  mezzanine  enlargement  to  a  existing  two  story 
building  that  increases  the  degree  of  non-compliance  in 
floor  area  ratio  and  the  change  in  occupancy  from  meeting 
and  bingo  hall  to  eating  and  drinking  establishment 
without  restrictions. 

PREMISES  AFFECTED— 132-15-132-23  120th  Avenue, 
northwest  corner  of  133rd  Street,  Block  11695,  Lot  1, 
Ozone  Park,  Borough  of  Queens.  Community  Board  #10. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug,  Joseph  and  Essie 
McMillian,  Jean  Wilson,  Harry  Simmons  Jr.,  J.  J. 
McMillian  and  Donald  and  Ronald  McMillian. 

For  Opposition:  Calvin  C.  G.  Williams,  William  Fells, 
John  Marus,  Rosie  and  Cyril  L.  Forcer,  Bernice  Del¬ 
gado,  Morris  I.  Washington,  Philip  Jackson,  Leslie 
Walton  and  others. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative :  .  0 
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ACTION  OF  BOARD — Laid  over  to  September  11,  1973 
at  10  A.M.  Hearing  closed.  For  decision. 


198-73-BZ 

APPLICANT — Lama  and  Vassalotti  for  George  Kiouzellis, 
Owner. 

SUBJECT — April  4,  1973 — decision  of  the  Borough  Super¬ 
intendent,  under  Section  72-21  of  the  Zoning  Resolution 
to  permit  in  a  C2-2  district,  the  erection  of  a  basement 
enlargement  to  an  existing  store  that  will  increase  the 
degree  of  non-compliance  in  floor  area  ratio  open  space 
ratio  and  the  lot  area  requirements. 

PREMISES  AFFECTED— 27-36  21st  Street,  westside,  SO 
feet  north  of  28th  Avenue,  Block  539,  Lot  40,  Astoria, 
Borough  of  Queens.  Community  Board  #1. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  September  11,  1973, 
at  10  A.M.,  for  decision;  previously  inspected;  hearing 
closed. 


199-73-A 

APPLICANT— Lama  and  Vassalotti  for  George  Kiouzellis, 
owner. 

SUBJECT — Application  April  4,  1973 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  enlargement  of  an 
existing  frame  building  for  commercial  use. 

PREMISES  AFFECTED— 27-36  21st  Street,  west  side,  50 
feet  north  of  28th  Avenue,  Block  539,  Lot  40,  Astoria, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD— Laid  over  to  September  11,  1973,  at 
10  A.M.,  for  decision;  previously  inspected;  hearing  closed. 

242-73-BZ 

APPLICANT — Peirez,  Karmiol  &  Ackerman  for  10  Ralph 
Place  Corporation,  owner. 

SUBJECT — Application  April  25,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  in  a  proposed 
two  story  and  cellar  medical  building,  the  addition  to  the 
uses  to  include  optician  office  and  ethical  pharmacy,  and 
without  the  required  accessory  parking. 

PREMISES  AFFECTED— 11  Ralph  Place  and  886  Rich¬ 
mond  Road  northwest  corner,  Block  3168,  Lots  49,  51, 
74,  145,  Borough  of  Richmond.  Comuunity  Board  #2. 

APPEARANCES— 

For  Applicant:  Sheldon  Label,  William  A.  Ackerman, 
John  R.  Addizzo,  Florentino  Suarez,  Krishne  Urs,  Di 
Benedetto  Guido,  Joseph  Parsi,  Dr.  Peter  J.  Impone 
and  Charles  G.  Lobell. 

For  Opposition:  James  Britton,  A.  Orlando,  M.  Mos- 
chello,  J.  Iovine  and  Margaret  Kelly. 

ACTION  OF  BOARD — Laid  over  to  September  11,  1973, 
at  10  A.M.,  for  decision;  applicant  to  file  additional  in¬ 
formation  ;  previously  inspected ;  hearing  closed. 


332-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Charlotte  Herbst, 
owner,  Seymour  Herbst,  lessee. 

SUBJECT — Application  June  1,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  erection  of  a 


second  floor  to  an  existing  one  story  mixed  building  and 
the  change  in  use  to  offices  throughout. 

PREMISES  AFFECTED — 6214  Riverdale  Avenue,  east 
side,  115  feet  south  of  263rd  Street,  Block  5887,  Lot  1355, 
Borough  of  The  Bronx.  Community  Board  #14. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug  and  Seymour 
Herbst. 

For  Opposition:  Louis  J.  Jasne. 

ACTION  OF  BOARD — Laid  over  to  September  11,  1973, 
at  10  A.M.  Hearing  closed.  For  decision. 


123-73-BZ 

APPLICANT — Jamaica  Water  Supply  Company,  owner. 
SUBJECT — Application  February  23,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  73-14  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  construction  of 
a  water  pumping  station. 

PREMISES  AFFECTED— 132-06  Springfield  Boulevard, 
southwest  corner  of  Adair  Street,  Block  12728.  Lot  41, 
Springfield  Gardens,  Borough  of  Queens.  Community 
Board  #  . 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to'  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  July  17,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  July  24,  1973;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  16,  1973,  acting  on  N.B.  Applic.  897/1972, 
reads : 

“1.  Proposed  water  supply  pump  house  Use  Group 
6  is  not  permitted  as  of  right  in  an  R2  district  and  is 
referred  to  B.S.  and  A  as  per  Sect.  22-21  of  Z.R.” 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-14  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
under  Section  73-14  of  the  Zoning  Resolution,  to  permit  in 
an  R2  district,  the  construction  of  a  water  pumping  station 
on  condition  that  all  work  shall  substantially  conform  to 
drawings  filed  with  this  application  marked  “Received  Feb¬ 
ruary  23,  1973,”  7  sheets  and  that  all  laws,  rules  and  regula¬ 
tions  applicable  be  complied  with  and  substantial  construction 
be  completed  within  one  year  from  the  date  of  this  resolution. 


132-73-BZ 

APPLICANT — Sol  Niego  for  the  Bohack  Corporation, 
owner ;  NuDimensions-Figure  Salon  of  Queens  Incor¬ 
porated,  lessee. 

SUBJECT — Application  February  27,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl -2  district,  in  an  existing 
two  story  commercial  building,  the  change  in  use  of  the 
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second  floor  from  offices  to  a  health  establishment  and 
reducing  salon. 

PREMISES  AFFECTED— 249-20  Northern  Boulevard, 
southwest  corner  of  Marathon  Parkway,  Block  8215,  Lot 
24,  Little  Neck,  Borough  of  Queens.  Community  Board 

#11. 

APPEARANCES— 

For  Applicant:  Sol  Niego. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 

Commissioner  Carroll .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  June  26,  1973,  after  due  notice  by  publication  in  the  Bulle- 
il  tin;  laid  over  to  July  17,  1973;  then  to  July  24,  1973 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  3,  1973,  acting  on  Alt.  Applic.  325/1971,  reads : 
“1.  Proposed  change  of  occupancy  of  offices  (U.  G. 
6)  on  the  second  floor,  to  Health  Establishment  and 
Reducing  Salon  (U.  G.  9),  in  a  premises  located  in  a 
Cl-2  in  R3-2  Zoning  District,  is  not  permitted  per  Section 
32-00  Zon.  Res.” 

|  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
’  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a  Cl-2 
district,  in  an  existing  two  story  commercial  building,  the 
change  in  use  of  the  second  floor  from  office  to  a  health 
establishment  and  reducing  salon  on  condition  that  all  work 
shall  substantially  conform  to  drawings  filed  with  this  appli¬ 
cation  marked  “Received  February  27,  1973,”  6  sheets  and 
“May  22,  1973,”  1  sheet  and  that  all  laws,  rules  and  regulations 
applicable  be  complied  with  and  that  substantial  construction 
be  completed  within  one  year  from  the  date  of  this  Resolution. 


141-73-BZ 

APPLICANT — McGee  and  Morsellino  for  J.  B.  H.  Asso¬ 
ciates,  owner ;  Gem  Lumber  lessee. 

SUBJECT — Application  March  2,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C4-2  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  lumber  estab¬ 
lishment  with  accessory  parking  in  the  open  area. 

PREMISES  AFFECTED— 214-28  Northern  Boulevard, 
northeast  corner  of  214th  Place,  Block  6301,  Lot  1, 
Flushing,  Borough  of  Queens.  Community  Board  #11. 

i  APPEARANCES— 

For  Applicant :  Joseph  P.  Morsellino. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
July  10,  1973,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  July  24,  1973;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  4,  1973,  acting  on  Alt.  Applic.  473/1971,  reads: 

“1.  Proposed  extension  of  lumber  store  in  excess  of 
5,000  square  feet  of  floor  area  mapped  in  a  C4-2  dis¬ 
trict  is  contrary  to  Sec.  32-17  Z.  R. 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Re¬ 
solution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit 
in  a  C4-2  district,  the  erection  of  a  one  story  enlargement 
to  an  existing  lumber  establishment  with  accessory  parking 
in  the  open  area  on  condition  that  all  work  shall  substan¬ 
tially  conform  to  drawings  filed  with  this  application  marked 
“Received  June  7,  1973,”  1  sheet  and  “July  6,  1973,”  2 
sheets ;  and  that  all  laws,  rules  and  regulations  applicable  be 
complied  with,  and  substantial  construction  be  completed 
within  one  year  from  the  date  of  this  resolution. 


168-73-BZ 

APPLICANT — Lama  and  Vassalotti  for  Mobil  Oil  Corpo¬ 
ration,  owner. 

SUBJECT — Application  March  13,  1973 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  11-412 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  district,  the 
enlargement  in  area  and  reconstruction  of  an  automotive 
service  station  with  accessory  uses  previously  before  the 
Board. 

PREMISES  AFFECTED — 61-64  Woodhaven  Boulevard, 
and  61-09  to  61-27  Dry  Harbor  Road,  southwest  corner, 
Block  2974,  Lot  117,  Elmhurst,  Borough  of  Queens.  Com¬ 
munity  Board  #5. 

APPEARANCES— 

For  Applicant:  James  A.  Vassalotti. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD— Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
July  17,  1973,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  July  24,  1973;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  6,  1973,  acting  on  N.B.  Applic.  94/1973,  reads: 
“1.  Proposed  enlargement  of  tract  of  land  and  re- 
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construction  of  automotive  service  station  (UG  16) 
mapped  in  a  Cl-2  in  R6  district  is  contrary  to  Section 
32-25  Z.R.  and  Board  of  Standards  and  Appeals  Cal. 
#  830-38-BZ.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  and  11-412  of  the  Zoning  Resolution,  and  that 
the  applicant  is  therefore  entitled  to  relief  on  the  grounds 
of  practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  tire  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  and  11-412  of  the  Zoning  Resolution,  to 
permit  in  a  Cl-2  district,  tire  enlargement  in  area  and  recon¬ 
struction  of  an  automotive  service  statoir  wth  accessory  uses 
prevously  before  the  Board  on  conditon  that  all  work  shall 
substantially  conform  to  drawings  filed  with  this  application 
marked  “Received  July  19,  1973,”  3  sheets  and  that  all  laws, 
rules  and  regulations  applicable  be  complied  with  and  sub¬ 
stantial  construction  be  completed  within  one  year  from  the 
date  of  this  resolution. 


182-73-BZ 

APPLICANT — Donald  E.  Freed  and  Leonard  F.  Rothkrug 
for  W.  Solomon  R.  Guggenheim  Foundation,  owner. 

SUBJECT — Application  March  26,  1973 — decision  of  the 
Borough  Superintendent,  under  Sections  73-641  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  RIO  district,  at  a 
museum  previously  before  the  Board,  the  enlargement  in 
area  that  will  encroach  into  a  portion  of  the  driveway  and 
rearrangement  of  the  accessory  tea  room. 

PREMISES  AFFECTED— 1071  Fifth  Avenue,  east  side 
from  East  88th  Street  to  East  89th  Street,  Block  1500,  Lot 
1,  Borough  of  Manhattan.  Community  Board  #8. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  July  3,  1973,  after  due  notice  by  publication  in  the  Bulle¬ 
tin;  laid  over  to  July  17,  1973 ;  then  to  July  24,  1973 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  13,  1973,  acting  on  Alt.  Applic.  63/1973,  reads: 

“C2.  Proposed  alteration  and  rearrangement  includ¬ 
ing  the  elimination  of  a  cafe  for  Museum,  addition  of  an 
accessory  eating  and  drinking  place  (tea  room)  which 
obstruct  existing  driveway  is  contrary  to  B.  S.  A.  ap¬ 
proval  (Cal.  No.  723-55-A,  Cal.  No.  306-64-BZ). 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Sections  72-21  and  73-641  of  the  Zoning  Resolution,  and  that 
the  applicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Sections  72-21  and  73-641  of  the  Zoning  Resolution,  to  per¬ 
mit  in  an  RIO  district,  at  a  museum  previously  before  the 
Board,  the  enlargement  in  area  that  will  encroach  into  a 
portion  of  the  driveway  and  rearrangement  of  the  accessory 
tea  room  on  condition  that  all  work  shall  substantially  con¬ 
form  to  drawings  filed  with  this  application  marked  “Re¬ 
ceived  March  5,  1973,”  2  sheets  and  “July  13,  1973,”  14  sheets; 
that  all  laws,  rules  and  regulations  applicable  be  complied 
with  and  substantial  construction  be  completed  within  one 
year  from  the  date  of  this  resolution. 


342-73-BZ 

APPLICANT — H.  L.  Brandt  for  Beorama  Realty  Corpora¬ 
tion,  owner,  The  City  College  of  the  City  University  of 
New  York,  lessee. 

SUBJECT — Application  June  6,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-19  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-2  district,  the  conversion 
of  a  two  story  and  basement  building  from  school  for 
adults  and  wholesale  stationary  storage  to  a  College. 
PREMISES  AFFECTED — 3300-3318  Broadway,  557-565 
West  133rd  Street,  northeast  corner  and  532-540  West 
134th  Street,  Block  1987,  Lot  1,  Borough  of  Manhattan. 
Community  Board  #9. 

APPEARANCES— 

For  Applicant:  H.  L.  Brandit  and  Bernard  P.  Spring. 
For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative: .  0 


TPIE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  July  24,  1973,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  31,  1973,  acting  on  Alt.  Applic.  691/1971,  reads: 

“CIO.  Proposed  change  of  use  from  school  for 
adults  (U.G.  9)  on  Basement  and  1st  floor  and  storage, 
wholesale  stationery  U.G.  16  on  2nd  floor  to  community 
facilities  “College”  U.G.  3  in  Ml-2  zoning  district  is 
not  permitted  as  of  right  as  per  Sec.  22-10  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-19  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special 
Permit  under  Section  73-19  of  the  Zoning  Resolution,  to 
permit  in  an  Ml-2  district,  the  conversion  of  a  two-story 
and  basement  building  from  school  for  adults  and  wholesale 
stationary  storage  to  a  college,  on  condition  that  all  work 
shall  substantially  conform  to  drawings  filed  with  this  ap¬ 
plication  marked  “Received  June  6,  1973”,  8  sheets;  and 
that  all  laws,  rules  and  regulations  applicable  be  complied 
with,  and  that  substantial  construction  be  completed  within 
one  year  from  the  date  of  this  resolution. 
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MINUTES 


345-73-BZ 

APPLICANT — Alfonso  Duarte  for  Board  of  Higher  Edu- 
|  cation,  City  of  New  York,  owner. 

SUBJECT — Application  June  7,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  M2-1  district,  the  expansion  in 
area  of  an  existing  four  story  and  basement  Community 
College  previously  before  the  Board. 

PREMISES  AFFECTED — 31-10  Thomson  Avenue,  south¬ 
west  corner  of  31st  Place,  Block  278,  Lot  1,  Long  Island 
City,  Borough  of  Queens.  Community  Board  #1. 

APPEARANCES— 

For  Applicant:  Alfonso  Duarte,  Stephen  Lepp,  David  T. 

Henken  and  Peter  Temmer. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
'  BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  July  24,  1973,  after  due  notice  by  publication  in  the  Bul¬ 
letin  ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  6,  1973,  acting  on  Alt.  Applic.  319/1973,  reads: 
“1.  The  proposed  work  is  contrary  to  variance 
granted  under  Cal.  No.  487-71-BZ. 

3.  Proposed  extension  of  a  non-conforming  use  is 
contrary  to  Sec.  52-41  Z.  R. 

4.  Structural  alteration  in  a  building  occupied  by  a 
non-conforming  use  is  contrary  to  Sec.  52-22  of  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in- 
sspected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
t  the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli- 
!  cant  is  therefore  entitled  to  relief  on  the  grounds  of  prac¬ 
tical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-2T  of  the  Zoning  Resolution,  to  permit  in 
an  M2-1  district,  the  expansion  in  area  of  an  existing  four- 
i  story  and  basement  community  college  previously  before  the 
Board,  on  condition  that  all  work  shall  substantially  con¬ 
form  to  drawings  filed  with  this  application  marked  “Re¬ 
ceived  June  7,  1973’’,  11  sheets;  and  that  all  laws,  rules  and 
regulations  applicable  be  complied  with,  and  that  substantial 
L  construction  be  completed  within  one  year  from  the  date  of 
this  resolution. 

358-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Good  Humor  Cor- 
i  poration,  owner. 

SUBJECT — Application  June  8,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C8-2  district,  the  conversion  of 
I  and  existing  two  story  building  previously  before  the 
Board,  from  public  garage  and  stock  room  to  the  manu¬ 
facture  of  plastic  products. 

PREMISES  AFFECTED— 322  to  328  Rutledge  Street, 
south  side,  276  feet  east  of  Harrison  Avenue,  and  287  to 


293  Heyward  Street,  Block  2228,  Lot  21,  Borough  of 
Brooklyn.  Community  Board  #1. 

APPEARANCES — 

For  Applicant :  Leonard  F.  Rothkrug  and  Bernard  Ryman. 
For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  July  24,  1973,  after  due  notice  by  publication  in  the  Bulle¬ 
tin  ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  22,  1973,  acting  on  Alt.  Applic.  590/1973,  reads: 

“1.  The  proposed  change  of  use  from  garage  to 
manufacturing  of  plastic  products  UG  17  in  a  C8-2  dis¬ 
trict  is  not  permitted  as  of  right  and  is  contrary  to  Sec. 
32-10  and  Sec.  42-14  of  the  Zoning  Resolution. 

2.  All  bulk,  loading,  sign  and  curb  cut  regulations 
must  be  referred  to  the  Board  of  Standards  and  Appeals 
for  consideration.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
a  C8-2  district,  the  conversion  of  an  existing  two-story  build¬ 
ing  from  public  garage  and  stock  room  to  the  manufacture 
of  plastic  products,  on  condition  that  all  work  shall  sub¬ 
stantially  conform  to  drawings  filed  with  this  application 
marked  “Received  June  8,  1973”,  8  sheets;  and  that  all  laws, 
rules  and  regulations  applicable  be  complied  with,  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 

Adjourned :  1  :05  P.M. 

John  B.  Cincotta,  Executive  Director 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JULY  24,  1973,  2  P.M. 

Present :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 
Commissioner  Carroll. 

896-67-SM 

APPLICANT — J.  Kaufman  Iron  Works,  owner. 

SUBJECT — Change  in  materials  and  in  labeling  require¬ 
ments. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Capt.  J.  F.  Petraglia,  F.  D. 
ACTION  OF  BOARD — Application  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommendation 
of  the  Committee  on  Test. 


MINUTES 


THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 
Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
896-67-SM — Amendment  to  resolution  to  show  change  in 
materials  and  in  labeling  requirements. 

The  Board  of  Standards  and  Appeals,  at  the  request  of 
the  Fire  Department,  hereby  reopens  and  amends  the  reso¬ 
lution  adopted  July  16,  1968  under  Calendar  Number  .896- 
67-SM  (applicant:  C.  Quinones,  C.  Shackelton,  R.  Williams 
for  J.  Kaufman  Iron  Works)  to  show  a  change  in  materials 
and  in  labeling  requirements. 

PROPOSED  USE:  Security  grille  at  window  in  a  multiple 
dwelling  which  leads  to  a  fire  escape. 

DESCRIPTION :  The  approval  adopted  under  this  Calen¬ 
dar  Number  states  that  the  cover  door  of  the  latch  box  of 
the  grill  (Model  No.  353)  be  fabricated  from  non-ferrous 
metal  or  plastic.  The  change  allows  the  use  of  only  non- 
ferrous  metal,  not  plastic,  for  fabricating  the  cover  door 
of  the  latch  box  of  the  grille. 

The  change  in  the  labeling  requirement  is  to  specify  that 
all  labels  which  state  that  the  grilles  are  approved  by  the 
Board  of  Standards  and  Appeals  be  affixed  so  as  to  face  the 
fire  escape  balcony  and  be  readily  visible  after  installation. 
INSPECTION  AND  TEST :  The  above  changes  have 
been  recommended  by  the  Commissioner  of  the  Fire  Depart¬ 
ment  of  the  City  of  New  York. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  16,  1968  under 
Calendar  Number  896-67-SM  be  reopened  and  amended  to 
show  the  change  in  materials  and  in  labeling  requirements 
as  described  above  on  condition  that  the  requirements  of  the 
original  resolution  adopted  under  this  Calendar  Number  be 
complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  material,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  corporate  name,  change  of  address  or  to 
submit  the  annual  affidavit  will  be  cause  for  revocation  of 
approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 
Stuart  Lowenthal, 

Asst.  Engr., 
Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with  the 
above  report. 


973-67-SM 

APPLICANT — United  States  Gypsum  Company,  owner. 

SUBJECT — Additional  two  hour  fire  rated  roof-ceiling 
assembly. 

APPEARANCES— 

For  Applicant:  E.  V.  Salvo. 

ACTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 


THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
973-67-SM — Amendment  to  resolution  to  include  two  hour 
fire  rated  roof-ceiling  assembly. 

United  States  Gypsum  Company,  New  York,  requested 
that  the  resolution  adopted  February  10,  1970  under  Calen¬ 
dar  Number  973-67-SM  be  reopened  and  amended  to  include 
an  additional  two  hour  fire  rated  roof-ceiling  assembly. 
PROPOSED  USE:  Two  hour  fire  rated  roof-ceiling  as¬ 
sembly. 

DESCRIPTION :  The  assembly,  Underwriters’  Labora¬ 
tories  Design  No.  P501,  has  a  Class  A  or  B  built-up  roof 
covering.  Owens- Corning  mineral  and  fiberboards,  24"  x 
48"  x  £ thick,  beneath  the  roof  covering,  are  applied  with 
adhesive  to  the  building  units  beneath  the  boards.  The 
building  units  consist  of  10'  long  x  15"  wide  x  2"  deep 
gypsum  planks  with  tongue  and  groove  sheet  metal  edges. 
The  planks  are  welded  to  end  supports.  Steel  joists,  Type 
14J5  minimum  size,  are  clipped  to  the  planks  with  No.  16 
MSG  galvanized  steel  clips,  1  9/16"  wide  x  1)4"  high. 
Continuous  steel  bridging  bars,  y2"  diameter,  are  welded  to 
the  top  and  bottom  chord  of  each  joist.  No.  26  MSG  gal¬ 
vanized  steel  furring  channels,  2->-s"  wide  x  7/i"  deep,  are 
spaced  24"  o.c.  perpendicular  to  the  joists  and  are  wire 
tied  to  the  joists.  Two  courses  of  channel  are  positioned 
6"  o.c.,  3"  from  each  end  joint  of  wallboard.  The  gypsum 
wallboard,  USG  Firecode  C,  is  $4"  thick  x  4'  wide  and  is 
screw  attached  to  the  furring  channels. 

INSPECTION  AND  TEST :  The  assembly  has  been  given 
a  two  hour  fire  rating  by  Underwriters’  Laboratories  (File 
R1319,  Project  72NK6444)  on  the  basis  of  an  engineering 
evaluation  made  on  the  data  obtained  from  full  scale  fire 
tests  run  on  similar  assemblies. 

RECOMMENDATION  :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  February  10,  1970  under 
Calendar  Number  973-67-SM  be  reopened  and  amended  to 
include  the  additional  two  hour  fire  rated  roof-ceiling  as¬ 
sembly  described  above  under  the  provisions  of  Article  5 
and  RS  5  of  the  Building  Code  of  the  City  of  New  York. 

Plans  submitted  to  the  Department  of  Buildings  showing 
proposed  uses  of  this  construction  shall  include  illustrations 
which  adequately  describe  the  assembly  and  shall  state  that 
the  assembly  is  approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Calendar  Number 
973-67-SM.  _  ; 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  corporate  name,  change  of  address  or  to 
submit  the  annual  affidavit  will  be  cause  for  revocation  of 
approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 
Stuart  Lowenthal, 

Asst.  Engr., 
Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with 
the  above  report. 
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MINUTES 


84-73- A — Vol.  II 

APPLICANT — Stephen  B.  Jacobs  for  Elias  Kalimian, 
owner. 

SUBJECT — Application  reopened  July  3,  1973 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  egress. 
PREMISES  AFFECTED— 131  East  83rd  Street,  north¬ 
west  corner  of  Lexington  Avenue,  Block  1517,  Lot  16, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Stephen  B.  Jacobs  and  Elias  Kalimian. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  3,  1973,  on  Alt.  Applic.  1356/72,  reads: 

“C9 — Only  one  means  of  egress  from  apartments  is 
contrary  to  C26-603.1  (b)  (2nd  floor  to  7th  floor  inclu¬ 
sive).” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  January  3,  1973,  acting  on  Alt.  Applic. 
1356/72  Objection  No.  C9,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  flower  boxes  be  adequately  supported  to  the  satisfaction 
of  the  Department  of  Buildings  and  on  further  condition  that 
the  building  shall  substantially  conform  to  Folder  marked 
“Received  June  28,  1973,”  22  sheets  and  that  all  laws,  rules 
and  regulations  shall  be  complied  with. 

181-73-A 

APPLICANT — Thomas  P.  Crinnion  for  Great  World  En¬ 
terprises,  Incorporated,  owner. 

SLTBJECT — Application  March  27,  1973 — decision  of  the 
Fire  Commissioner,  re-  sprinkler  system. 

PREMISES  AFFECTED — 89  East  Broadway,  south  side, 
186.3  feet  east  of  Market  Street,  Block  282,  Lot  32,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Thomas  P.  Crinnion. 

For  Administration:  Capt.  J.  F.  Petraglia,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
February  28,  1961  and  February  21,  1973,  on  Order  No.  37-9 
(1959),  reads: 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  building.  Chapter  is  09-161.0  Administra¬ 
tive  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 


the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  February  28,  1961  and  February  21,  1973,  acting  on 
Order  No.  37-9  (1959),  Objection  No.  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  an  automatic  sprinkler  system  be  provided 
in  the  cellar  and  kitchen  on  the  first  floor ;  that  the  gate 
at  the  termination  of  the  first  escape  shall  be  non-locking 
from  the  the  inside ;  that  the  fire  escape  and  access  thereto 
shall  be  properly  maintained  at  all  times ;  on  further  con¬ 
dition  that  the  building  shall  substantially  conform  to  draw¬ 
ings  marked  “Received  March  23,  1973”,  5  sheets,  and 
“July  18,  1973”,  one  sheet;  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


238-73-A 

APPLICANT — Sol  Feinberg  for  Northville  Petroleum  Car¬ 
riers,  Incorporated,  owners. 

SUBJECT — Application  April  24,  1973 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  transportation  of  fuel 
oil  in  tank  trucks  through  city  streets  not  in  conformity 
with  the  requirements  of  the  Administrative  Code  of  City 
of  New  York. 

APPEARANCES  — 

For  Applicant :  Larry  Meltzer. 

For  Administration :  Capt.  J.  F.  Petraglia,  F.  D. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
April  23,  1973,  reads : 

“Request  for  use  of  7  oversize  fuel  oil  semi-trailers 
for  transporting  fuel  oil  from  the  terminal  of  Premium 
Oil  Company  located  at  31-70  College  Pt.  Causeway  to 
various  locations  in  Nassau  and  Suffolk  Counties. 

In  reply  to  your  letter  of  April  10,  1973,  on  behalf 
of  Northville  Petroleum  Carriers,  Inc.  requesting  per¬ 
mission  to  use  the  above  captioned  fuel  oil  tank  trucks, 
please  be  advised  that  your  request  is  denied  for  the 
following  reasons : 

1.  The  capacity  of  the  (tanks  exceed  the  lawful 
limits  set  forth  in  Section  4  of  the  ‘Specifications  of  the 
Fire  Department’  relating  to  fuel  oil  tank  trucks. 

2.  The  tank  is  constructed  of  aluminum  which  is 
contrary  to  Section  5-3  of  the  ‘Specifications  of  the  Fire 
Department’  relating  to  tank  trucks.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
April  23,  1973,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the  seven 
tank  trailer  trucks  bear  Serial  Numbers  J  40449  thru  J  40453, 
J  40455  and  J  40456;  that  they  traverse  the  City  of  New  York 
along  a  route  approved  by  the  Fire  Department  beginning 
at  College  Point  Causeway,  Queens,  and  terminating  at  the 
Nassau  and  Suffolk  County  lines ;  that  the  approval  be 
granted  for  a  term  of  five  years ;  on  further  condition  that 
the  trucks  shall  substantially  conform  to  drawings  marked 
“Received  April  24,  1973”,  2  sheets;  and  that  all  laws,  rules 
and  regulations  shall  be  complied  with. 


305-73-A 


MINUTES 


APPLICANT — Timothy  P.  Stitt  for  Shrader  Packaging, 
Incorporated,  owner. 

SUBJECT — Application  May  21,  1973 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner,  re-  Packaging  of  combus¬ 
tible  mixture  known  as  “Kmart  super  Power  Gas  Treat¬ 
ment”  in  12  ounce  cone  top  metal  with  crown  cap,  not  in 
compliance  with  regulation  of  the  Administrative  Code  of 
New  York  City. 

APPEARANCES— 

For  Applicant:  Timothy  P.  Stitt. 

For  Administration :  Capt.  J.  F.  Petraglia,  F.  D. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

N  egative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
April  19,  1973,  on  Folder  #122-4302,  reads: 

“We  regret  to  inform  you  that  your  application  to  reg¬ 
ister  your  product  Kmart  Super  Power  Gas  Treatment 
in  containers  as  follows :  12  Ounce  Cone  Top  Metal  with 
Crown  Cap  is  Disapproved.  Such  containers  are  not  in 
compliance  with  our  regulations  to  wit :  Be  packed  in 
metal  cans  fitted  with  replaceable  cap  (airtite)  09-62. Ob 
Combustible  mixtures  for  sale  for  household  use.” 

and 

Whereas,  the  drawing  and  sample  of  the  container  were 
reviewed  by  the  Board  and  it  was  decided  that  the  appeal 
should  be  granted  under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  April  19,  1973,  acting  on  Folder  #122-4302,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  container  shall  substantially 
comply  with  drawing  filed  “May  21,  1973,”  1  sheet;  that  the 
Label  have  prominently  displayed  instructions  that  the  entire 
contents  are  to  be  emptied  upon  initial  opening  and  that  the 
label  be  in  such  style  as  satisfactory  to  the  Fire  Commissioner 
and  that  in  all  other  respects  all  applicable  laws,  rules  and 
regulations  shall  be  complied  with. 


306-73-A 

APPLICANT — Timothy  P.  Stitt  for  Ralph  Shrader,  In¬ 
corporated,  owner. 

SUBJECT — Application  May  21,  1973 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner,  re-  Packaging  of  Com¬ 
bustible  Mixture  known  as  United  Delco  Radiator  Fast 
Flush,  in  12  ounce  Sanitary  Metal  Cans  with  'Child  Resis¬ 
tant  Non-Detachable  Ring  Pull  Non- Replaceable  cap,  not 
in  compliance  with  regulations  of  the  Administrative  Code 
of  New  York  City. 

APPEARANCES— 

For  Applicant :  Timothy  P.  Stitt. 

For  Administration :  Capt.  J.  F.  Petraglia,  F.  D. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
May  15,  1973,  on  Folder  No.  122-Pending,  reads: 


“We  regret  to  inform  you  that  your  application  to  reg¬ 
ister  your  product  United  Delco  Radiator  Fast  Flush  in 
containers  as  follows :  12  oz.  Sanitary  Metal  Cans  with 
Child  Resistant  Non-Detachable  Ring  Pull  Non- Replace¬ 
able  cap  is  Disapproved,  Such  containers  are  not  in 
compliance  with  our  regulations  to  wit :  C19-62.0b 

Combustible  containers  must  have  tight  fitting  replace¬ 
able  caps.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions ;  and 

Whereas,  the  drawing  and  sample  of  the  container  were 
reviewed  by  the  Board  and  it  was  decided  that  the  appeal 
should  be  granted  under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  May  15,  1973,  acting  on  Folder  #  122-Pending, 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  container  shall  sub¬ 
stantially  comply  with  drawing  filed  “May  21,  1973,”  2  sheets; 
that  the  label  have  prominently  displayed  instructions  that  the 
entire  contents  are  to  be  emptied  upon  initial  opening  and 
that  the  label  be  in  such  style  as  satisfactory  to  the  Fire  Com¬ 
missioner  and  that  in  all  other  respects  all  other  applicable 
laws,  rules  and  regulations  shall  be  complied  with. 


319-73-A 

APPLICANT — Rampulla  Associates  for  Pasquale  P.  Cai- 
azza,  owner. 

SUBJECT — Application  May  25,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 48  Avon  Place,  south  side, 
227.98  feet  west  of  Ward  Avenue,  Block  576,  Lot  62, 
Ward  Hill,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Llornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  4,  1973,  on  N.B.  Applic.  43/73,  reads: 

“1.  Street  giving  access  to  this  New  Building  does 
not  appear  on  the  official  map  of  the  City  of  New  York 
and  is  therefore  contrary  to  Article  III,  Sec.  36  of  the 
General  City  Law. 

2.  Proposed  construction  does  not  have  at  least  8% 
of  the  total  perimeter  of  the  building  front  directly  upon 
a  legally  mapped  street  or  frontage  space  contrary  to 
Sec.  C26-401.1  of  the  Building  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  May  4,  1973,  acting  on  N.B.  Applic.  43/73,  Objection 
Nos.  1  and  2,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  sidewalk,  curb,  curb-cut  and  pavement  to  the  middle 
of  the  street  be  in  accordance  with  the  Department  of  High¬ 
ways  and  that  the  building  shall  substantially  comply  with 
drawings  marked  “Received  May  25,  1973,”  5  sheets  and 
that  all  laws,  rules  and  regulations  shall  be  complied  with. 
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320-73-A 

APPLICANT — Rampulla  Associates  for  Pasquale  P.  Cai- 
azza,  owner. 

SUBJECT — Application  May  25,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 56  Avon  Place,  south  place, 
147.98  feet  west  of  Ward  Avenue,  Block  576,  Lot  66, 
Ward  Hill,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  4,  1973,  on  N.B.  Applic.  47/73,  reads : 

“1.  Street  giving  access  to  this  New  Building  does 
not  appear  on  the  official  map  of  the  City  of  New  York 
and  is  therefore  contrary  to  Article  III,  Sec.  36  of  the 
General  City  Law. 

2.  Proposed  construction  does  not  have  at  least  8% 
of  the  total  perimeter  of  the  building  front  directly  upon 
a  legally  mapped  street  or  frontage  space  contrary  to 
Sec.  C26-401.1  of  the  Building  Code.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  May  4,  1973,  acting  on  N.B.  Applic.  47-73,  Objection 
Nos.  1  and  2,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  sidewalk,  curb,  curb-cut  and  pavement  to  the  middle 
of  the  street  be  in  accordance  with  the  Department  of  High¬ 
ways  and  that  the  building  shall  substantially  comply  with 
drawings  marked  “Received  May  25,  1973,”  5  sheets  and 
that  all  laws,  rules  and  regulations  shall  be  complied  with. 


321-73-A 

APPLICANT — Rampulla  Associates  for  Pasquale  P.  Cai- 
azza,  owner. 

SUBJECT — Application  May  25,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 58  Avon  Place,  south  side, 
127.98  feet  west  of  Ward  Avenue,  Block  576,  Lot  67, 
Ward  Hill,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  4,  1973,  on  N.B.  Applic.  48/73,  reads : 

“1.  Street  giving  access  to  this  New  Building  does 


not  appear  on  the  official  map  of  the  City  of  New  York 
and  is  therefore  contrary  ito  Article  III,  Sec.  36  of  the 
General  City  Law. 

2.  Proposed  construction  does  not  have  at  least  8% 
of  the  total  perimeter  of  the  building  front  directly  upon 
a  legally  mapped  street  or  frontage  space  contrary  to 
Sec.  C26-401.1  of  the  Building  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  May  4,  1973,  acting  on  N.B.  Applic.  48/73,  Objection 
Nos.  1  and  2,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  sidewalk,  curb,  curb-cut  and  pavement  to  the  middle 
of  the  street  be  in  accordance  with  the  Department  of  High¬ 
ways  and  that  the  building  shall  substantially  comply  with 
drawings  marked  “Received  May  25,  1973,”  5  sheets  and 
that  all  laws,  rules  and  regulations  shall  be  complied  with. 


322-73- A, 

APPLICANT — Rampulla  Associates  for  Pasquale  P.  Cai- 
azza,  owner. 

SUBJECT — Application  May  25,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 60  Avon  Place,  south  side, 
100.00  feet  west  of  Ward  Avenue,  Block  576,  Lot  68, 
Ward  Hill,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOA^RD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  4,  1973,  on  N.B.  Applic.  49/73,  reads : 

“1.  Street  giving  access  to  this  New  Building  does 
not  appear  on  the  official  map  of  the  City  of  New  York 
and  is  therefore  contrary  to  Article  III,  Sec.  36  of  the 
General  City  Law. 

2.  Proposed  construction  does  not  have  at  least  8% 
of  the  total  perimeter  of  the  building  front  directly  upon 
a  legally  mapped  street  or  frontage  space  contrary  to 
Sec.  C26-401.1  of  the  Building  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  May  4,  1973,  acting  on  N.B.  Applic.  49/73,  Objection 
Nos.  1  and  2,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  sidewalk,  curb,  curb-cut  and  pavement  to  the  middle 
of  the  street  be  in  accordance  with  the  Department  of  Lligh- 
ways  and  that  the  building  shall  substantially  comply  with 
drawings  marked  “Received  May  25,  1973,”  5  sheets  and  that 
all  laws,  rules  and  regulations  shall  be  complied  with. 
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323-73-A 

APPLICANT — Rampulla  Associates  for  Pasquale  P.  Cai- 
azza,  owner. 

SUBJECT — Application  May  25,  1973 — -filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 54  Avon  Place,  south  side, 

167.98  feet  west  of  Ward  Avenue,  Block  576,  Lot  65, 
Ward  Hill,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  4,  1973,  on  N.B.  Applic.  46/73,  reads: 

“1.  Street  giving  access  to  this  New  Building  does 
not  appear  on  the  official  map  of  the  City  of  New  York 
and  is  therefore  contrary  to  Article  III,  Sec.  36  of  the 
General  City  Law. 

2.  Proposed  construction  does  not  have  at  least  8% 
of  the  total  perimeter  of  the  building  front  directly  upon 
a  legally  mapped  street  or  frontage  space  contrary  to 
Sec.  C26-401.1  of  the  Building  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  May  4,  1973,  acting  on  N.B.  Applic.  46/73,  Objection 
Nos.  1  and  2,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted ,  on  condition 
that  the  sidewalk,  curb,  curb-cut  and  pavement  to  the  middle 
of  the  street  be  in  accordance  with  the  Department  of  High¬ 
ways  and  that  the  building  shall  substantially  comply  with 
drawings  marked  “Received  May  25,  1973,”  5  sheets  and 
that  all  laws,  rules  and  regulations  shall  be  complied  with. 


324-73-A 

APPLICANT — Rampulla  Associates  for  Pasquale  P. 
Caiazza,  owner. 

SUBJECT — Application  May  25,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 52  Avon  Place,  south  side, 

187.98  feet  west  of  Ward  Avenue,  Block  576,  Lot  64,  Ward 
Hill,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  4,  1973,  on  N.B.  Applic.  45/73,  reads: 

“1.  Street  giving  access  to  this  New  Building  does 
not  appear  on  the  official  map  of  the  City  of  New  York 


and  is  therefore  contrary  to  Article  III,  Sec.  36  of  the 
General  City  Law. 

2.  Proposed  construction  does  not  have  at  least  8% 
of  the  total  perimeter  of  the  building  front  directly 
upon  a  legally  mapped  street  or  frontage  space  contrary 
to  Sec.  C26-401.1  of  the  Building  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  May  4,  1973,  acting  on  N.B.  Applic.  45/73,  Objection 
Nos.  1  and  2,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted ,  on  condi¬ 
tion  that  the  sidewalk,  curb,  curb-cut  and  pavement  to  the 
middle  of  the  street  be  in  accordance  with  the  Department 
of  Highways  and  that  the  building  shall  substantially  comply 
with  drawings  marked  “Received  May  25,  1973,”  5  sheets 
and  that  all  laws,  rules  and  regulations  shall  be  complied 
with. 


325-73-A 

APPLICANT — Rampulla  Associates  for  Pasquale  P.  Cai¬ 
azza,  owner. 

SUBJECT- — Application  May  25,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 50  Avon  Place,  south  side, 

207.98  feet  west  of  Ward  Avenue,  Block  576,  Lot  63, 
Ward  Hill,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — -Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  4,  1973,  on  N.B.  Applic.  44/73,  reads : 

“1.  Street  giving  access  to  this  New  Building  does 
not  appear  on  the  official  map  of  the  City  of  New  York 
and  is  therefore  contrary  to  Article  III,  Sec.  36  of  the 
General  City  Law. 

2.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  front  directly 
upon  a  legally  mapped  street  or  frontage  space  con¬ 
trary  to  Sec.  C26-401.1  of  the  Building  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  May  4,  1973,  acting  on  N.B.  Applic.  44/73,  Objection 
Nos.  1  and  2,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  sidewalk,  curb,  curb-cut  and  pavement 
to  the  middle  of  the  street  be  in  accordance  with  the  Depart¬ 
ment  of  Highways  and  that  the  building  shall  substantially 
comply  with  drawings  marked  “Received  May  25,  1973,”  5 
sheets  and  that  all  laws,  rules  and  regulations  shall  be  com¬ 
plied  with. 
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340-73-A 

APPLICANT — Anton  H.  Heller  for  Poweray  Infrared 
Corporation,  owner. 

SUBJECT — Application  June  1,  1973 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner,  re-  converters  using 
L.  P.  gas  as  fuel  for  radiant  heaters. 

APPEARANCES— 

For  Applicant :  Anton  H.  Heller. 

For  Administration :  Capt.  J.  F.  Petraglia,  F.  D. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
May  29,  1973,  reads : 

“Converters  using  L.  P.  Gas  as  fuel  to  provide  radiant 
heat  on  equipment  used  for  repairing  asphaltic  concrete. 
In  reply  to  your  letter  of  May  23,  1973,  please  be 
advised  that  if  you  are  unable  to  obtain  approval  from 
the  Underwriters  Laboratory  or  American  Gas  Asso¬ 
ciation  for  the  above  captioned  heaters,  you  may  use 
this  letter  to  appeal  to  the  Board  of  Standards  and 
Appeals  for  a  modification  of  Fire  Department  re¬ 
quirements.” 
and 

Whereas,  the  application  and  drawings  were  examined 
by  a  committee  of  the  Board  which  recommended  that  the 
appeal  be  granted  under  certain  conditions. 

Resolved ,  that  the  decision  of  the  Fire  Commissioner, 
dated  May  29,  1973,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted,  on  condition  that 
the  converters  shall  substantially  conform  to  Folder  marked 
“Received  June  5,  1973”,  18  sheets;  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with. 

355-73-A 

APPLICANT — Atkin  &  Bassolino  for  149th  Street  Operat¬ 
ing  Corporation,  owner. 

SUBJECT — Application  June  12,  1973— appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  building  not  in  bed 
of  a  map  street. 

PREMISES  AFFECTED — 95-04  149th  Street,  southwest 
corner  of  Atlantic  Avenue,  Block  10001,  Lots  23,  1,  3,  5, 
32,  120,  20,  18,  22  and  122,  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Harry  Atkin. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  11,  1973,  on  N.B.  Applic.  528/73,  reads: 

“1.  Proposed  building  in  a  bed-of-map  street  is 
contrary  to  Gen.  City  Law — Art.  Ill  Sec.  35.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 


Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  June  11,  1973,  acting  on  N.B.  Applic.  528/73,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  35  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  construction  shall  substantially  conform  to  drawings 
marked  “Received  June  12,  1973”,  one  sheet,  and  “July  10, 
1973”,  one  sheet;  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


374-73-A 

APPLICANT — Robert  Rosenwasser  for  Hunts  Point  Co¬ 
operative  Market,  owner. 

SUBJECT— Application  June  18,  1973 — appeal  from  a  de¬ 
cision  of  the  Department  of  Ports  and  Terminals  re- 
installation  of  clips. 

PREMISES  AFFECTED — 709  feet  southeast  of  East  Bay 
Avenue,  northeast  of  Halleck  Street  (37)  acres,  Hunts 
Point  Food  Center,  at  the  East  River,  Borough  of  The 
Bronx,  New  York. 

APPEARANCES— 

For  Applicant :  Robert  Rosenwasser. 

ACTION  OF  BOARD — Appeal  granted,  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Department  of  Ports  and 
Terminals,  dated  June  11,  1973,  on  Applic.  No.  710320,  reads: 

“Please  be  advised  that  the  submission  requesting  hold¬ 
down  clips,  as  already  placed,  and  the  Z  clips  to  be  in¬ 
stalled  in  lieu  of  lateral  bracing,  are  not  acceptable.  As 
per  C26-106.2(a)  2  of  the  New  York  City  Building 
Code,  the  hold-down  clips  and  the  Z  clips  must  be  ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  for  this 
specific  purpose  (lateral  bracing).” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Department  of  Ports  and 
Terminals,  dated  June  11,  1973,  acting  on  Applic.  No.  710320, 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  proposed  “Z”  clips 
be  installed  on  both  sides  of  all  steel  members  supporting 
concrete  plank,  where  necessary  so  that  the  maximum  dis¬ 
tance  between  clips  (existing  and  new)  shall  be  16  inches  on 
center,  except  that  clips  shall  not  be  required  at  the  exterior 
edge  of  spandrel  members  immediately  adjacent  to  the  ex¬ 
terior  walls  where  lateral  bracing  is  provided  by  masonry 
wall  buttresses ;  that  the  new  “Z”  clips  be  located  a  minimum 
6  inches  clear  from  the  side  edge  of  -the  concrete  planks; 
that  the  new  clips  be  installed  under  the  direct  supervision  of 
a  licensed  professional  engineer  and  the  existing  clips  be  in¬ 
spected  and  accepted  for  adequacy  by  said  engineer,  and  that 
the  P.  E.  shall  certify  the  installation  and  inspection  to  the 
Commissioner  of  Ports  and  Terminals  in  writing;  that  all 
concrete  planks  in  occupied  areas  have  2  inch  concrete  top¬ 
ping;  on  further  condition  that  the  “Z”  clips  shall  substan¬ 
tially  conform  to  drawings  marked  “Received  June  18,  1973,” 
9  sheets ;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 
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MINUTES 


382-73-A 

APPLICANT — Max  Siegel  Associates  for  Howard  Beach 
Estates,  Incorporated,  owner. 

SUBJECT — Application  June  21,  1973 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  frame  building 
located  within  fire  district. 

PREMISES  AFFECTED — 155-53  Bridgeton  Street,  east 
side,  40  feet  north  of  156th  Street,  Block  14141,  Lot  40, 
Howard  Beach,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  John  M.  Hronec  and  Sam  Ervolino. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  11,  1973,  on  N.B.  Applic.  495/73,  reads: 

“Proposed  Class  II-D  Building  located  within  the  Fire 
District  is  contrary  to  Section  C26-403.1.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  June  11,  1973,  acting  on  N.B.  Applic. 
495/73,  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted,  on  condition  that  the  building  shall 
substantially  conform  to  drawings  marked  “Received  June 
28,  1973,”  7  sheets  and  “July  19,  1973,”  1  sheet;  that  all 
laws,  rules  and  regulations  shall  be  complied  with. 


441-70-A 

APPLICANT — Paul,  Weiss,  Goldberg,  Rifkind,  Wharton 
and  Garrison  for  Amway  Corporation,  owner. 
SUBJECT — Application  August  17,  1970 — appeal  from  Fire 
Department  regulations  re-  Pressured  Products. 


APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Capt.  J.  F.  Petraglia,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  December  18,  1973, 
at  2  P.M.  for  decision,  at  the  request  of  the  applicant. 


197-73-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Milton  J.  Olive. 

SUBJECT — Application  April  3,  1973 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 269-271  Henry  Street,  east  side, 
201.3  feet  south  of  Joralemon  Street,  Block  263,  Lots  22, 
23,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia,  F.  D. 

For  Opposition :  Milton  J.  Olive. 

ACTION  OF  BOARD — Laid  over  to  September  11,  1973, 
at  2  P.M.  for  decision. 


239-73-A 

APPLICANT — Sol  Feinberg  for  Newtown  Refining  Cor¬ 
poration,  owner. 

SUBJECT — Application  April  24,  1973 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  transportation  of  fuel 
oil  in  tank  trucks  through  city  streets  not  in  conformity 
with  the  requirements  of  the  Administrative  Code  of  City 
of  New  York. 

APPEARANCES— 

For  Applicant :  Larry  Meltzer. 

For  Administration:  Capt.  J.  F.  Petraglia,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  September  25,  1973, 
at  2  P.M.  at  the  request  of  the  applicant. 


Adjourned:  3:05  P.M. 

John  B.  Cincotta,  Executive  Director 
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RULES 


RULES  FOR  ARC  AND  GAS  WELDING  AND  OXYGEN  CUTTING  OF  STEEL  COVERING  THE 
SPECIFICATIONS  FOR  DESIGN.  FABRICATION  AND  INSPECTION  OF  ARC  AND  GAS  WELDED 
STRUCTURES  AND  THE  QUALIFICATIONS  OF  WELDERS  AND  SUPERVISORS 

(CAL.  NO.  1-38-SR— VOL.  II) 


Adopted  by  the  Board  of  Standards  and  Appeals  February 
25,  1938,  effective  March  31,  1938,  amended  May  17,  1940, 
effective  June  10,  1940;  amended  September  17,  1954,  effec¬ 
tive  October  18,  1954,  amended  May  25,  1956,  effective 
June  25,  1956,  amended  December  13,  1968,  effective  Janu¬ 
ary  18,  1969,  and  amended  1973,  effective 

1973. 

Authority:  Pursuant  to  the  authority  vested  in  the 
Board  of  Standards  and  Appeals  by  Section  666,  paragraph 
2,  of  the  Charter  of  the  City  of  New  York. 

Scope:  These  rules,  as  amended  up  to  and  including 
the  rules  amended  on  December  13,  1968,  are  supplementary 
and  additional  to  the  requirements  of  the  provisions  of  the 
Administrative  Code  (Building  Code)  in  effect  prior  to 
enactment  of  Local  Law  No.  76/68. 

The  following  rules  are  supplementary  and  additional  to 
the  requirements  of  the  Administrative  Code  (Building 
Code),  as  enacted  by  Local  Law  No.  76/68. 

Rule  13 — The  Board  of  Examiners  for  Welders 

13.1 —  The  Board  of  Examiners  for  Welders  shall  be  ap¬ 
pointed  by  the  Commissioner  of  Buildings  from  members  of 
the  staff  of  the  department.  All  welders’  licenses  issued 
should  be  uniform  for  the  five  boroughs.  There  shall  be  a 
separate  license  for  electric  arc  welding,  and  for  gas  welding, 
which  licenses  shall  not  be  interchangeable,  and  shall  apply 
specifically  to  the  type  of  work  to  be  done  and  shall  be 
issued  in  accordance  with  Rule  2. 

13.2 —  Welders  to  be  licensed.  No  person  shall  perform 
welding  work  on  any  structural  member  of  a  structure 
without  having  obtained  a  welder’s  license  from  the  Board 
of  Examiners  for  welders. 

13.2.1 —  Before  a  welder’s  license  may  be  issued  author¬ 
izing  a  person  to  perform  welding  work  on  a  structural 
member  of  a  structure,  the  person  applying  for  such  certifi¬ 
cate  shall  have  been  qualified  as  provided  in  Section  C26- 
1005.3(b)(1). 

13.2.2 —  No  person  shall  be  eligible  for  a  license  to  perform 
welding  work  as  provided  in  this  section  unless  he  is  a 
citizen  of  the  United  States  of  America  or  unless  he  is  a 
North  American  Indian  by  birth. 

13.2.3 —  The  Commissioner  of  Buildings  may  revoke  or 
suspend  a  license  of  any  person  if  workmanship  on  any 
structural  welding  is  such  as  to  indicate  incompetency  or 
negligence  which  might  endanger  a  structure  or  result  in 
injury  to  human  beings. 

13.2.4 —  Renewal  of  a  license  may  be  made  without  addi¬ 
tional  requalification  test  if  the  applicant  of  record  indi¬ 
cates  one  month  of  satisfactory  welding  experience  during  a 
previous  year. 

13.3 — Exceptions  to  requirements  for  welders’  licenses. 

13.3.1 —  Welders’  licenses  will  not  be  required  for  the 
attachment  of  steel  studs  directly  to  structural  beams  by 
semi-automatic  equipment  when  the  method  of  attachment 
has  been  approved  by  the  Board. 

13.3.2 —  Welders’  licenses  will  not  be  required  for  operators 
of  automatic  welding  equipment  of  a  type  approved  by  the 
Board  when  used  under  the  supervision  of  a  trained  welder 
holding  a  welder’s  license. 

Rule  14 — Qualification  tests  for  Welders 

14.1 — Before  the  examiners  for  welders  shall  issue  a 
welder’s  license,  the  applicant  shall  pass  the  applicable  tests 
prescribed  by  the  Department  of  Personnel.  In  the  case  of 
welders  performing  welding  work  out  of  town  on  structures 
to  be  erected  in  the  City  of  New  York,  documentary  evi¬ 
dence  from  a  testing  laboratory  acceptable  to  the  Department 
of  Buildings  and  to  the  engineer  or  architect  designated  for 
controlled  inspection,  attesting  that  the  applicant  has  passed 
the  prescribed  qualification  test  is  acceptable  for  a  specific 
structure. 


14.2 —  The  foregoing  provisions  are  not  intended  to  bar 
an  applicant  from  further  trial  in  the  case  of  one  or  more 
failures,  or  to  require  the  welder  who  has  passed  the  test 
to  qualify  anew  for  every  job  he  may  undertake,  except 
in  the  case  of  welders  qualified  by  a  testing  laboratory. 

14.3 —  Classifications  of  Licenses : 

CLASS  1 

Shop  and  Field — For  groove  and  fillet  welding  of  un¬ 
limited  thickness  materials,  in  all  positions,  the  test  candi¬ 
date  shall  weld  test  plates  in  the  vertical  and  overhead 
positions,  using  1  inch  thick  test  plates. 

CLASS  1— RESTRICTED 

Shop  and  Field — For  groove  welding  materials  of  limited 
thickness  (Y  inch  maximum)  and  for  fillet  welding  of 
unlimited  thickness  materials,  in  all  positions,  the  test  candi¬ 
date  shall  weld  test  plates  in  the  vertical  and  overhead  posi¬ 
tions  using  Y  inch  thick  test  plates. 

CLASS  2 

Shop  and  Field — For  groove  welding  of  unlimited  thick¬ 
ness  in  the  flat  position  and  for  fillet  welding  in  the  flat  and 
horizontal  positions  only,  the  test  candidate  shall  weld  a  test 
plate  in  the  flat  position  using  1  inch  thick  test  plates. 

CLASS  2— RESTRICTED 

Shop  Only — For  groove  welding  of  limited  thickness  mate¬ 
rials  (Y  inch  maximum)  in  the  flat  position  and  fillet  weld¬ 
ing  in  the  fiat  and  horizontal  positions  only,  the  test  candi¬ 
date  shall  weld  a  test  plate  in  the  flat  position  using  Y&  inch 
test  plates. 

CLASS  3 

Shop  and  Field — For  fillet  welding  of  unlimited  thickness 
materials  in  all  positions,  the  test  candidate  shall  weld  test 
plates  in  the  vertical  and  overhead  positions  using  Y  inch 
thick  test  plates. 

CLASS  3— RESTRICTED 

Shop  Only — For  fillet  welding  of  unlimited  thickness  mate¬ 
rials  in  the  flat  and  horizontal  positions  only  the  test  candi¬ 
date  shall  weld  test  a  plate  in  the  horizontal  position  using  Y 
inch  thick  test  plates. 

14.4 —  Qualification  Requirements. 

14.4.1 —  Pending  promulgation  of  qualification  requirements 
by  the  Commissioner  of  Buildings  pursuant  to  Section 
B26-1.3  of  the  Administrative  Code,  Rule  5.4  of  these  Rules, 
amended  December  13,  1968,  shall  remain  in  force. 

14.5 —  Re-test — In  case  a  welder  fails  to  meet  the  require¬ 
ments  of  one  or  more  test  welds,  a  re-test  may  be  allowed 
under  the  following  conditions : 

14.5.1 —  An  immediate  re-test  may  be  made  which  shall 
consist  of  two  test  welds  of  each  type  of  which  he  failed,  all 
of  which  shall  meet  all  the  requirements  specified  for  such 
welds. 

14.5.2 —  A  re-test  may  be  made  provided  there  is  evidence 
that  the  welder  has  had  further  training  or  practice.  In  this 
case  a  complete  re-test  shall  be  made. 

14.6 —  Welders  who  have  been  certified  by  the  Board  of 
Examiners  may  be  assigned  to  other  electric  arc  welding 
processes.  As  a  prerequisite  to  such  an  assignment,  the 
welder  shall  have  been  trained  in  the  process  by  his  employer 
and  said  welder  shall  be  given  a  certificate  for  the  required 
test.  No  further  certification  by  the  Board  of  Examiners  for 
Welders  will  be  required. 

14.7 —  Existing  Licenses.  All  persons  holding  a  valid  welder 
certificate  of  qualification  or  welder’s  license  issued  prior  to 
the  promulgation  of  these  revised  Rules  of  the  Board,  shall 
be  considered  to  have  qualified  under  the  tests  prescribed 
herein. 
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Rule  15 — Quality  Control 

15.1 —  The  quality  of  welds  permitted  under  the  Building 
Code  shall  conform  to  the  requirements  of  Section  6  (In¬ 
spection)  of  AWS  Dl.0-69 — Welding  in  Building  Construc¬ 
tion — and  with  all  other  requirements  of  these  Rules  and  the 
Building  Code. 

Rule  16 — Supervision  and  Inspection 

16.1 —  Any  welding  to  be  done  on  a  structure  or  any  part 
thereof  shall  be  performed  under  the  observation  of  a  repre¬ 
sentative  of  the  licensed  professional  engineer  or  registered 
architect  designated  for  controlled  inspection,  pursuant  to 
Section  C26- 106.3  of  the  Administrative  Code.  The  architect 
or  engineer  designated  for  controlled  inspection  may  employ 
an  inspection  agency  responsible  to  him,  which  agency  shall 
be  acceptable  to  the  Commissioner  of  Buildings.  Welding 
inspection  agencies  shall  have  a  minimum  of  5  years  experi¬ 
ence  as  such. 

16.1.1 —  The  Commissioner  of  Buildings  may,  in  the  case  of 
minor  welding  operations,  including  stairs  and  fire  escapes, 
waive  the  requirements  for  inspection  if,  in  his  judgment, 
such  inspection  may  be  adequately  made  by  a  steel  inspector 
employed  regularly  by  the  Department  of  Buildings. 

16.1.2 —  -Unless  personally  inspected  by  a  registered  archi¬ 
tect  or  licensed  professional  engineer,  each  welding  inspector 
shall  have  at  least  3  years  experience  in  the  field  of  welding 
and/or  welding  inspection  in  order  to  be  authorized  to  inspect 
any  welding.  Each  welding  inspector,  if  other  than  the  archi¬ 
tect  or  engineer  designated  for  controlled  inspection,  and  an 
affidavit  to  the  effect  that  said  inspector  has  the  prerequisite 
experience  and  is  acceptable,  is  to  be  filed  with  each  applica¬ 
tion  for  which  the  welding  work  is  being  performed,  before 
any  welding  operations  are  to  commence.  Unless  directly 
employed  by  the  architect  or  engineer  responsible  for  con¬ 
trolled  inspection  the  inspectors  shall  be  in  the  employ  of 
an  inspection  agency  acceptable  to  the  Commissioner  of 
Buildings. 

16.2 —  The  personnel  performing  the  inspection  shall  take 
adequate  means  to  assure  that  the  preparing,  oxygen  cutting, 
assembling,  and  welding  of  a  structure  conform  to  the  design 
and  that  the  resulting  structure  is  free  from  deficiencies  and 
injurious  effects.  Adequate  daily  records  of  the  progress  of 
the  work  shall  be  maintained,  and  submitted  daily  to  the 
registered  architect  or  licensed  professional  engineer  respon¬ 
sible  for  supervision  of  work.  Such  records  shall  be  avail¬ 
able  to  the  Building  Commissioner  or  his  representative  for 
a  period  of  at  least  2  years  after  the  completion  of  all  work 
in  the  course  of  construction.  The  records  shall  indicate  a 
definite  and  personal  responsibility  for  acceptance  of  every 
weld  as  to  size,  location,  type  of  filler  metal  used  and  quality 
of  workmanship,  and  show  evidence  that  no  weld  called  for 
in  the  design  has  been  omitted.  Each  welder  shall  place  his 
identification  symbol  on  his  work  and  the  inspector  after 
inspecting  each  weld  shall  do  likewise. 

16.2.1 —  The  inspector  shall  inspect  for  defects  and  irreg¬ 
ularities,  plate  cracks  adjacent  to  or  behind  welds,  crater 
cracks  or  cracks  in  the  weld  metal. 

16.2.2 —  The  inspector  shall  gauge  all  welds  for  deficiency 
of  throat  or  other  critical  cross  section. 

16.2.3 —  The  inspector  shall  carefully  observe  and  reject 
unallowable  or  out  of  tolerance  undercutting,  overlap  or  lack 
of  fusion  at  edges  of  weld,  lack  of  penetration  of  porosity, 
location  of  craters,  size  and  shape  of  bead  and  order  occa¬ 
sional  shipping  to  determine  penetration  and  correct  all  or 
any  irregularities  of  workmanship  contrary  to  the  design. 

16.2.4 —  A  staff  of  inspectors  numerous  enough  to  provide 
one  inspector  for  every  6  welders  of  each  job  at  all  times 
shall  be  required,  provided  that  the  welders  are  within  4 
tiers  of  each  other. 

16.3 — Daily  inspection  shall  be  made  of  preheating  equip¬ 
ment  to  see  that  it  is  functioning  properly.  Preheat  drying 
cabinets  for  low  hydrogen  electrodes  shall  be  maintained 
within  easy  access  of  all  welding  operators.  Above  infor¬ 
mation  is  to  be  included  in  daily  welding  inspectors’  reports. 


16.4 —  Before  equipment  used  to  supply  welding  current  is 
used  at  the  job  site,  it  shall  be  tested  at  the  job  site  by  a 
welding  inspector  to  ascertain  proper  functioning  of  the 
equipment  and  to  establish  the  arc  voltage  and  current  pro¬ 
duced  by  this  equipment.  This  certification  shall  be  filed 
with  the  welding  report. 

16.5 —  When  any  of  the  components  being  welded  exceeds 
1.5  inches  in  thickness,  either  of  the  following  additional 
requirements  shall  be  met : 

16.5.1 —  Non-destructive  testing  in  rule  17  shall  be  manda¬ 
tory,  for  the  weld  and  base  metal  in  the  region  of  the  weld, 
and  all  deficiencies  that  are  detected  are  to  be  remedied ;  or 

16.5.2 —  Preheating  and  insulated  cooling  techniques  shall 
be  employed. 

Rule  17 — Non-destructive  Testing 

17.1 —  Non-destructive  testing  may  be  specified  by  the 
architect  or  engineer  designated  for  controlled  inspection  to 
augment  other  inspection  requirements,  or  in  conformance 
with  rule  16.5.1,  or,  be  required  by  the  Commissioner  of 
Buildings  should  there  be  a  reasonable  doubt  as  to  the 
adequacy  of  any  welding. 

17.2 —  Non-destructive  testing  shall  conform  with  the  re¬ 
quirements  of  section  607  (Non-destructive  Testing),  and 
Appendices  B  (Radiographic  Inspection  of  Welds)  and  C 
(Ultrasonic  Testing  of  Groove  Welds)  contained  in  AWS 
DI. 0-69-Welding  in  Building  Construction,  as  modified  by 
these  Rules.  Other  methods  of  non-destructive  testing  ac¬ 
ceptable  to  the  Commissioner  of  Buildings,  consistent  with 
good  practice,  may  be  used. 

17.3 —  Non-destructive  testing  equipment: 

(a)  Non-destructive  Systems,  methods  and  techniques  for 
testing  shop  and  field  welds  may  be  used  on  condition  that 
all  such  systems,  methods,  techniques  and  apparatus  shall 
first  be  acceptable  to  the  Commissioner  of  Buildings.  Such 
systems  may  use  x-ray,  radiography,  magnetic  particle,  ultra¬ 
sonic,  dye  pentrants,  etc. 

(b)  The  results  of  actual  performance  tests  by  each  sys¬ 
tem  for  which  authorization  is  sought  shall  be  the  criteria 
determining  the  limitations  under  which  the  authorization 
shall  be  granted. 

(c)  Each  system  of  testing  shall  prove  its  unfailing  ability 
to  distinguish  between  good  and  faulty  welds,  by  testing  at 
least  two  samples  of  every  class,  size  and  type  of  weld,  for 
which  approval  is  sought.  These  weld  samples  shall  be 
tested  under  conditions  duplicating  the  conditions  met  in 
actual  practice,  such  as : 

1.  Shop  welds  or  field  welds  or  both. 

2.  For  field  welds  the  test  samples  shall  be  tem¬ 
porarily  installed  in  the  most  inaccessible  parts  of  a 
structure  where  welding  is  to  be  tested. 

3.  Flat,  vertical  or  overhead  positions. 

4.  Maximum  sizes  (throats)  of  welds  for  which 
approval  is  sought. 

5.  Types  and  alloys  of  base  metals,  for  which 
approval  is  sought. 

(d)  Two  or  more  test  samples  for  each  type  of  weld 
shall  be  tested,  of  which  one  shall  be  a  perfect  weld,  and  at 
least  one  other  shall  include  a  flaw  or  imperfection,  deliber¬ 
ately  produced  in  the  weld,  by  lack  of  penetration,  inclusion 
of  slag  from  the  last  pass,  or  such  other  flaws  as  the  Board 
shall  specify. 

(e)  After  the  designation  and  rating  of  each  weld  sample, 
by  the  apparatus  under  test,  the  samples  with  flaws  shall 
be  machine  cut  apart,  through  the  throat  of  the  weld,  then 
polished  and  etched  with  acid  to  disclose  the  weld  with  the 
flaw.  The  samples  with  perfect  welds  shall  be  tested  to 
failure  by  tension. 

(f)  The  Commissioner  of  Buildings  shall  determine  the 
sizes,  types  and  number  of  the  samples  to  be  tested,  and  shall 
decide  which  test  results  shall  be  acceptable  for  the  approval 
of  the  method  and  type  of  apparatus  under  test,  and  what 
limitations,  if  any,  shall  be  included  in  any  acceptance. 
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DOCKET 

New  Cases  Filed  Up  to  August  31,  1973 

Cal.  No.  Dept.  Premises  Affected 

435-73-BZ — B.Q. — 40-14  19th  Avenue,  southwest  corner 
of  41st  Street,  Block  801,  Lots  35,  41,  Astoria,  Borough 
of  Queens,  Alt.  224-73  re-  proposed  installation  of  oxygen 
tank  in  Ml-1  district.  Community  Board  #1. 


436-73-A — B.R. — 90  East  Loop  Road,  south  side,  851.95 
feet  west  of  Eastentry  Road,  Block  885,  Lot  15,  Todt  Hill, 
Borough  of  Richmond,  N.B.  272-73  re-  building  not 
fronting  legal  street,  General  City  Law. 


437-73-A — B.M. — 43-47  East  10th  Street,  north  side, 
252.4  feet  west  of  Broadway,  Block  562,  Lot  36,  Borough 
of  Manhattan,  Alt.  292-73  re-  rear  yard,  egress  for  pro¬ 
posed  multiple  dwelling. 


438-73-A — F.D. — 136-49-136-53  Roosevelt  Avenue,  north 
side,  433.29  feet  east  of  Union  Street,  Block  4980,  Lot  64, 
Flushing,  Borough  of  Queens,  F.D.  Letter  of  July  23, 
1973  re-  modification  of  Certificate  of  Occupancy,  New 
York  City  Charter,  Administrative  Code. 


439-73-A — F.D.— 136-43-136-47  Roosevelt  Avenue,  north 
side,  425  feet  east  of  Main  Street,  Block  4980,  Lot  67, 
Flushing,  Borough  of  Queens,  F.D.  Letter  of  July  23, 
1973 — modification  of  Certificate  of  Occupancy,  New 
York  City  Charter,  Administrative  Code. 


440-73-A — F.D. — 163-15  Oak  Avenue,  northwest  corner 
of  163rd  Place,  Block  5493,  Lot  1,  Flushing,  Borough  of 
Queens,  F.D.  Letter  of  July  23,  1973  re-  modification  of 
Certificate  of  Occupancy,  New  York  City  Charter,  Ad¬ 
ministrative  Code. 


441-73-A — B.Q. — 138-54  94th  Avenue,  southeast  corner  of 
138  Place,  Block  9991,  Lot  1,  Jamaica,  Borough  of 
Queens,  Misc.  379-73  re-sprinkler  system. 


442-73-A — B.R. — 120  Androvette  Street,  southwest  corner 
of  Kreisher  Street,  Block  7596,  Lot  42,  Charleston,  Bor¬ 
ough  of  Richmond,  N.B.  1260-73  re-  building  not  fronting 
legal  street,  General  City  Law. 


443-73-SA — The  J.  C.  Carter  Company  submerged  motor 
pumps,  various  models,  manufactured  by  The  J.  C.  Carter 
Company,  Appliance. 


444-73-SA — General  Humidifiers,  Models  40  and  45,  man¬ 
ufactured  by  General  Filters,  Incorporated,  Appliance. 


445-73-SA — General  Humidifier,  Models  K  &  O  1040  and 
1040R,  manufactured  by  General  Filters,  Incorporated, 
Appliance. 


446-73-SA — General  Humidifier,  Model  727,  manufactured 
by  General  Filters,  Incorporated,  Appliance. 


447-73-BZ — B.B. — 340  Forbell  Avenue,  northwest  corner 
of  Sutter  Avenue,  Block  4258,  Lot  36,  Borough  of  Brook¬ 
lyn,  N.B.  408-73  re-  annex  to  public  school,  R4  district. 
Community  Planning  Board  #5. 


448-73-BZ — B.Q. — 76-02  to  76-20  Northern  Boulevard, 
southeast  corner  of  76th  Street,  Block  1249,  Lot  1,  Jack- 
son  Heights,  Borough  of  Queens,  N.B.  654-73  re-  acces¬ 
sory  off  street  parking  for  bank  in  C8-1  and  R7-1  district. 
Community  Planning  Board  # 3 . 


449-73-BZ— B.Bx.— 321-335  East  167th  Street  and  1151- 
1201  Teller  Avenue,  northeast  corner,  Block  2435,  Lot 


45,  Borough  of  The  Bronx,  Alt.  109-73  re-  housing  for 
elderly  in  R7-1  district.  Community  Board  #4. 


450-73-A — B.Bx. — 321-335  East  167th  Street  and  1151- 
1201  Teller  Avenue,  northeast  corner,  Block  2435,  Lot 
45,  Borough  of  The  Bronx,  Alt.  109-73  re-  outer  corner 
and  bulkhead  for  housing  for  elderly. 


451-73-BZ — B.B. — 148  7th  Avenue,  west  side,  70  feet 
north  of  Garfield  Place,  Block  963,  Lot  60,  Borough  of 
Brooklyn,  Alt.  2317-64  re-  proposed  enlargement  of 
restaurant  in  Cl-3  in  R6  district,  Community  Board  #6. 


452-73-SA — House  of  Interphones  Incorporated,  HOI 
house  of  interphones  fire  alarm  system  Class  E,  modi¬ 
fied  Class  E,  manufactured  by  House  of  Interphones 
Incorporated,  Appliance. 


453-73-SM — -United  States  Gypsum  Company,  U.  S.  G. 
unbalanced  drywall  partition  system,  manufactured  by 
United  States  Gypsum  Company,  Material. 


454-73-A — B.M.- — 7  Macdougal  Alley,  north  side,  79.6 
feet  east  of  MacDougal  Street,  Block  551,  Lot  122,  Bor¬ 
ough  of  Manhattan,  Alt.  No.  1418-70,  re-  interpretation 
of  zoning  matter,  subdivision  of  lot,  R6  district. 


455-73-A — B.M. — 24  West  8th  Street,  south  side,  72.10 
feet  east  of  MacDougal  Street,  Block  551,  Lot  22,  Bor¬ 
ough  of  Manhattan,  Alt.  No.  1417-70,  re-  interpretation 
of  zoning  matter,  subdivision  of  lot,  lot  line,  windows 
and  rear  yard,  C4-5  district. 


456-73-BZ — B.B. — 6009  8th  Avenue,  east  side,  80  feet 
south  of  60th  Street,  Block  5714,  Lot  6,  Borough  of 
Brooklyn,  Community  Board  #12,  Alt.  No.  1692-72, 
re-  proposed  enlargement  to  existing  eating  and  drink¬ 
ing  establishment,  Cl-3  in  R-6  district. 


457-73-A — F.D. — Packaging  of  flammable  mixture 
known  as  Henry  #113  drywall  stud  mastic,  in  30  ounce 
fiber  tubes,  and  Henry  #117  panel  and  construction  ad¬ 
hesive,  Griptite  #117  panel  and  construction  adhesive, 
atlantic  building  panel  and  construction  adhesive  in  11 
ounce  fiber  tubes,  not  in  compliance  with  regulations 
of  Administrative  Code. 


458-73- A — F.D. — 126-27  150th  Street,  northwest  corner 
of  Rockaway  Boulevard,  Block  12118,  Lot  1,  Jamaica, 
Borough  of  Queens,  F.D.  letter  of  7/24/73,  re-  storage 
of  liquefied  chlorine  gas. 


459-73-BZ — B.B. — 2424  to  2448  Flatbush  Avenue,  west 
side,  80  feet  south  of  Avenue  T,  Block  8542,  Lot  46, 
Borough  of  Brooklyn,  Community  Board  #13,  Alt. 
No.  766-73,  re-  enlargement  of  self  service  supermarket, 
C8-1  within  R4  district. 


460-73-BZ — B.Q. — 31-01  to  31-15  Thomson  Avenue, 
north  side,  290  feet  west  of  Van  Dam  Street,  and  31-02 
to  31-10  Skillman  Avenue,  Block  275,  Lot  1,  Long 
Island  City,  Borough  of  Queens,  Community  Board 
#2,  Alt.  No.  172-72,  re-  proposed  use  of  sub-cellar  and 
cellar  floors  of  a  two  story  building,  M2-1  district. 
Community  Board  #2. 


461- 73-A — F.D. — Packaging  of  combustible  mixture 
known  as  “Camset  C-100”  in  five  and  three  and  one 
half  gallon  polyethylene  pails,  not  in  compliance  with 
regulations  of  the  Administrative  Code. 

462- 73-BZ — B.R. — 951  Nugent  Avenue,  west  side,  100 
feet  south  of  Greeley  Avenue,  Block  3822,  Lot  41,  Mid¬ 
land  Beach,  Borough  of  Richmond,  Community  Board 
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#3,  Alt.  No.  100-73,  re-  proposed  lot  sub-division,  R3-2 
district.  Community  Board  #3. 


463-73-BZ — B.R. — 955  Nugent  Avenue,  west  side,  132.17 
feet  south  of  Greeley  Avenue,  Block  3822,  Lot  43,  Mid¬ 
land  Beach,  Borough  of  Richmond,  Community  Board 
#3,  Alt.  No.  101-73,  re-  proposed  lot  sub-division,  R3-2 
district.  Community  Board  #3. 


464-73-A — B.R. — 39  Legate  Avenue,  east  side,  270  feet 
north  of  Carlton  Boulevard,  Block  5774,  Lot  55,  Bor¬ 
ough  of  Richmond,  N.B.  777-72,  re-  building  not  front¬ 
ing  legal  street,  General  City  Law. 


465-73-A — B.R. — 96  Tarring  Street,  south  side,  163.16 
feet  east  of  Adelaide  Avenue,  Block  4660,  Lot  36,  Oak- 
wood,  Borough  of  Richmond,  N.B.  1887-71,  re-  pro¬ 
posed  installation  of  plumbing  fixtures,  R2  district. 


466-73-BZ — B.Q.- — 91-31  Queens  Boulevard,  northeast 
corner  of  60th  Avenue,  Block  1861,  Lot  1,  Elmhurst, 
Borough  of  Queens,  Community  Board  #4,  ES263-73, 
re-  illuminated  sign  for  bank,  C8-1  district.  Community 
Board  #4. 


467-73-A — B.Q. — 155-49  Bridgeton  Street,  east  side,  80 
feet  north  of  156th  Avenue,  Block  14141,  Lot  42,  Bor¬ 
ough  of  Queens,  N.B.  494-73,  re-  proposed  Class  11-D 
building  within  the  fire  district,  R3-2  district. 


468-73-A — B.Q. — 155-45  Bridgeton  Street,  east  side,  120 
feet  north  of  156th  Avenue,  Block  14141,  Lot  144,  Bor¬ 
ough  of  Queens,  N.B.  493-73,  re-  proposed  Class  11-D 
building  within  the  fire  district,  R3-2  district. 


469-73-A — B.Q. — 155-41  Bridgeton  Street,  east  side,  160 
feet  north  of  156th  Avenue,  Block  14141,  Lot  47,  Bor¬ 
ough  of  Queens,  N.B.  492-73,  re-  proposed  Class  11-D 
building  within  the  fire  district,  R3-2  district. 


470-73-A — B.Q. — 155-33  Bridgeton  Street,  east  side,  240 
feet  north  of  156th  Avenue,  Block  14141,  Lot  51,  Borough 
of  Queens,  N.B.  490-73,  re-  proposed  Class  11-D  building 
within  the  fire  district,  R3-2  district. 


471-73-A — B.Q. — 155-37  Bridgeton  Street,  east  side,  200 
feet  north  of  156th  Avenue,  Block  14141,  Lot  50,  Bor¬ 
ough  of  Queens,  N.B.  491-73,  re-  proposed  Class  11-D 
building  within  the  fire  district,  R3-2  district. 


472-73-A — B.R. — 565  Oakdale  Street,  north  side,  100  feet 
west  of  Arden  Avenue,  Block  5391,  Lot  45,  Annadale, 
Borough  of  Richmond,  N.B.  1617-73,  re-  proposed  build¬ 
ing  not  fronting  legal  street,  General  City  Law. 


473-73-BZ — B.Bx. — 1784  Jerome  Avenue,  east  side,  52.6 
feet  south  of  176th  Street,  Block  2850,  Lot  9,  Borough  of 
The  Bronx,  Community  Board  #5,  Alt.  No.  220-73,  re¬ 
proposed  eating  and  drinking  establishment,  C2-4  district. 
Community  Board  #5. 


474-73-A — B.R. — 2099  Forrest  Avenue,  northeast  corner 
of  Bruckner  Boulevard,  Block  1234,  Lot  76,  Mariner’s 
Harbor,  Borough  of  Richmond,  N.B.  2327-72,  re-  elimi¬ 
nation  of  refuse  chute  and  compactor,  R-4  district. 


475-73-A — B.R. — 53  Hanover  Avenue,  north  side,  150  feet 
east  of  Trenton  Court,  Block  6701,  Lot  29,  Princess  Bay, 
Borough  of  Richmond,  N.B.  1233-73,  re-  building  not 
fronting  legal  street,  R3-2  district. 


476-73-SM — Borg-Warner  Corporation,  A.  B.  S.  toilet 
tank  model  number  A-4487,  manufactured  by  Borg- 
Warner  Corporation,  Material. 


477-73-A — B.B. — 3211  Bedford  Avenue,  northeast  corner 
of  Avenue  K,  Block  7607,  Lot  8,  Borough  of  Brooklyn, 
Alt.  No.  1241-72,  re-  extension  of  use  of  synagogue,  R-2 
district. 


478-73-A — F.D. — 247  to  263  West  37th  Street,  north  side, 
100  feet  east  of  8th  Avenue,  Block  787,  Lot  11,  Borough 
of  Manhattan,  F.D.  letter  of  7/23/73,  re-  elevator  in  readi¬ 
ness,  Ml-6  district. 


479-73-BZ — B.B. — 889  Metropolitan  Avenue,  north  side, 
100  feet  west  of  Olive  Street,  Block  2912,  Lot  30,  Bor¬ 
ough  of  Brooklyn,  Alt.  No.  1057-73  (Community  Board 
#1),  re-  proposed  change  of  use  from  storage  and  fac¬ 
tory  to  manufacturing,  C2-3  within  R-6  district.  Com¬ 
munity  Board  #1. 


480-73-BZ — B.B. — 890  Metropolitan  Avenue,  south  side, 
97  feet  8  inches  west  of  Olive  Street,  Block  2916,  Lots 
32,  33,  Borough  of  Brooklyn,  Community  Board  #1,  Alt. 
No.  2187-68,  re-  proposed  change  of  use  from  iron 
foundry  to  private  sanitation  and  carting  business,  R-6 
and  C2-3  district.  Community  Board  # 1 . 


481-73-BZ — B.Bx. — 1775  Allerton  Avenue,  northwest  cor¬ 
ner  of  Wickham  Avenue,  Block  4803,  Lot  19,  Borough 
of  The  Bronx,  N.B.  122-73,  re-  proposed  use  of  con¬ 
tractor  s  yard  and  parking,  R3-2  district.  Community 
Board  #12. 


482-73-SA — Security  Supervision  Corporation,  MOD-1000 
class  E  fire  alarm  system,  manufactured  by  Security 
Supervision  Corporation,  Appliance. 


483-73-SA — A.  D.  T.  Company  Incorporated,  4510  an¬ 
nunciator  control  system,  manufactured  by  A.  D.  T.  Com¬ 
pany,  Appliance. 


484-73-SA — A.  D.  T.  Company  Incorporated,  4507  an¬ 
nunciator  control  system,  manufactured  by  A.  D.  T. 
Company  Incorporated,  Appliance. 


485-73-SA — A.  D.  T.  Company  Incorporated,  SA-33885 
fire  warden  station,  manufactured  by  A.  D.  T.  Company 
Incorporated,  Appliance. 


486-73-BZ — B.Bx. — 3273  Radio  Drive,  north  side,  264.56 
feet  east  of  Griswold  Avenue,  Block  5414,  Lot  192,  Bor¬ 
ough  of  The  Bronx,  N.B.  2-73  re-  one  family  dwelling, 
lot  area,  R3-2  district. 


487-73-SA — Norge  Commercial  Clothes  Dryer,  manufac¬ 
tured  by  Fednor  Corporation,  Appliance. 


488-73-SM — W.  R.  Grace  &  Company  WRDA  with  Hy- 
col  admixture,  manufactured  by  W.  R.  Grace  &  Com¬ 
pany,  Material. 


489-73-BZ — B.M. — 543-551  10th  Avenue  and  506  West 
41st  Street,  southwest  corner,  Block  1069,  Lot  34,  Bor¬ 
ough  of  Manhattan,  N.B.  40-73  re-  automotive  Service 
Station.  Community  Board  #4. 


490-73-A — B.M. — 543-551  10th  Avenue  and  506  West  41st 
Street,  Block  1069,  Lot  34,  Borough  of  Manhattan,  Misc. 
F.  P.  re-  gasoline  dispensing  system. 


491-73-BZ — B.R. — 1460  Richmond  Avenue,  southwest 
corner  of  Lander  Avenue,  Block  1595,  Lot  20,  Bulls  Head, 
Borough  of  Richmond,  N.B.  65-72  re-  use  of  trailer  as 
accessory  building  to  bank.  Community  Board  #3. 
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492-73-BZ — B.Q. — 198  Beach  127th  Street  and  126-11 
Rockaway  Beach  Boulevard,  southeast  corner,  Block 
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16236,  Lots  1,  95,  Belle  Harbor,  Borough  of  Queens, 
N.B.  1100-72  re  -adult  domiciliary  care  facility.  Com¬ 
munity  Board  #14. 

493- 73-A — B.M. — 328  West  83rd  Street,  south  side, 
81.134  feet  east  of  Riverside  Drive,  Block  1245,  Lot  40, 
Borough  of  Manhattan,  Alt.  153-73  re-  cellar  apartment. 

494- 73-SM — Borg  and  Warner  Comfortub,  Models  A-9660 
and  A-9661,  manufactured  by  Plumbing  Division  of 
Borg-Warner  Corporation,  Material. 

495- 73-A — B.R. — 19  Balfour  Street,  northeast  corner  of 
Lansing  Street,  Block  3401,  Lot  20,  South  Beach,  Bor¬ 
ough  of  Richmond,  Alt.  77-71  re-  building  in  bed  of 
mapped  street,  General  City  Law. 

496- 73-BZ — B.B. — 2414-2420  Flatbush  Avenue,  southeast 
corner  of  Avenue  T,  Block  8542,  Lot  41,  Borough  of 
Brooklyn,  N.B.  291-73  re-  change  of  use,  from  gasoline 
service  station  to  furniture  store  and  showrooms,  C8-1 
district.  Community  Board  #13. 

497- 73-BZ — B.M. — 1-6  State  Street,  34-50  Whitehall 
Street,  northwest  corner  and  20-22  Pearl  Street,  Block 
9,  Lots  1,  23,  28,  Borough  of  Manhattan,  N.B.  34-73  re¬ 
proposed  mezzanine  exceeds  floor  area,  C5-5CR  district. 
Community  Board  #1. 


498-73-BZ — B.M. — 557  West  125th  Street,  north  side,  16 
feet  east  of  Old  Broadway,  Block  1982,  Lot  1,  Borough 
of  Manhattan,  Alt.  792-73  re-  eating  and  drinking  estab¬ 
lishment  with  cabaret.  Community  Board  #9. 


499-73-SM — Waco  vertical  shoring,  various  models,  man¬ 
ufactured  by  Waco  Scaffold  &  Shoring  Company,  Mate¬ 
rial. 


500-73-BZ — B.R. — 1415  Richmond  Avenue,  east  side,  80 
feet  south  of  Lamberts  Lane,  Block  1544,  Lot  25,  Granite- 
ville,  Borough  of  Richmond,  E.  S.  84-85-86-73,  re-  signs 
for  transient  hotel.  Community  Board  #3. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings.  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D.- — Fire  Department. 


OCTOBER  2,  1973,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  morning ,  October  2,  1972,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  follow¬ 
ing  matters : 

666-59-BZ 

APPLICANT — McGee  and  Morsellino  for  Titan  Enter¬ 
prises,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  15, 
1973 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  mainte¬ 
nance  of  an  automobile  wrecking  yard,  salvage,  sale  of 
used  parts  and  sale  of  used  cars. 

PREMISES  AFFECTED — 147-23  Springfield  Lane,  north¬ 
east  corner  of  149th  Avenue,  Block  13435,  Lots  16,  18, 
20,  54,  56  and  58,  Springfield  Gardens,  Borough  of  Queens. 

205-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Max  Berman, 
Miklos  and  Regina  Tischler,  owners. 


SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  July  5,  1973 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  permitting  in  an  R5  district,  the  erection  of  a  five 
story  health  related  facility  that  exceeds  the  permitted 
floor  area  ratio  and  lot  coverage,  encroaches  on  the  re¬ 
quired  front  and  side  yards  and  penetrates  the  sky  ex¬ 
posure  plane. 

PREMISES  AFFECTED— 3002-3038  West  35th  Street, 
3502-3512  Surf  Avenue,  southwest  corner  and  3501-3511 
Riegelman  Boardwalk,  Block  7065,  Lot  25,  Borough  of 
Brooklyn. 


98-73-BZ 

APPLICANT — Dominick  Salvati  &  Son  for  Aron  Moskal, 
owner. 

SUBJECT — Application  February  14,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  two  story  mixed 
building  that  increases  the  degree  of  non-compliance  in 
the  lot  area  requirements. 

PREMISES  AFFECTED — 1932  Rockaway  Parkway, 

southwest  corner  of  Avenue  N,  Block  8299,  Lot  41,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #17. 


99-73-BZ 

APPLICANT — Otto  J.  &  Warren  A.  Sambach  for  Edward 
D.  Jamie,  owner. 

SUBJECT — Application  February  14,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  73-27  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  and  R6  district,  the 
erection  of  a  two  story  building  for  use  as  a  funeral  estab¬ 
lishment  with  accessory  parking  and  with  a  garage  ramp 
within  the  required  rear  yard. 

PREMISES  AFFECTED — 141-26  Northern  Boulevard, 
south  side,  202.54  feet  east  of  Bowne  Street,  Block  5012, 
Lot  33,  Flushing,  Borough  of  Queens.  Community  Board 

149-73-BZ 

APPLICANT — Arno  Fischer  and  Meier-Marus  for  Flush¬ 
ing  Savings  Bank,  owner. 

SUBJECT— Application  March  7,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  and  R2  district,  the 
enlargement  in  area  of  the  accessory  parking  facility  for 
a  bank  into  the  residence  district  that  encroaches  on  the 
required  front  yard  and  without  the  required  screening. 

PREMISES  AFFECTED — 159-18  Northern  Boulevard, 
south  side,  105.10  feet  east  of  159th  Street,  Block  5278, 
Lots  1,  21,  Flushing,  Borough  of  Queens.  Community 
Board  #7. 


336-73-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Orbitco,  Incor¬ 
porated,  owner. 

SUBJECT — Application  June  5,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-50  of  the  Zoning 
Resolution,  to  permit  in  a  Ml-1  district  the  erection  of  a 
one  story  enlargement  to  an  existing  commercial  building 
that  will  encroach  on  the  required  yard  along  a  district 
boundary. 

PREMISES  AFFECTED — 1360  Utica  Avenue,  west  side, 
135  feet  south  of  Foster  Avenue,  Block  4784,  Lot  13, 
Borough  of  Brooklyn.  Community  Board  #9. 

JOSEPH  B.  KLEIN,  Chairman 
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OCTOBER  2,  1973,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  October  2,  1973,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  follow¬ 
ing  matters: 


508-72-SA 

APPLICANT — Little  Giant  Pump  Company — water  trans¬ 
port  components. 


823-72-SA 

APPLICANT — Rixson-Firemark,  Incorporated — combina¬ 
tion  door  closer  and  holder. 


824-72-SA 

APPLICANT — Rixson-Firemark,  Incorporated — smoke  de¬ 
tector. 

6-73-SM 

APPLICANT — Master  Builders,  Division  of  Martin  Mari¬ 
etta  Corporation — grout. 


11-73-SA 

APPLICANT — Pow-R-Matic,  Incorporated  —  combination 
heating  and  cooling  units. 


13-73-SA 

APPLICANT — Star  Sprinkler  Corporation — swing  check 
valve. 


14-73-SA 

APPLICANT — Star  Sprinkler  Corporation  —  automatic 
sprinklers. 

328-73-A 

APPLICANT — Kenneth  H.  Koons  for  Olinbark  Realty 
Company,  Incorporated,  owner. 

SUBJECT — Application  May  29,  1973 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  cellar  apartments. 

PREMISES  AFFECTED — 4660  Manhattan  College  Park¬ 
way,  east  side,  91.58  feet  North  of  West  242nd  Street, 
Block  5801,  Lot  1060,  Borough  of  The  Bronx. 

356-73-A  ~~ 

APPLICANT — Lichtner-Lamkay  Associates  for  Ely  Reiss, 
owner. 

SUBJECT — Application  June  12,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  on  a  legal  street. 

PREMISES  AFFECTED — Merrick  Court,  north  side, 
143-33  feet  east  of  Woodhaven  Avenue,  Block  864,  Lot 
510,  Todt  Hill,  Borough  of  Richmond. 


359-73-A 

APPLICANT — Atkin  &  Bassolino  for  B  &  B  Realty  Com¬ 
pany,  owner. 

SUBJECT — Application  June  12,  1973 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  basement  apart¬ 
ment. 


PREMISES  AFFECTED — 1325  Grand  Concourse,  north¬ 
west  corner  of  Clarke  Place,  Block  2840,  Lot  77,  Borough 
of  The  Bronx. 


360-73-A 

APPLICANT — E.  E.  La  Rue  for  Siloo  Incorporated,  owner. 

SUBJECT — Application  June  13,  1973 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner,  re-  packaging  of  a  flam¬ 
mable  mixture  known  as  “Siloo  Gas  Treatment”  in  12 
ounce  metal  sealed  can  with  pull-tab  top,  not  in  compliance 
with  regulation  of  the  Administrative  Code  of  the  City  of 
New  York. 


371-73-A  “ 

APPLICANT — Charles  Spindler  for  Estate  of  Robert 
Eisner,  c/o  Leo  Ring,  owner. 

SUBJECT — Application  June  14,  1973 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  Elevator  in  Readiness. 
PREMISES  AFFECTED— 251  Park  Avenue  South,  north¬ 
east  corner  of  East  20th  Street,  Block  876,  Lot  1,  Borough 
of  Manhattan. 

JOSEPH  B.  KLEIN,  Chairman 

OCTOBER  9,  1973,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  October  9,  1973,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  follow¬ 
ing  matters. 


541-72-A 

APPLICANT  Larry  Meltzer  for  Associated  Equities, 
owner. 

SUBJECT — Application  for  consideration — to  reopen  and 
reconsider  the  Board’s  action  of  November  28,  1972— de¬ 
cision  of  the  Borough  Superintendent  re-  egress ;  previ¬ 
ously  denied. 

PREMISES  AFFECTED— 137-139  Grand  Street,  south 
side  50.1  feet  east  of  Crosby  Street,  Block  233,  Lot  10, 
Borough  of  Manhattan. 


844-57-BZ 

APPLICANT — Upham,  Meeker  and  Weithorn,  for  Theo¬ 
dore  Tannor  and  Herman  Tannor,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  April  15, 
1973  and  for  amendment — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
7f  of  the  Zoning  Resolution,  permitting  in  a  business  use 
district,  the.  erection  and  maintenance  of  a  modern  gasoline 
service  station,  auto  washing  (non-automatic),  lubrication, 
office  and  accessory  sales,  minor  repairs  with  hand  tools 
only,  auto  safety  inspection  station,  parking  and  storage 
of  motor  vehicles. 

PREMISES  AFFECTED— 87-13  to  87-25  Rockaway  Boule¬ 
vard  (87-19  official)  and  97-48  to  97-58  88th  Street,  north¬ 
west  corner,  Block  9060,  Lot  25,  Woodhaven,  Borough  of 
Queens. 


211-58-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Louis  Fayne  and 
Ben  Kurtin,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  July  2,  i973 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
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on  condition  under  Section  7h  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district,  the  parking  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 726-730  West  187th  Street, 
south  side,  100  feet  west  of  Bennett  Avenue,  Block  2180, 
Lot  190,  Borough  of  Manhattan. 


1845-61-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Louis  Fayne  and 
Ben  Kurtin,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  July  16,  1973 
— decision  of  the  Borough  Sueprintendent,  previously 
granted  on  condition  under  Section  7c  and  Section  21  of 
the  Zoning  Resolution,  permitting  in  a  local  retail  and 
residence  use  district,  the  maintenance  of  non-transient 
parking  lot  for  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 950-966  Summit  Avenue  and 
161-169  West  162nd  Street,  northeast  corner,  Block  2524, 
Lots  33,  36,  38  and  39,  Borough  of  The  Bronx. 


624-57-BZ 

APPLICANT — Thomas  P.  Crinnion  for  Robert  Ahders, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  May  28,  1973 — decision  of 
the  Borough  Superintendent ;  previously  granted  on  con¬ 
dition  under  Section  7h  of  the  Zoning  Resolution,  permit¬ 
ting  in  a  local  retail  and  residence  use  district,  the  change 
in  use  of  two  existing  buildings  from  stores  to  garages 
and  the  use  of  the  unbuilt  upon  portion  for  the  parking 
and  storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 1210-1212  Ogden  Avenue,  east 
side,  128  feet  south  of  West  168th  Street,  Block  2516,  Lot  17 
(formerly  Lots  17  and  18),  Borough  of  The  Bronx. 


874-68-BZ 

APPLICANT — Goldwater  and  Flynn  for  Ferris  Place  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  September  12, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  73-49  of  the  Zoning 
Resolution,  permitting  in  an  M3-1  district,  in  conjunction 
with  the  erection  of  a  two  story  manufacturing  and  garage 
building,  the  addition  to  the  uses  to  include  roof  parking. 

PREMISES  AFFECTED — 1400  Ferris  Place,  east  side, 
between  Butler  Place  and  Commerce  Avenue,  Block  3838, 
Lot  260,  Borough  of  The  Bronx. 


298-71-BZ 

APPLICANT — Samuel  H.  Lindenbaum  for  Staten  Island 
Mall,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  September  6, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  73-48  and  73-482  of 
the  Zoning  Resolution,  permitting  in  a  C4-1  district,  in  a 
proposed  shopping  center,  the  maintenance  of  a  retail 
service  and  convenience  center  with  accessory  parking 
that  exceeds  the  permitted  size. 

PREMISES  AFFECTED — 280  Marsh  Avenue,  northwest 
corner  of  Platinum  Avenue,  Block  2400,  Lot  100  (formerly 
Lot  300),  New  Springville,  Borough  of  Richmond. 


873-25-BZ — Vol.  II 

APPLICANT — Robert  F.  Germain  for  Gulf  Oil  Company, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Sections 
7c,  7i,  7h  and  7 A  of  the  Zoning  Resolution,  permitting  in  a 
local  retail  use  district  the  reconstruction  and  extension 
of  existing  gasoline  service  station  (previously  granted  by 
the  Board),  to  include  lubritorium,  car  wash,  motor  ve¬ 
hicle  repairs,  storage  and  sale  of  accessories  and  office; 
and  to  permit  the  parking  and  storage  of  motor  vehicles 
on  unbuilt  upon  portion  of  plot  with  a  curb  cut  nearer  the 
residence  use  district  than  is  permitted. 

PREMISES  AFFECTED— 112-45  Springfield  Boulevard 
and  216-01  to  216-11  113th  Avenue,  northeast  corner, 
Block  11214,  Lot  1,  St.  Albans,  Borough  of  Queens. 


224-73-BZ 

APPLICANT — Consolidated  Edison  Company  of  New  York 
for  City  of  New  York,  owner;  Consolidated  Edison  Com¬ 
pany  of  New  York,  lessee. 

SUBJECT — Application  April  13,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  M3  district,  the  erection  of  a 
replacement  accessory  stack  for  an  existing  steam  plant. 

PREMISES  AFFECTED — 1100  York  Avenue,  northeast 
corner  of  69th  Street,  Block  1474,  Lot  7,  Borough  of  Man¬ 
hattan.  Community  Board  #8. 


293-73-BZ 

APPLICANT — Anita  Seelig,  owner. 

SUBJECT — Application  May  15,  1973— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  two  story  enlargement  to  a  one  family  dwelling  that 
creates  non-compliance  in  floor  area  ratio,  open  space 
ratio  and  encroaches  into  the  rear  yard. 

PREMISES  AFFECTED— 67-22  199th  Street,  west  side, 
210  feet  south  of  67th  Avenue,  Block  7127,  Lot  16,  Borough 
of  (Flushing)  Queens.  Community  Board  #8. 


357-73-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Mid-City  Associates,  lessee. 

SUBJECT — Application  June  12,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-482  of  the  Zoning 
Resolution,  to  permit  in  a  C6-4  district,  in  an  existing  57 
story  office  building  previously  before  the  Board,  the  in¬ 
crease  in  the  number  of  accessory  parking  spaces. 

PREMISES  AFFECTED— 206-262  West  34th  Street, 
southeast  corner  of  Seventh  Avenue,  Block  783,  Part  of 
Lot  1,  Borough  of  Manhattan.  Community  Board  #5. 


363-73-BZ 

APPLICANT — Leo  D.  Fakler  for  Neponsit  Property  Own¬ 
ers  Association,  owner. 

SUBJECT — Application  June  13,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  district,  on  a  plot  with 
less  than  the  required  lot  area  and  lot  width,  the  erection 
of  a  one  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  has  less  than  the  required  open  space  ratio  and 
encroaches  into  the  required  side  yards. 
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PREMISES  AFFECTED— 3-02  Beach  146th  Street,  north¬ 
east  corner  of  Neponsit  Avenue,  Block  16302,  Lot  38, 
Neponsit,  Borough  of  Queens.  Community  Board  #14. 


364-73-BZ 

APPLICANT — Leo  D.  Fakler  for  Neponsit  Property 
Owners  Association,  owner. 

SUBJECT — Application  June  13,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  district,  on  a  plot  with 
less  than  the  required  lot  area  and  lot  width,  the  erection 
of  a  one  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  has  less  than  the  required  open  space  ratio 
and  encroaches  into  the  required  side  yards. 

PREMISES  AFFECTED— 3-06  Beach  146th  Street,  east 
side,  32  feet  north  of  Neponsit  Avenue,  Block  16302,  Lot 
40,  Neponsit,  Borough  of  Queens.  Community  Board  #14. 


365-73-BZ 

APPLICANT — Leo  D.  Fakler  for  Neponsit  Property 
Owners  Association,  owner. 

SUBJECT — Application  June  13,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  district,  on  a  plot  with 
less  than  the  required  lot  area  and  lot  width,  the  erection 
of  a  one  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  has  less  than  the  required  open  space  ratio 
and  encroaches  into  the  required  side  yards. 

PREMISES  AFFECTED — 145-12  Neponsit  Avenue,  north 
side,  75  feet  west  of  Beach  145th  Street,  Block  16302, 
Lot  35,  Neponsit,  Borough  of  Queens.  Community  Board 
#14. 


366-73-BZ 

APPLICANT — Leo  D.  Fakler  for  Neponsit  Property 
Owners  Association,  owner. 

SUBJECT — Application  June  13,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  district,  on  a  plot  with 
less  than  the  required  lot  area  and  lot  width,  the  erection 
of  a  one  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  has  less  than  the  required  open  space  ratio  and 
encroaches  into  the  required  side  yards. 

PREMISES  AFFECTED — 145-10  Neponsit  Avenue,  north 
side,  50  feet  west  of  Beach  145th  Street,  Block  16302, 
Lot  34,  Neponsit,  Borough  of  Queens.  Community  Board 
#14. 


367-73-BZ 

APPLICANT — Leo  D.  Fakler  for  Neponsit  Property 
Owners  Association,  owner. 

SUBJECT — Application  June  13,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  district,  on  a  plot  with 
less  than  the  required  lot  area  and  lot  width,  the  erection 
of  a  one  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  has  less  than  the  required  open  space  ratio  and 
encroaches  into  the  required  side  yards. 

PREMISES  AFFECTED — 145-15  Neponsit  Avenue,  south 
side,  40  feet  east  of  Beach  146th  Street,  Block  16310, 
Lot  3,  Neponsit,  Borough  of  Queens.  Community  Board 
#14. 


368-73-BZ 

APPLICANT — Leo  D.  Fakler  for  Neponsit  Property 
Owners  Association,  owner. 


SUBJECT — Application  June  13,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  district,  on  a  plot  with 
less  than  the  required  lot  area  and  lot  width,  the  erection 
of  a  one  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  has  less  than  the  required  open  space  ratio  and 
encroaches  on  the  required  side  yards. 

PREMISES  AFFECTED — 145-11  Neponsit  Avenue,  south 
side,  65  feet  east  of  Beach  146th  Street,  Block  16310,  Lot 
4,  Neponsit,  Borough  of  Queens.  Community  Board  #14. 


369-73-BZ 

APPLICANT — Leo  D.  Fakler  for  Neponsit  Property  Own¬ 
ers  Association,  owners. 

SUBJECT — Application  June  13,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  district,  on  a  plot  with 
less  than  the  required  lot  area  and  lot  width,  the  erection 
of  a  one  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  has  less  than  the  required  open  space  ratio  and 
encroaches  into  the  required  side  yards. 

PREMISES  AFFECTED — 145-09  Neponsit  Avenue,  south 
side,  85  feet  west  of  Beach  145th  Street,  Block  16310,  Lot 
5,  Neponsit,  Borough  of  Queens.  Community  Board  #14. 


370-73-BZ 

APPLICANT — Leo  D.  Fakler  for  Neponsit  Property  Own¬ 
ers  Association,  owners. 

SUBJECT — Application  June  13,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  district,  on  a  plot  with 
less  than  the  required  lot  area  and  lot  width,  the  erection 
of  a  one  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  has  less  than  the  required  open  space  ratio  and 
encroaches  into  the  required  side  yards. 

PREMISES  AFFECTED — 145-07  Neponsit  Avenue,  south 
side,  60  feet  west  of  Beach  145th  Street,  Block  16310,  Lot 
7,  Neponsit,  Borough  of  Queens.  Community  Board  #14. 


425-73-BZ 

APPLICANT — Shreve,  Lamb  &  Harmon  Associates  for 
Fisher-Albany  Company,  owner. 

SUBJECT — Application  July  13,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-01  (b)  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C6-4  district,  on  a  38  story 
office  building,  the  installation  of  an  advertising  sign  that 
well  exceeds  the  height  above  curb  level. 

PREMISES  AFFECTED — 1  Bankers  Trust  Plaza  and 
124-140  Greenwich  Street,  and  126-138  Liberty  Street, 
southeast  corner,  3-13  Albany  Street,  Block  54,  Lot  1, 
Borough  of  Manhattan.  Community  Board  #1. 

JOSEPH  B.  KLEIN,  Chairman 


OCTOBER  9,  1973,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  October  9,  1973,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  follow¬ 
ing  matters : 


397-73-A 

APPLICANT — Leonard  F.  Rothkrug  for  East  New  York 
YM  &  YWHA  (Federation  of  Jewish  Philanthropies) 
Central  Queens  YM  &  YWHA,  owner. 
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SUBJECT — Application  July  2,  1973 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  proposed  change 
from  dwelling  to  non-commercial  club. 

PREMISES  AFFECTED — 108-05  68th  Road,  northeast 
corner  of  108th  Street,  Block  2179,  Lot  1,  Forest  Hills, 
Borough  of  Queens. 

437-73-A 

APPLICANT — David  Kraus  and  Solomon  Sheer  for  Land¬ 
marks  Restoration  Company,  owner. 

SUBJECT — Application  July  26,  1973 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  yard,  room  opening 
passage  to  street,  rooms  in  cellar,  egress. 

PREMISES  AFFECTED— 43-47  East  10th  Street,  north 
side,  252.4  feet  west  of  Broadway,  Block  562,  Lot  36, 
Borough  of  Manhattan. 

441-73-A 

APPLICANT — Paul  G.  Mauch  for  George  A.  Krug  Baking 
Company,  Incorporated,  owner,  R.  K.  G.  Affiliates,  Incor¬ 
porated,  lessee. 

SUBJECT — Application  July  27,  1973— appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  sprinkler  systems. 

PREMISES  AFFECTED — 138-54  94th  Avenue,  southeast 


corner  of  138th  Place,  Block  9991,  Lot  1,  Jamaica,  Borough 
of  Queens. 


474-73-A 

APPLICANT — Arthur  Fleck  for  Oakwood  Development 
Corporation,  owner. 

SUBJECT — Application  August  17,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  elimination  of 
refuse  chute  and  compactor. 

PREMISES  AFFECTED — 2099  Forrest  Avenue,  north¬ 
east  corner  of  Bruckner  Boulevard,  Block  1234,  Lot  76, 
Mariner’s  Harbor,  Borough  of  Richmond. 


493-73-A 

APPLICANT — Atkin  and  Bassolino  for  JBR  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  August  8,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Cellar  Apart¬ 
ment,  Multiple  Dwelling  Law. 

PREMISES  AFFECTED— 328  West  83rd  Street,  south 
side,  81.4J4  feet  east  of  Riverside  Drive,  Block  1245,  Lot 
40,  Borough  of  Manhattan. 

JOSEPH  B.  KLEIN,  Chairman 
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*CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  July  3,  1973,  as  they 
appeared  in  Bulletin  28,  Vol.  58,  are  corrected  to  read  as 
follows : 

316-52-SM 

APPLICANT — Armstrong  Cork  Company,  owner. 

SUBJECT — Additional  trade  names,  thicknesses,  sizes,  and 
face  patterns  of  ceiling  tile. 

APPEARANCES— 

For  Applicant :  David  R.  Dombar. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 


Commissioner  Walsh  and  Commissioner  Carroll  ....  4 

Negative:  .  0 

Absent:  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 


316-52-SM — Amendment  to  resolution  to  include  additional 
trade  names,  thicknesses,  sizes,  and  face  patterns  of  ceiling 
tile. 

Armstrong  Cork  Company,  Lancaster,  Pennsylvania,  re¬ 
quested  that  the  resolution  adopted  March  23,  1954  and 
amended  through  May  25,  1971  under  Calendar  Number 
316-52-SM  be  reopened  and  amended  to  include  additional 
trade  names,  thicknesses,  sizes  and  face  patterns  of  ceiling 
tile. 

PROPOSED  USE:  Non-combustible  acoustical  ceiling  tile. 
DESCRIPTION :  The  tile  is  composed  of  mineral  wool 
fibers  bound  together  with  fillers  and  binder.  The  tile  is 
given  a  surface  treatment  which  includes  perforating,  em¬ 
bossing  or  Assuring,  or  a  combination  of  these.  The  mate¬ 
rial  is  then  painted  and  cut  into  desired  sizes.  Nominal  sizes 
are  12  x  12  ,  12  x  24",  12"  x  48",  or  others  made  on  special 
order.  Nominal  thicknesses  are  l/2",  9/16",  s/%",  or  J4".  The 
following  trade  names  are  used  for  products  made  from  the 
same  base  material :  Armstrong  Minatone,  Armstrong  Mina- 
tone  faced  with  Mylar,  Armstrong  Fashiontone  Tile,  Arm¬ 
strong  Minatone  with  vinyl  plastic  acrylic  paint  finish,  and 
Armstrong  Chandelier  Tile. 

INSPECTION  AND  TEST:  The  material  has  achieved 
a  flamespread  rating  of  25  when  tested  by  Underwriters’ 
Laboratories. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  -resolution  adopted  March  23,  1954  and 
amended  through  May  25,  1971  under  Calendar  Number  316- 
52-SM  be  reopened  and  amended  to  include  additional  trade 
names,  thicknesses,  sizes  and  face  patterns  of  ceiling  tile 
as  shown  above  on  condition  that  the  requirements  of  the 
original  resolution  and  previous  amendments  adopted  under 
this  Calendar  Number  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  an¬ 
nual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 


Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with 
the  above  report. 

♦Correction:  The  Calendar  Number  has  been  corrected 
to  read  as  shown  above  in  italics. 

♦CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  May  8,  1973,  as  they 
appeared  in  Bulletin  20,  Vol.  58,  are  corrected  to  read  as 
follows : 

846-55-SA 

APPLICANT  Infra-Red  Division  of  Perfection  Products, 
Company,  a  division  of  White  Consolidated  Industries, 
owner. 

SUBJECT — Additional  uses  of  gas  fired  heaters. 
APPEARANCES— 

For  Applicant:  Elliot  J.  Shapiro. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accord  with  the  report  and  recommenda¬ 
tion  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  . q 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  test  reads: 
846-55-SA— Amendment  to  resolution  to  include  additional 
uses  of  gas  fired  heaters. 

Infra-Red  Division  of  Perfection  Products  Company,  a  di¬ 
vision  of  White  Consolidated  Industries,  Deer  Park,  New 
York,  requested  that  the  resolution  adopted  July  9,  1957  and 
amended  through  April  4,  1967  under  Calendar  Number  846- 
55-SA  be  reopened  and  amended  to  include  additional  uses 
of  gas  fired  heaters. 

PROPOSED  USE:  Infra-red  gas  fired  heaters  for  indus¬ 
trial  use. 

DESCRIPTION :  The  additional  are  the  uses  of  the 
heaters  in  garages,  automotive  repair  facilities,  airplane 
hangars,  and  factories  engaged  in  spray  painting  or  dipping 
operations.  The  heaters  (12,000  to  100,000  BTU/HR)  are 
covered  with  an  aluminum  honeycomb  screen  when  they 
are  used  in  these  locations.  The  Model  Numbers  of  the 
heaters  and  their  screens  are  as  follows:  JUA522,  JB2, 
screen  JA120;  JUA523,  JB3,  screen  JA121 ;  JUA524,  JB4, 
SJB4,  screen  JA122;  PJUA522,  PJB2,  screen  JA125: 
PJUA523,  PJB3,  screen  JA124;  PJUA524;  PJB4,  screen 
JA123 ;  PJC50,  screen  JA123  or  D48012;  PJC100,  screen 
D48015  ;  SJB2,  screen  JA126;  SJB3,  screen  JA127;  JC50, 
screen  JA140  or  D48008;  JC100,  screen  D48001  ;  JB24, 
screen  J 189-1 ;  JB36,  screen  J189-2;  JB48,  screen  J189-3. 
INSPECTION  AND  TEST :  The  heaters  have  been  ap¬ 
proved  by  Underwriters’  Laboratories  (Guide  LLRR  Card 
MH6451B)  for  the  type  of  uses  listed  above. 
RECOMMENDATIONS :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  9,  1957  and  amended 
through  April  4,  1967  under  Calendar  Number  be  reopened 
and  amended  to  include  the  additional  uses  of  gas  fired 
heaters  listed  above  on  condition  that  the  requirements  of 
the  Underwriters’  Laboratories  approvals  (heater,  inclina¬ 
tions,  heater  clearances  from  combustibles,  NFPA  Nos.  88 
and  409),  Chapter  19  of  the  Administrative  Code  of  the  City 
of  New  York,  the  Board’s  Spray  Painting  Rules,  and  the 
original  resolution  and  previous  amendments  adopted  under 
this  Calendar  Number  are  complied  with. 
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A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the 
annual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 


Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

*  Correction :  The  applicant’s  name  is  corrected  to  read  as 
shown  above  in  italics. 
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PUBLIC  NOTICE 

The  resolutions  of  the  Board  of  Standards  and  Ap¬ 
peals  are  now  filed  the  day  following  public  hearings.  By 
virtue  of  recent  court  decisions  the  time  for  commencing 
review  proceedings  of  Board  determinations  starts  from 
the  date  of  the  filing  of  the  Board’s  resolution. 

JOSEPH  B.  KLEIN 
Chairman 


CALENDAR  NUMBER  734-72-BZ 
NOTICE  OF  PETITION  AND  PETITION  SERVED 
ON  THE  BOARD  OF  STANDARDS  AND  APPEALS 

On  August  1,  1973,  Notice  of  Petition  and  Petition  was  served  on 
the  Board  by  Conboy,  O’Brien  &  Boardman,  attorneys  for  the  petitioner, 
Hylan  Boulevard  Car  Wash  Incorporated,  owner,  seeking  a  review  of 
the  Board’s  denial  on  July  3,  1973  of  the  application,  based  on  a 
decision  of  the  Borough  Superintendent,  under  Section.  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  C8-1  and  R3-2  district,  on  a  plot 
previously  before  the  Board,  in  conjunction  with  the  erection  of  a  two 
story  commercial  building,  the  reduction  in  the  number  of  accessory 
parking  spaces  and  located  in  the  residence  district.  Calendar  Number 
734-72-BZ;  Premises  1600  Hylan  Boulevard,  southeast  corner  of 
Raritan  Avenue,  Block  3372,  Lots  1,  22,  Dongan  Hills,  Borough  of 
Richmond. 


SPECIAL  NOTICE 

It  has  on  many  occassions  been  noted  that  additional 
papers  have  been  filed  by  the  applicant  after  a  case  has 
been  calendared  for  hearing. 

This  situation  will  no  longer  be  permitted.  The  only 
additional  papers  permitted  to  be  filed  will  be  communi¬ 
cations  from  the  local  community  planning  boards,  ob¬ 
jectors  or  other  city  agencies. 

If  at  the  hearing  an  applicant  wishes  to  submit  addi¬ 
tional  information  then  the  Board  will  consider  the 
request. 

JOSEPH  B.  KLEIN 
Chairman 
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197-73-A 

57-73-A 

66-73-A 

49-73-A 

58-73-A 

67-73-A 

50-73-A 

59-73-A 

68-73-A 

51-73-A 

60-73-A 

69-73-A 

52-73-A 

61-73-A 

227-73-A 

53-73-A 

62-73-A 

282-73-A 

54- 73-A 

55- 73-A 

63- 73-A 

64- 73-A 

THE 

Correction  Affecting  Calendar  Number — 

722-72-SM  rC"'  171973 
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DOCKET 

New  Cases  Filed  Up  to  September  11, 1973 
Cal.  No  Dept.  Premises  Affected 

501-73-BZ — B.R.— Hylan  Boulevard,  west  side,  45.15  feet 
north  of  Robinson  Avenue,  Block  5286,  Lot  39,  Great 
Kills,  Borough  of  Richmond,  N.B.  1303-73  re-  retail 
stores  and  offices  in  R3-2  district.  Community  Board  #4. 


502-73-SM — Protect-a-Blind,  manufactured  by  Raymond 
C.  Frobosilo  and  Samuel  Levine,  Material. 


503-73-BZ — B.Bx. — 923  Longfellow  Avenue,  west  side, 
100  feet  south  of  Garrison  Avenue,  Block  2761,  Lot  120, 
Borough  of  The  Bronx,  N.B.  351-73  re-  factory  building 
in  Ml-1  district.  Community  Board  #2. 


504-73-SA — Environmental  wall  system,  Manufactured 
by  American  Sterilizer  Company,  Appliance. 


505-73-SA — Airflow  heater,  Model  2272  AC,  manufac¬ 
tured  by  Western  Progress,  Incorporated,  Appliance. 


DESIGNATIONS:  D- — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department:  F.D. — Fire  Department. 


OCTOBER  9,  1973,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  October  9,  1973,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  follow¬ 
ing  matters. 

541-72-A 

APPLICANT — Larry  Meltzer  for  Associated  Equities, 
owner. 

SUBJECT — Application  for  consideration — to  reopen  and 
reconsider  the  Board’s  action  of  November  28,  1972 — de¬ 
cision  of  the  Borough  Superintendent  re-  egress ;  previ¬ 
ously  denied. 

PREMISES  AFFECTED— 137-139  Grand  Street,  south 
side  50.1  feet  east  of  Crosby  Street,  Block  233,  Lot  10, 
Borough  of  Manhattan. 


844-57-BZ 

APPLICANT — Upham,  Meeker  and  Weithorn,  for  Theo¬ 
dore  Tannor  and  Herman  Tannor,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  April  15, 
1973  and  for  amendment — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
7f  of  the  Zoning  Resolution,  permitting  in  a  business  use 
district,  the  erection  and  maintenance  of  a  modern  gasoline 
service  station,  auto  washing  (non-automatic),  lubrication, 
office  and  accessory  sales,  minor  repairs  with  hand  tools 
only,  auto  safety  inspection  station,  parking  and  storage 
of  motor  vehicles. 

PREMISES  AFFECTED — 87-13  to  87-25  Rockaway  Boule¬ 
vard  (87-19  official)  and  97-48  to  97-58  88th  Street,  north¬ 
west  corner,  Block  9060,  Lot  25,  Woodhaven,  Borough  of 
Queens. 

211-58-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Louis  Fayne  and 
Ben  Kurtin,  owners. 


SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  July  2,  1973 — • 
decision  of  the  Borough  Superintendent;  previously  granted 
on  condition  under  Section  7h  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district,  the  parking  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 726-730  West  187th  Street, 
south  side,  100  feet  west  of  Bennett  Avenue,  Block  2180, 
Lot  190,  Borough  of  Manhattan. 


1845-61-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Louis  Fayne  and 
Ben  Kurtin,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  July  16,  1973 
— decision  of  the  Borough  Sueprintendent,  previously 
granted  on  condition  under  Section  7c  and  Section  21  of 
the  Zoning  Resolution,  permitting  in  a  local  retail  and 
residence  use  district,  the  maintenance  of  non-transient 
parking  lot  for  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 950-966  Summit  Avenue  and 
161-169  West  162nd  Street,  northeast  corner,  Block  2524, 
Lots  33,  36,  38  and  39,  Borough  of  The  Bronx. 


624-57-BZ 

APPLICANT — Thomas  P.  Crinnion  for  Robert  Ahders, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  May  28,  1973 — decision  of 
the  Borough  Superintendent;  previously  granted  on  con¬ 
dition  under  Section  7h  of  the  Zoning  Resolution,  permit¬ 
ting  in  a  local  retail  and  residence  use  district,  the  change 
in  use  of  two  existing  buildings  from  stores  to  garages 
and  the  use  of  the  unbuilt  upon  portion  for  the  parking 
and  storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 1210-1212  Ogden  Avenue,  east 
side,  128  feet  south  of  West  168th  Street,  Block  2516,  Lot  17 
(formerly  Lots  17  and  18),  Borough  of  The  Bronx. 


874-68-BZ 

APPLICANT — Goldwater  and  Flynn  for  Ferris  Place  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  September  12, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  73-49  of  the  Zoning 
Resolution,  permitting  in  an  M3-1  district,  in  conjunction 
with  the  erection  of  a  two  story  manufacturing  and  garage 
building,  the  addition  to  the  uses  to  include  roof  parking. 

PREMISES  AFFECTED — 1400  Ferris  Place,  east  side, 
between  Butler  Place  and  Commerce  Avenue,  Block  3838, 
Lot  260,  Borough  of  The  Bronx. 


298-71-BZ 

APPLICANT — Samuel  H.  Lindenbaum  for  Staten  Island 
Mall,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  September  6, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  73-48  and  73-482  of 
the  Zoning  Resolution,  permitting  in  a  C4-1  district,  in  a 
proposed  shopping  center,  the  maintenance  of  a  retail 
service  and  convenience  center  with  accessory  parking 
that  exceeds  the  permitted  size. 

PREMISES  AFFECTED — 280  Marsh  Avenue,  northwest 
corner  of  Platinum  Avenue,  Block  2400,  Lot  100  (formerly 
Lot  300),  New  Springville,  Borough  of  Richmond. 
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873-25-BZ — Vol.  II 

APPLICANT — Robert  F.  Germain  for  Gulf  Oil  Company, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Sections 
7c,  7i,  7h  and  7 A  of  the  Zoning  Resolution,  permitting  in  a 
local  retail  use  district  the  reconstruction  and  extension 
of  existing  gasoline  service  station  (previously  granted  by 
the  Board),  to  include  lubritorium,  car  wash,  motor  ve¬ 
hicle  repairs,  storage  and  sale  of  accessories  and  office; 
and  to  permit  the  parking  and  storage  of  motor  vehicles 
on  unbuilt  upon  portion  of  plot  with  a  curb  cut  nearer  the 
residence  use  district  than  is  permitted. 

PREMISES  AFFECTED — 112-45  Springfield  Boulevard 
and  216-01  to  216-11  113th  Avenue,  northeast  corner, 
Block  11214,  Lot  1,  St.  Albans,  Borough  of  Queens. 


224-73-BZ 

APPLICANT — Consolidated  Edison  Company  of  New  York 
for  City  of  New  York,  owner;  Consolidated  Edison  Com¬ 
pany  of  New  York,  lessee. 

SUBJECT — Application  April  13,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  M3  district,  the  erection  of  a 
replacement  accessory  stack  for  an  existing  steam  plant. 

PREMISES  AFFECTED — 1100  York  Avenue,  northeast 
corner  of  69th  Street,  Block  1474,  Lot  7,  Borough  of  Man¬ 
hattan.  Community  Board  #8. 


293-73-BZ 

APPLICANT — Anita  Seelig,  owner. 

SUBJECT — Application  May  15,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  two  story  enlargement  to  a  one  family  dwelling  that 
creates  non-compliance  in  floor  area  ratio,  open  space 
ratio  and  encroaches  into  the  rear  yard. 

PREMISES  AFFECTED— 67-22  199th  Street,  west  side, 
210  feet  south  of  67th  Avenue,  Block  7127,  Lot  16,  Borough 
of  (Flushing)  Queens.  Community  Board  #8. 


357-73-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Mid-City  Associates,  lessee. 

SUBJECT — Application  June  12,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-482  of  the  Zoning 
Resolution,  to  permit  in  a  C6-4  district,  in  an  existing  57 
story  office  building  previously  before  the  Board,  the  in¬ 
crease  in  the  number  of  accessory  parking  spaces. 

PREMISES  AFFECTED— 206-262  West  34th  Street, 
southeast  corner  of  Seventh  Avenue,  Block  783,  Part  of 
Lot  1,  Borough  of  Manhattan.  Community  Board  #5. 


363-73-BZ 

APPLICANT — Leo  D.  Fakler  for  Neponsit  Property  Own¬ 
ers  Association,  owner. 

SUBJECT — Application  June  13,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  district,  on  a  plot  with 
less  than  the  required  lot  area  and  lot  width,  the  erection 
of  a  one  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  has  less  than  the  required  open  space  ratio  and 
encroaches  into  the  required  side  yards. 

PREMISES  AFFECTED— 3-02  Beach  146th  Street,  north¬ 
east  corner  of  Neponsit  Avenue,  Block  16302,  Lot  38, 
Neponsit,  Borough  of  Queens.  Community  Board  #14. 


364-73-BZ 

APPLICANT — Leo  D.  Fakler  for  Neponsit  Property 
Owners  Association,  owner. 

SUBJECT — Application  June  13,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  district,  on  a  plot  with 
less  than  the  required  lot  area  and  lot  width,  the  erection 
of  a  one  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  has  less  than  the  required  open  space  ratio 
and  encroaches  into  the  required  side  yards. 

PREMISES  AFFECTED— 3-06  Beach  146th  Street,  east 
side,  32  feet  north  of  Neponsit  Avenue,  Block  16302,  Lot 
40,  Neponsit,  Borough  of  Queens.  Community  Board  #14. 


365-73-BZ 

APPLICANT — Leo  D.  Fakler  for  Neponsit  Property 
Owners  Association,  owner. 

SUBJECT — Application  June  13,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  district,  on  a  plot  with 
less  than  the  required  lot  area  and  lot  width,  the  erection 
of  a  one  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  has  less  than  the  required  open  space  ratio 
and  encroaches  into  the  required  side  yards. 

PREMISES  AFFECTED — 145-12  Neponsit  Avenue,  north 
side,  75  feet  west  of  Beach  145th  Street,  Block  16302, 
Lot  35,  Neponsit,  Borough  of  Queens.  Community  Board 
#14. 


366-73-BZ 

APPLICANT — Leo  D.  Fakler  for  Neponsit  Property 
Owners  Association,  owner. 

SUBJECT — Application  June  13,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  district,  on  a  plot  with 
less  than  the  required  lot  area  and  lot  width,  the  erection 
of  a  one  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  has  less  than  the  required  open  space  ratio  and 
encroaches  into  the  required  side  yards. 

PREMISES  AFFECTED — 145-10  Neponsit  Avenue,  north 
side,  50  feet  west  of  Beach  145th  Street,  Block  16302, 
Lot  34,  Neponsit,  Borough  of  Queens.  Community  Board 
#14. 


367-73-BZ 

APPLICANT — Leo  D.  Fakler  for  Neponsit  Property 
Owners  Association,  owner. 

SUBJECT — Application  June  13,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  district,  on  a  plot  with 
less  than  the  required  lot  area  and  lot  width,  the  erection 
of  a  one  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  has  less  than  the  required  open  space  ratio  and 
encroaches  into  the  required  side  yards. 

PREMISES  AFFECTED — 145-15  Neponsit  Avenue,  south 
side,  40  feet  east  of  Beach  146th  Street,  Block  16310, 
Lot  3,  Neponsit,  Borough  of  Queens.  Community  Board 
#14. 


368-73-BZ 

APPLICANT — Leo  D.  Fakler  for  Neponsit  Property 
Owners  Association,  owner. 

SUBJECT — Application  June  13,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  district,  on  a  plot  with 
less  than  the  required  lot  area  and  lot  width,  the  erection 
of  a  one  family  dwelling  that  exceeds  the  permitted  floor 
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area  ratio,  has  less  than  the  required  open  space  ratio  and 
encroaches  on  the  required  side  yards. 

PREMISES  AFFECTED — 145-11  Neponsit  Avenue,  south 
side,  65  feet  east  of  Beach  146th  Street,  Block  16310,  Lot 
4,  Neponsit,  Borough  of  Queens.  Community  Board  #14. 


369-73-BZ 

APPLICANT — Leo  D.  Fakler  for  Neponsit  Property  Own¬ 
ers  Association,  owners. 

SUBJECT — Application  June  13,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  district,  on  a  plot  with 
less  than  the  required  lot  area  and  lot  width,  the  erection 
of  a  one  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  has  less  than  the  required  open  space  ratio  and 
encroaches  into  the  required  side  yards. 

PREMISES  AFFECTED — 145-09  Neponsit  Avenue,  south 
side,  85  feet  west  of  Beach  145th  Street,  Block  16310,  Lot 
5,  Neponsit,  Borough  of  Queens.  Community  Board  #14. 


370-73-BZ 

APPLICANT — Leo  D.  Fakler  for  Neponsit  Property  Own¬ 
ers  Association,  owners. 

SUBJECT — Application  June  13,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  district,  on  a  plot  with 
less  than  the  required  lot  area  and  lot  width,  the  erection 
of  a  one  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  has  less  than  the  required  open  space  ratio  and 
encroaches  into  the  required  side  yards. 

PREMISES  AFFECTED — 145-07  Neponsit  Avenue,  south 
side,  60  feet  west  of  Beach  145th  Street,  Block  16310,  Lot 
7,  Neponsit,  Borough  of  Queens.  Community  Board  #14. 


425-73-BZ 

APPLICANT — Shreve,  Lamb  &  Harmon  Associates  for 
Fisher-Albany  Company,  owner. 

SUBJECT — Application  July  13,  1973— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-01 (b)  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C6-4  district,  on  a  38  story 
office  building,  the  installation  of  an  advertising  sign  that 
well  exceeds  the  height  above  curb  level. 

PREMISES  AFFECTED — 1  Bankers  Trust  Plaza  and 
124-140  Greenwich  Street,  and  126-138  Liberty  Street, 
southeast  corner,  3-13  Albany  Street,  Block  54,  Lot  1, 
Borough  of  Manhattan.  Community  Board  #1. 

JOSEPH  B.  KLEIN,  Chairman 


OCTOBER  9,  1973,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  October  9,  1973,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  follow¬ 
ing  matters : 

397-73-A 

APPLICANT — Leonard  F.  Rothkrug  for  East  New  York 
YM  &  YWHA  (Federation  of  Jewish  Philanthropies) 
Central  Queens  YM  &  YWHA,  owner. 

SUBJECT — Application  July  2,  1973 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  proposed  change 
from  dwelling  to  non-commercial  club. 

PREMISES  AFFECTED — 108-05  68th  Road,  northeast 
corner  of  108th  Street,  Block  2179,  Lot  1,  Forest  Hills, 
Borough  of  Queens. 


437-73-A 

APPLICANT — David  Kraus  and  Solomon  Sheer  for  Land¬ 
marks  Restoration  Company,  owner. 

SUBJECT — Application  July  26,  1973 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  yard,  room  opening 
passage  to  street,  rooms  in  cellar,  egress. 

PREMISES  AFFECTED— 43-47  East  10th  Street,  north 
side,  252.4  feet  west  of  Broadway,  Block  562,  Lot  36, 
Borough  of  Manhattan. 


441-73-A 

APPLICANT — Paul  G.  Mauch  for  George  A.  Krug  Baking 
Company,  Incorporated,  owner,  R.  K.  G.  Affiliates,  Incor¬ 
porated,  lessee. 

SUBJECT — Application  July  27,  1973 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  sprinkler  systems. 

PREMISES  AFFECTED— 138-54  94th  Avenue,  southeast 
corner  of  138th  Place,  Block  9991,  Lot  1,  Jamaica,  Borough 
of  Queens. 


474-73-A 

APPLICANT — Arthur  Fleck  for  Oakwood  Development 
Corporation,  owner. 

SUBJECT — Application  August  17,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  elimination  of 
refuse  chute  and  compactor. 

PREMISES  AFFECTED — 2099  Forrest  Avenue,  north¬ 
east  corner  of  Bruckner  Boulevard,  Block  1234,  Lot  76, 
Mariner’s  Harbor,  Borough  of  Richmond. 


493-73-A 

APPLICANT — Atkin  and  Bassolino  for  JBR  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  August  8,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Cellar  Apart¬ 
ment,  Multiple  Dwelling  Law. 

PREMISES  AFFECTED— 328  Wes#  83rd  Street,  south 
side,  81.4)4  feet  east  of  Riverside  Drive,  Block  1245,  Lot 
40,  Borough  of  Manhattan. 

JOSEPH  B.  KLEIN,  Chairman 


OCTOBER  16,  1973,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a^  public  hearing 
Tuesday  morning,  October  16,  1973,  at  10  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  fol¬ 
lowing  matters : 

136-72-A 

APPLICANT — H.  M.  Cole  for  Trinity  Place  Company, 
owner. 

SUBJECT — Application  for  consideration — reopening  to  re¬ 
scind  the  resolution  adopted  by  the  Board  on  July  11,  1972 
— appeal  from  a  decision  of  the  Borough  Superintendent 
re-  proposed  locking  system  for  doors,  opening  into  interior 
enclosed  stairs,  Local  Law  76  of  1968;  previously  granted 
on  condition. 

PREMISES  AFFECTED — 1  Liberty  Plaza,  Entire  Block  1 
to  25  Cortlandt  Street  149  to  171  Broadway,  77  to  99 
Liberty  Street  and  1  to  15  Church  Street,  Blocks  50,  62, 
Lots  2,  12,  17,  1,  7  and  8,  Borough  of  Manhattan. 


300-69-A 

APPLICANT — 585  Fifth  Avenue  Corporation,  owner. 
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SUBJECT — Application  for  consideration— reopening  for 
amendment  of  resolution — appeal  for  Modification  of  Cer¬ 
tificate  of  Occupancy  re-  sprinkler  system;  previously 
granted  on  condition. 

PREMISES  AFFECTED— 585  5th  Avenue,  east  side,  80 
feet  north  of  East  47th  Street,  Block  1283,  Lot  4,  Borough 
of  Manhattan. 


290-69-BZ 

APPLICANT — M.  Milton  Glass  for  Bentley  Knitwear 
Corporation,  owner. 

SUBJECT — Application  for  consideration— reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution  permitting  in  an  Ml-1 
district,  the  erection  of  a  two  story  enlargement  to  an 
existing  factory  that  encroaches  on  the  required  yard 
along  a  district  boundary,  has  a  loading  berth  within  60 
feet  of  the  residence  district  and  without  the  accessory 
parking. 

PREMISES  AFFECTED— 1703-1731  McDonald  Avenue, 
1733-1753  McDonald  Avenue,  northeast  corner  of  Avenue 
O,  Block  6608,  Lots  1  and  79,  Borough  of  Brooklyn. 

95-72-BZ 

APPLICANT — Edwin  Storch  for  Dorothy  DeNicola, 
owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expired  July  11,  1973 — 
decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-2  district,  the  erection  of 
a  one  story  and  basement  two  family  dwelling  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room  and  encroaches  on 
the  required  side  yards. 

PREMISES  AFFECTED — 189-45th  Avenue,  north  side, 
100  feet  east  of  189th  Street  Block  5515,  Lot  41,  Flushing, 
Borough  of  Queens. 


155-71-BZ 

APPLICANT — Lama  and  Vassalotti  for  Seafarers  Building 
Corporation,  owner. 

SUBJECT — Application  for  consideration— reopening  for  ex¬ 
tension  of  time  to  complete  which  expires  September  19, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  11-412  of  the  Zoning 
Resolution,  permitting  in  an  R6  district,  the  erection  of  a 
two  story  enlargement  to  an  existing  union  office  building 
previously  before  the  Board  and  the  conversion  of  the 
existing  mezzanine  to  a  second  floor  that  increases  the  de¬ 
gree  of  nonconformity. 

PREMISES  AFFECTED— 189  21st  Street  and  657  to  675 
4th  Avenue,  northeast  corner,  Block  640,  Lot  1,  Borough 
of  Brooklyn. 


530-41-BZ 

APPLICANT — Joseph  A.  Trapani  for  Anna  Scardingo, 
owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  July  16,  1973 — 
decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Sections  7i  and  7f  of  the  Zoning 
Resolution,  permitting  in  a  business  use  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station,  auto 
laundry,  lubritorium,  motor  vehicle  and  repair  shop  and 
office. 


PREMISES  AFFECTED— 85-42  to  85-44  57th  Avenue  and 
57-02  to  57-10  Van  Horn  Street,  southeast  corner,  Block 
2282,  Lot  10,  Elmhurst,  Borough  of  Queens. 


175-73-BZ 

APPLICANT — Edwin  Storch  for  Raymond  Triola,  owner. 

SUBJECT— Application  March  22,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R2  district,  on  a  plot  with 
less  than  the  required  lot  area,  the  erection  of  a  one 
family  dwelling  that  exceeds  the  permitted  floor  area  ratio, 
has  less  than  the  required  open  space  ratio  and  encroaches 
on  the  required  side  yards. 

PREMISES  AFFECTED— 80-12  235th  Street,  west  side, 
100  feet  south  of  Union  Turnpike  Street,  Block  7920,  Lot 
11,  Bellerose,  Borough  of  Queens.  Community  Board  #13. 


176-73-BZ 

APPLICANT— Edwin  Storch  for  Raymond  Triola,  owner. 

SUBJECT — Application  March  22,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  on  a  plot  with  less 
than  the  required  lot  area,  the  erection  of  a  one  family 
dwelling  that  exceeds  the  permitted  floor  area  ratio,  has 
less  than  the  required  open  space  ratio  and  encroaches  on 
the  required  side  yards. 

PREMISES  AFFECTED— 80-11  234th  Street,  east  side,  100 
feet  south  of  Union  Turnpike,  Block  7920,  Lot  71,  Belle- 
rose,  Borough  of  Queens.  Community  Board  #13. 


187-73-BZ 

APPLICANT — Harry  Soled  for  L.  Waldman,  owner. 

SUBJECT — Application  March  30,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-3  district,  the  erection  of  a 
second  floor  enlargement  to  an  existing  three  story  building 
that  will  create  non-compliance  in  floor  area  ratio  and  open 
space  ratio. 

PREMISES  AFFECTED — 156  Lee  Avenue,  northwest 
corner  of  Penn  Street,  Block  2211,  Lot  41,  Borough  of 
Brooklyn.  Community  Board  #1. 


387-73-BZ 

APPLICANT — McGee  &  Morsellino  for  Joseph  P.  Barone, 
owner ;  Burger  King,  lessee. 

SUBJECT — Application  June  22,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  one  story  eating  and  drinking  establishment  that 
encroaches  on  the  required  front  yard  and  with  accessory 
parking  in  the  open  area  with  curb  cuts  within  50  feet  inter¬ 
secting  streets. 

PREMISES  AFFECTED— 189-09  Northern  Boulevard, 
northeast  corner  of  189th  Street,  Block  5365,  Lots  1,  5 
and  7,  Flushing,  Borough  of  Queens.  Community  Board 

#11. 


422-73-BZ 

APPLICANT — Norman  L.  Reiffman  for  George  Ott,  owner, 
Weiner;  Cohen  Dental  Lab,  lessee. 

SUBJECT — Application  July  13,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  in  an  existing  two 
story  building,  the  conversion  of  the  first  floor  store  to  a 
dental  laboratory. 


iS 

;  i 
; ! 


r* 
'  a 


vl 

r 


709 


CALENDAR 


PREMISES  AFFECTED— 212-25  Jamaica  Avenue,  north 
side,  84.36  feet  east  of  212th  Street,  Block  10601,  Lot  34, 
Queens  Village,  Borough  of  Queens.  Community  Board 

#1,3. 


460-73-BZ 

APPLICANT— Larry  Meltzer  for  Interboro  Associates, 
Incorporated,  owner ;  LaGuardia  Community  College, 
lessee. 

SUBJECT— Application  August  10,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  M2-1  district,  in  an  existing 
two  story  cellar  and  sub-cellar  structure  the  conversion  of 
the  sub-cellar  and  cellar  into  a  college. 

PREMISES  AFFECTED— 31-01  to  31-15  Thomson  Av¬ 
enue,  north  side,  290  feet  west  of  Van  Dam  Street  and  31-02 
to  31-10  Skillman  Avenue,  Block  275,  Lot  1,  Long  Island 
City,  Borough  of  Queens.  Community  Board  #2. 


161-73-BZ 

APPLICANT — Lama  and  Vassalotti  for  Ford  Leasing  & 
Development  Company,  owner. 

SUBJECT— Application  March  13,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Rl-2  district,  the  erection 
of  a  two  story  automobile  sales  and  service  establishment 
with  accessory  open  and  roof  parking,  and  open  automobile 
sales. 

PREMISES  AFFECTED— 239-25  Northern  Boulevard, 
north  side,  43.99  feet  east  of  234th  Street,  Block  8092,  Lot 
24,  Bayside,  Borough  of  Queens.  Community  Board  #11. 
Laid  over  from  September  11,  1973,  for  continued 

hearing;  Board  to  confer  as  to  its  jurisdiction. 


162-73-BZ 

APPLICANT — Lama  and  Vassalotti  for  Ford  Leasing  & 
Development  Company,  owner. 

SUBJECT — Application  March  14,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Rl-2  district,  on  a  plot  with 
an  automobile  sales  and  service  establishment,  the  erection 
of  an  accessory  sales  office  for  the  sale  of  cars  that  extends 
into  the  front  yard. 

PREMISES  AFFECTED — 240-07  Northern  Boulevard, 
north  side,  43.99  feet  east  of  234th  Street,  Block  8092,  Lot 
24,  Bayside,  Borough  of  Queens.  Community  Board  #11. 
Laid  over  from  September  11,  1973,  for  continued 

hearing;  Board  to  confer  as  to  its  jurisdiction. 

JOSEPH  B.  KLEIN,  Chairman 


OCTOBER  16,  1973,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  morning,  October  16,  1973,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters. 

689-72-SA 

APPLICANT — Rheem  Manufacturing  Company — electric 
liquid  chillers. 


15-73-SM 

APPLICANT — Norton  Marketing  Department — emergency 
release  device  for  automatically  operated  swing  doors. 


16-73-SM 

APPLICANT — Norton  Marketing  Department — emergency 
release  device  for  automatically  operated  sliding  doors. 


139-73-SM 

APPLICANT — Acme  Fire  Alarm  Company,  Incorporated — 
fire  alarm  station  locator. 


205-73-SA 

APPLICANT — W.  J.  Plenge  and  Company,  Incorporated — 
annunciators. 


333-73-SM 

APPLICANT — Rockwell  International  Corporation — gas 
line  valves. 


372-73-SM 

APPLICANT — Upsco,  Incorporated — couplings  for  gas 
meter  sets. 


1-66-A — Vol.  Ill 

APPLICANT — Stanley  Shaw  for  Birchwood  Towers  #2 
Associates,  owner. 

SUBJECT — Application  reopened  July  17,  1973  as  Volume 
III — appeal  from  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 102-31  67th  Avenue,  66-37  102nd 
Street,  northeast  corner,  Block  2133,  Lot  16,  Forest  Hills, 
Borough  of  Queens. 


2-66-A— Vol.  Ill 

APPLICANT — Stanley  Shaw  for  Birchwood  Towers  #1 
Associates,  owner. 

SUBJECT — Application  reopened  July  17,  1973  as  Volume 
III— appeal  from  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 66-36  Yellowstone  Boulevard, 
northwest  corner  of  67th  Avenue,  Block  2133,  Lot  36, 
Forest  Hills,  Borough  of  Queens. 


153-73-A 

APPLICANT — Harry  Appleman  for  Carol  Management 
Company,  owner;  Meyer  Brothers  Parking  Systems,  In¬ 
corporated,  lessee. 

SUBJECT — Application  March  7,  1973 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  Public  parking 
garage  in  multiple  dwelling. 

PREMISES  AFFECTED — 85  Livingston  Street,  126.3  feet 
east  of  Court  Street,  Block  266,  Lot  12,  Borough  of 
Brooklyn. 


195-73-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Thomas  Ripley. 

SUBJECT— Application  April  3,  1973 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 66-41  Grand  Avenue,  north  side, 
127.94  feet  west  of  Queens  Midtown  Expressway,  Block 
2724,  Lot  61,  Maspeth,  Borough  of  Queens. 
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196-73-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Thomas  Ripley. 

SUBJECT — Application  April  3,  1973 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 66-43-66-45  Grand  Avenue, 
north  side,  83  feet  west  of  Queens  Midtown  Expressway, 
Block  2724,  Lot  58,  Maspeth,  Borough  of  Queens. 


458-73-A 

APPLICANT — George  T.  Heery  for  New  York  City  Parks, 
Recreation  and  Cultural  Affairs  Administration,  owner. 

SUBJECT — Application  August  10,  1973 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  storage  of  liquified 
chlorine  gas. 

PREMISES  AFFECTED— 126-27  150th  Street,  northwest 
corner  of  Rockaway  Boulevard,  Block  12118,  Lot  1,  Ja¬ 
maica,  Borough  of  Queens. 

JOSEPH  B.  KLEIN,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  SEPTEMBER  11,  1973  10  A.M. 

Present :  Chairman  Klein,  Vice  Chairman  Agusta, 

Commissioner  Hornstein,  Commissioner  Walsh  and 
Commissioner  Carroll. 


The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning  and  afternoon,  July  19th  and  July  24th, 
1973,  were  approved  as  printed  in  the  Bulletins  of  July  26, 
1973  and  August  2,  1973,  Vol.  58,  Nos.  30  and  31. 


231-52-BZ — Vol.  II 

APPLICANT — Frederick  A.  Ketcher  for  Jack  Starr,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  June  4,  1973 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  extension 
of  the  parking  lot  for  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 1124-1140  Nelson  Avenue,  east 
side,  150  feet  north  of  West  166th  Street  and  1131-1139 
Woodycrest  Avenue,  Block  2513,  Lots  44,  46,  48,  66  and 
83,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Jack  Starr. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE — 

Affirmative :  Chairman  Klein,  Vice  Chairman  Augusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative: .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
June  10,  1958,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
September  11,  1973,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June  10, 
1958,  as  amended  through  September  25,  1968,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the  reso¬ 
lution  shall  read : 

“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.”  (Alt.  1170-57) 

155-57-BZ 

APPLICANT — Herbert  Gallin  for  Thomas  A.  Jempty, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  March  26,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  7h  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the  main¬ 
tenance  of  a  parking  lot  for  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 1690-1692  Nelson  Avenue,  east 
side,  410  feet  north  of  West  174th  Street,  Block  2876,  Lots 
167  and  168,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Gerald  Levy. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 


THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll .  5 

Negative: .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
February  18,  1958,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
September  11,  1973,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  February  18,  1958,  as  amended 
through  March  19,  1968,  only  as  to  the  term  of  the  variance,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 

“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.”  (Alt.  1210-56) 


85-58-BZ 

APPLICANT — Charles  M.  Spindler  for  Capital  Jericho 
Turnpike  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  July  8,  1973 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Sections  7f  and  7i  of  the  Zoning 
Resolution,  permitting  in  a  business  use  district,  after  dem¬ 
olition  of  the  two  existing  buildings,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station,  lubritorium,  car 
washing,  office,  storage  and  parking  of  more  than  five 
motor  vehicles  and  minor  auto  repairs. 

PREMISES  AFFECTED — 20-24  2nd  Avenue  and  30-32 
East  1st  Street,  northeast  corner,  Block  443,  Lot  1  and  62, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
July  8,  1958,  on  certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
September  11,  1973,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  8, 
1958,  as  amended  through  May  3,  1960,  only  as  to  the  term  of 
variance,  so  that  as  amended  this  portion  of  the  resolution 
shall  read: 

“granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.”  (N.B.  148-57) 


836-72-BZ 

APPLICANT — Larry  Meltzer  for  Humble  Oil  and  Refining 
Company,  owner. 
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SUBJECT — Application  December  29,  1972 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  11-413 
of  the  Zoning  Resolution,  to  permit  in  a  C8-1  and  RS  dis¬ 
trict,  on  a  plot  previously  before  the  Board,  the  erection 
and  maintenance  of  an  automotive  service  station. 
PREMISES  AFFECTED— 2427-2459  Flatbush  Avenue, 
2034-2074  Amersfort  Avenue,  northeast  corner,  and  2022 
East  52nd  Street,  Block  8543,  Lots  17,  48,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer  and  Edward  Circus. 

For  Opposition:  Harry  C.  Hurwitz. 

ACTION  OF  BOARD — Laid  over  to  September  25,  1973, 
at  10  A.M.,  for  decision ;  hearing  closed. 


86-73-BZ 

APPLICANT — Koons  and  Fantino,  for  Lares  Realty  Com¬ 
pany,  owner. 

SUBJECT — Application  February  9,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  maintenance 
of  a  one  story  enlargement  to  an  existing  restaurant. 

PREMISES  AFFECTED — 394  City  Island  Avenue,  south¬ 
east  corner  of  Ditmars  Street,  Block  5644,  Lot  172,  Bor¬ 
ough  of  The  Bronx.  Community  Board  #12. 

APPEARANCES— 

For  Applicant:  K.  H.  Koons. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  September  25,  1973,  at 
10  A.M.,  for  continued  hearing;  applicant  to  submit  ad¬ 
ditional  information. 


138-73-BZ 

APPLICANT — Maurice  Intrator  for  Majority  Baptist 
Church,  owner. 

SUBJECT — Application  March  1,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C3-2  district,  the  erection  of  a 
two  story  enlargement  to  adjoining  structures  to  be  occu¬ 
pied  as  a  church  that  will  exceed  the  permitted  floor  area 
ratio. 

PREMISES  AFFECTED — 115-121  Farmers  Boulevard, 
northeast  corner  of  115th  Road,  Block  11032,  Lots  1,  2, 
St.  Albans,  Borough  of  Queens.  Community  Board  #12. 

APPEARANCES— 

For  Applicant:  Maurice  Intrator,  Alfred  Payne,  Rev. 
Walter  A.  Jones,  Barbara  Mitchell,  John  A.  Haynes, 
Lemuel  Butler  and  others. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  September  25,  1973, 
at  10  A.M.,  for  decision;  previously  inspected;  applicant 
to  submit  revised  plans ;  hearing  closed. 


161-73-BZ 

APPLICANT — Lama  and  Vassalotti  for  Ford  Leasing  & 
Development  Company,  owner. 

SUBJECT — Application  March  13,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Rl-2  district,  the  erection 
of  a  two  story  automobile  sales  and  service  establishment 
with  accessory  open  and  roof  parking,  and  open  automobile 
sales. 

PREMISES  AFFECTED — 239-25  Northern  Boulevard, 
north  side,  43.99  feet  east  of  234th  Street,  Block  8092,  Lot 
24,  Bayside,  Borough  of  Queens.  Community  Board  #11. 


APPEARANCES - 

For  Applicant:  Alfred  A.  Lama,  James  E.  Vassalotti, 
L.  M.  Simon  and  Peter  R.  Lehr. 

For  Opposition:  Frank  Padavan,  Terry  O’Leary,  Val 
Petrucek,  Bernard  Haber,  John  O.  Reidl,  Walter 
Bartholk,  Julius  Feinbaum,  Norman  Cohen,  Lucile  Hel- 
fal,  and  others. 

For  Administration:  Edward  S.  Kloot,  Park  Admin., 
Wilbur  Woods,  Joseph  Wills,  Marion  Haber,  Dept,  of 
City  Planning. 

ACTION  OF  BOARD — Laid  over  to  October  16,  1973,  at 
10  A.M.  Laid  over  for  continued  hearing;  Board  to  confer 
as  to  its  jurisdiction. 


162-73-BZ 

APPLICANT — Lama  and  Vassalotti  for  Ford  Leasing  & 
Development  Company,  owner. 

SUBJECT — Application  March  14,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Rl-2  district,  on  a  plot 
with  an  automobile  sales  and  service  establishment,  the 
erection  of  an  accessory  sales  office  for  the  sale  of  cars 
that  extends  into  the  front  yard. 

PREMISES  AFFECTED— 240-07  Northern  Boulevard, 
north  side,  43.99  feet  east  of  234th  Street,  Block  8092, 
Lot  24,  Bayside,  Borough  of  Queens.  Community  Board 
#11. 

ACTION  OF  BOARD — Laid  over  to  October  16,  1973,  at 
10  A.M.  Laid  over  for  continued  hearing ;  Board  to  confer 
as  to  its  jurisdiction. 


220-73-B  Z 

APPLICANT — Joseph  C.  Schmitt  for  Board  of  Education, 
Office  of  School  Buildings,  owner. 

SUBJECT — Application  April  12,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  gymnasium  wing  and  a  classroom  wing  to  an  existing 
high  school  that  encroaches  on  the  required  front  yard  and 
inner  court  recess. 

PREMISES  AFFECTED— 156-10  Baisley  Boulevard, 
southeast  corner,  Block  12261,  Lot  1,  Springfield  Gardens, 
Borough  of  Queens.  Community  Board  #12. 

APPEARANCES— 

For  Applicant :  Joseph  C.  Schmitt. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  September  25,  1973, 
at  10  A.M.,  for  decision;  hearing  closed. 


298-73-BZ 

APPLICANT — Arno  Fischer  for  Mapsco  Realty,  Incorpo¬ 
rated,  owner. 

SUBJECT — Application  May  17,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  construction 
and  maintenance  of  an  off-site  parking  facility  for  a  manu¬ 
facturing  establishment. 

PREMISES  AFFECTED— 47-33  37th  Street,  east  side,  240 
feet  north  of  48th  Avenue,  Block  228,  Lot  16,  Borough  of 
(Long  Island  City)  Queens.  Community  Board  #1. 

APPEARANCES— 

For  Applicant :  Arno  Fischer. 

For  Opposition:  Joseph  Lawrence,  Stephane  Lawrence, 
Morris  Weissman,  Blanche  Weissman,  Edith  Hommel, 
Marie  Leahy  and  Steven  M.  Schwartz. 

ACTION  OF  BOARD — Laid  over  to  September  25,  1973, 
at  10  A.M.,  for  decision;  hearing  closed. 
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344-73-BZ 

APPLICANT— Stanley  H.  Klein  for  Russell  C.  Seibert, 
owner;  Village  Chevrolet,  Incorporated,  lessee. 

SUBJECT— Application  June  7,  1973— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-412  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  at  an  existing 
automobile  sales  and  service  establishment  previously  before 
the  Board,  the  enlargement  in  lot  area  and  the  addition  to 
the  uses  to  include  open  parking,  display  and  sale  of  cars, 
car  rental  office  and  the  sale  of  motor  homes. 

PREMISES  AFFECTED— 222-22  Jamaica  Avenue,  south 
side,  75  feet  east  of  222nd  Street,  Block  10813,  Lots  4  and 
5,  Queens  Village,  Borough  of  Queens.  Community  Board 
#13. 

APPEARANCES— 

For  Applicant :  Stanley  H.  Klein. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  October  2,  1973,  at 
10  A.M.,  for  hearing,  at  the  request  of  the  Community 
Planning  Board  #13;  applicant  concurs. 


72-73-BZ 

APPLICANT— Abram  Shlefstein  and  Mario  Matthew 
Cuomo  for  Jean  Frischling,  Stanley  Frischling,  as  Executor 
of  estate  of  Murry  Frischling,  owners. 

SUBJECT— Application  January  26,  1973— decision  of  the 
Borough  Superintendent,  under  Sections  73-211  and  73-212 
of  the  Zoning  Resolution  to  permit  in  a  C6-1  district,  the 
erection  and  maintenance  of  an  automotive  service  station 
with  accessory  uses. 

PREMISES  AFFECTED— 41-57  Third  Avenue,  520-528 
Atlantic  Avenue,  southeast  corner,  501-509  Pacific  Street, 
Block  186,  Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Abram  Shlefstein. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 


188-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Long  Island  Com¬ 
munity  Play  Houses,  Incorporated,  owner ;  Elite  Park  Rec¬ 
reation  Company,  Incorporated,  lessee. 

SUBJECT — Application  March  30,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  district,  the  erection  of 
a  mezzanine  enlargement  to  an  existing  two  story  building 
that  increases  the  degree  of  non-compliance  in  floor  area 
ratio  and  the  change  in  occupancy  from  meeting  and  bingo 
hall  to  eating  and  drinking  establishment  without  restric¬ 
tions. 

PREMISES  AFFECTED— 132-15-132-23  120th  Avenue, 
northwest  corner  of  133rd  Street,  Block  11695,  Lot  1, 
Ozone  Park,  Borough  of  Queens.  Community  Board  #10. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug,  J.  McMillian,  A.  F. 
Ward,  M.D.  and  J.  Wilson. 

For  Opposition:  Bernice  Delgado,  Lillie  Mae  Dalton,  R. 
Lestman,  Alice  M.  Barker,  Forrest  Holmes,  Clifton 
Jordan,  Wiley  Winston  and  Jennie  Anthony. 


RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
July  10,  1973,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  July  24,  1973  ;  then  to  September  11,  1973  ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  19,  1973,  acting  on  Alt.  Applic.  74/1973,  reads: 

"L  Proposed  Eating  and  Drinking  Place,  without 
restrictions  on  Entertainment  or  Dancing,  U.G.  12,  and 
Catering  Hall,  U.G.  9  located  within  a  Cl-2  zone,  is  con¬ 
trary  to  Sec.  32-18  and  Sec.  32-21  Z.R. 

2.  Proposed  enlargement  of  existing  building  by 
addition  of  New  Mezzanine,  Increases  the  Degree  of 
Non-Compliance,  contrary  to  Sec.  54-31  Z.R. 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
a  Cl-2  district,  for  a  term  of  10  years,  the  erection  of  a 
mezzanine  enlargement  to  an  existing  two  story  building 
that  increases  the  degree  of  non-compliance  in  floor  area 
ratio  and  the  change  in  occupancy  from  meeting  and  bingo 
hall  to  eating,  drinking  and  catering  establishment  without 
restriction  on  condition  that  all  work  shall  substantially  con¬ 
form  to  drawings  filed  with  this  application  marked  “Re¬ 
ceived”  March  30,  1973,  7  sheets ;  on  fnther  condition  that 
all  windows  remain  closed  and  ventilation  be  by  mechanical 
devices,  that  on  week  day  mornings  the  premises  shall  be 
made  available  for  musical  training  by  community  groups, 
that  neighborhood  residents  be  given  priority  in  job  op¬ 
portunities  and  that  valet  parking  be  provided  for  the 
eating,  drinking  and  catering  premises  and  that  the  appli¬ 
cant  submit  to  the  Department  of  Buildings,  prior  to  the 
issuance  of  the  Certificate  of  Occupancy,  proof  of  availa¬ 
bility  of  parking  for  a  minimum  of  100  cars,  and  that  all 
laws,  rules  and  regulations  applicable  be  complied  with,  and 
that  substantial  construction  be  completed  within  one  year 
from  the  date  of  the  resolution. 


198-73-BZ 

APPLICANT — Lama  and  Vassalotti  for  George  Kiouzellis, 
owner. 

SUBJECT — April  4,  1973 — decision  of  the  Borough  Super¬ 
intendent,  under  Section  72-21  of  the  Zoning  Resolution, 
to  permit  in  a  C2-2  district,  the  erection  of  a  basement 
enlargement  to  an  existing  store  that  will  increase  the 
degree  of  non-compliance  in  floor  area  ratio,  open  space 
ratio  and  the  lot  area  requirements. 

PREMISES  AFFECTED — 27-36  21st  Street,  west  side,  50 
feet  north  of  28th  Avenue,  Block  539,  Lot  40,  Astoria,  Bor¬ 
ough  of  Queens.  Community  Board  #1. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  None. 
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RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
July  24,  1973,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  September  11,  1973;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  14,  1973,  acting  on  Alt.  Applic.  1435/1971,  reads : 

“1.  Proposed  enlargement  of  an  existing  non-com¬ 
plying  building  located  in  a  C2-2  district  mapped  within 
an  R5  district  increases  the  degree  of  non-compliance  in 
maximum  permitted  F.  A.  R.  and  is  contrary  to  Sec. 
33-121  &  Sec.  54-31  Z.R. 

2.  Proposed  enlargement  of  the  commercial  portion 
of  existing  mixed  building  in  basement  creates  a  defi¬ 
ciency  in  required  lot  area  and  is  contrary  to  Sec.  35-411 
Z.R. 

3.  The  portion  of  the  roof  over  the  commercial  part 
of  basement  to  be  legalized  encroaches  into  the  open 
space  required  for  the  residential  portion  of  the  mixed 
building  is  contrary  to  Sec.  35-34  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  te  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical  diffi¬ 
culty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a  C2-2 
district,  the  erection  of  a  basement  enlargement  to  an  ex¬ 
isting  store  that  will  increase  the  degree  of  non-compliance 
in  floor  area  ratio,  open  space  ratio  and  the  lot  area  require¬ 
ments,  on  condition  that  all  work  shall  substantially  conform 
to  drawings  filed  with  this  application  marked  “Received 
April  4,  1973”,  4  sheets,  and  “July  26,  1973”,  one  sheet;  on 
further  condition  that  the  basement  ceiling  be  fire  retarded 
throughout ;  that  the  partitions  on  the  store  side  be  covered 
with  Fire  Code  60  where  the  stair  hall  coincides;  and  that 
all  laws,  rules  and  regulations  applicable  be  complied  with, 
and  that  substantial  construction  be  completed  within  one 
year  from  the  date  of  this  resolution. 


199-73-A 

APPLICANT — Lama  and  Vassalotti  for  George  Kiouzel- 
lis,  owner. 

SUBJECT — Application  April  4,  1973 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  enlargement  of 
an  existing  frame  building  for  commercial  use. 

PREMISES  AFFECTED— 27-36  21st  Street,  west  side,  50 
feet  north  of  28th  Avenue,  Block  539,  Lot  40,  Astoria, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Plornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  14,  1973,  on  Alt.  Applic.  1435/71,  reads: 

“4 — The  enlargement  of  an  existing  frame  building 
which  portion  is  to  be  used  for  commercial  use,  ex¬ 
ceeds  the  tabular  limits  and  is  contrary  to  Sec..  4.2.1 
of  the  Admin.  Bldg.  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  March  14,  1973,  acting  on  Alt.  Applic.  1435/71,  Ob¬ 
jection  No.  4,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  all  work 
conform  to  the  resolution  adopted  this  date  under  Calendar 
Number  198-73-BZ ;  and  that  all  other  laws,  rules  and 
regulations  be  complied  with. 


242-73-BZ 

APPLICANT — Pierez,  Karmiol  &  Ackerman  for  10  Ralph 
Place  Corporation,  owner. 

SUBJECT — Application  April  25,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  in  a  proposed 
two  story  and  cellar  medical  building,  the  addition  to  the 
uses  to  include  optician  office  and  ethical  pharmacy,  and 
without  the  required  accessory  parking. 

PREMISES  AFFECTED— 11  Ralph  Place  and  886  Rich¬ 
mond  Road,  northwest  corner,  Block  3168,  Lots  49,  51,  74, 
145,  Borough  of  Richmond.  Community  Board  #2. 

APPEARANCES— 

For  Applicant :  Sheldon  Lobel,  Leonard  Lorin,  Floren¬ 
tine  Suarez,  Guido  DiBenedetto,  Peter  Stimpone,  Gary 
Rabinowitz  and  James  Britton. 

For  Opposition  :  Margaret  Kelly. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
June  26,  1973,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  July  10,  1973;  then  to  July  24,  1973;  then  to  Sep¬ 
tember  11,  1973 ;  and 

W hereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  19,  1973,  acting  on  N.B.  Applic.  2096/19 72,  reads: 

“1.  Proposed  use  of  Medical  Offices  above  the  level 
of  the  first  story  ceiling  is  contrary  to  Section  23-14  of 
the  Zoning  Resolution. 

2.  Provide  accessory  off  street  parking  for  60  cars 
as  required  by  Sec  ion  25-30  of  the  Zoning  Resolution. 

3.  Proposed  uses  of  Optician  and  Pharmacy  (Use 
Group  6)  and  Medical  Laboratory  (Use  Group  9)  in  an 
R3-2  zone  is  contrary  to  Section  22-00  of  the  Zoning 
Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
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Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district,  in  a  proposed  two  story  and  cellar  medical  building 
the  addition  to  the  uses  to  include  optician  office  and  ethical 
pharmacy,  on  condition  that  all  work  shall  substantially  con¬ 
form  to  drawings  filed  with  this  application  marked  “Received 
May  29,  1973”,  one  sheet,  “July  19,  1973”,  5  sheets,  and 
“August  29,  1973”,  2  sheets ;  on  further  condition  that  the 
additional  lot  area  acquired  shall  be  used  to  comply  with  the 
parking  requirement  and  objection  No.  2  is  withdrawn;  and 
that  all  laws,  rules  and  regulations  applicable  be  complied 
with  and  that  substantial  construction  be  completed  within 
one  year  from  the  date  of  this  resolution. 


332-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Charlotte  Herbst, 
owner ;  Seymour  Herbst,  lessee. 

SUBJECT — Application  June  1,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  erection  of  a 
second  floor,  to  an  existing  one  story  mixed  building  and 
the  change  in  use  to  offices  throughout. 

PREMISES  AFFECTED — 6214  Riverdale  Avenue,  east 
side,  115  feet  south  of  263rd  Street,  Block  5887,  Lot  1355, 
Borough  of  The  Bronx.  Community  Board  #14. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
July  17,  1973,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  July  24,  1973 ;  then  to  September  11,  1973;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  17,  1973,  acting  on  Alt.  Applic.  117/1973,  reads: 

“1.  Proposed  extension  and  enlargement  of  office 
use  (offices  U.  G.  6)  located  in  a  R-4  district  is  con¬ 
trary  to  Section  22-00  of  Z.R.  and  is  hereby  denied. 

2.  Since  there  are  no  bulk,  parking,  or  loading  reg¬ 
ulations  for  proposed  use  in  a  residence  district,  this 
application  is  referred  to  the  Board  of  Standards  and 
Appeals  for  its  determination.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical  diffi¬ 
culty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  cure  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 


and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R4 
district,  the  erection  of  a  second  floor  to  an  existing  one 
story  mixed  building  and  the  change  in  use  to  offices  through¬ 
out,  on  condition  that  all  work  shall  substantially  conform  to 
drawings  filed  with  this  application  marked  “Received”  June 
1,  1973,  10  sheets ;  and  on  further  condition  that  this  variance 
shall  lapse  if  the  lessee  vacates  the  site  and  that  any  sign  or 
nameplate  comply  with  Section  22-32  of  the  Zoning  Regu¬ 
lations  and  that  all  laws,  rules  and  regulations  applicable  be 
complied  with,  and  that  substantial  construction  be  completed 
within  one  year  from  the  date  of  this  resolution. 

Adjourned:  12:40  P.M. 

John  B.  Cincotta,  Executive  Director 


REGULAR  MEETING 

TUESDAY  AFTERNOON, 

SEPTEMBER  11,  1973,  2  P.M. 

Present :  Chairman  Klein,  Vice  Chairman  Agusta, 

Commissioner  Hornstein,  Commissioner  Walsh  and 
Commissioner  Carroll. 

184-73-SM 

APPLICANT — Stricon  Products  Limited,  owner. 
APPEARANCES— 

For  Applicant:  F.  W.  Webb. 

For  Opposition:  R.  H.  Miller -Jones 
ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
184-73-SM — Stricon  Products  Limited,  Mississauga,  Ontario, 
Canada,  filed  for  approval  of  the  Stricon  Ultimate  Stress 
Splicer  under  the  provisions  of  Article  10  and  RS  10  of  the 
Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Splicer  for  concrete  reinforcing  bars. 
DESCRIPTION  :  The  splice  consists  of  a  steel  sleeve  which 
is  heated  to  a  temperature  sufficient  to  make  the  sleeve  mal¬ 
leable.  The  bars  are  inserted  into  the  hat  sleeve.  A  portable 
hydraulic  forging  tool  is  used  to  force  the  sleeve’s  inner  wall 
into  and  around  the  bar’s  deformation.  The  splice  is  used 
for  Nos.  11,  14,  and  18  60,000  psi  bars  and  can  be  used  for 
splicing  No.  11  and  No.  14  bars  together  in  the  same  splice. 
INSPECTION  AND  TEST :  Tests  conducted  by  the  Uni¬ 
versity  of  Toronto  show  the  splices  to  have  yield  strengths 
of  at  least  125%  of  the  yield  strengths  of  the  bars  being 
spliced. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Stricon  Ultimate  Stress  Splicer 
under  the  provisions  of  Article  10  and  RS  10  of  the  Building 
Code  of  the  City  of  New  York.  The  splicer  shall  be  per¬ 
manently  labeled:  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  184-73-SM.” 

The  installation  of  the  splice  shall  be  performed  under  the 
direct  personal  supervision  of  a  licensed  Professional  Engi¬ 
neer  or  Registered  Architect  who  shall  certify  to  the  Depart¬ 
ment  of  Buildings  that  such  installation  was  performed  in 
accordance  with  the  requirements  of  this  approval  and  the 
manufacturer’s  installation  specifications. 
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A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


197-73-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Milton  J.  Olive. 

SUBJECT — Application  April  3,  1973 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 269-271  Henry  Street,  east  side, 
201.3  feet  south  of  Joralemon  Street,  Block  263,  Lots  22, 
23,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia,  F.  D. 

For  Opposition :  Milton  J.  Olive. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
April  3,  1973,  reads : 

“Application  is  hereby  respectfully  made  to  the  Board  of 
Standards  and  Appeals  in  accordance  with  the  provisions 
of  Section  1804.C.6  of  the  City  Charter  to  modify  the 
certificate  in  relation  to  the  following  building : 

269-71  Henry  Street,  Brooklyn,  N.  Y.  11201  Cert. 
No.  95952” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be  granted 
under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner  for 
modification  of  the  Certificate  of  Occupancy  be  and  it  hereby 
is  granted,  and  that  the  Certificate  of  Occupancy  be  modified 
to  require  the  installation  of  an  approved  automatic  sprinkler 
system  throughout  the  stairs  and  public  halls  and  that  all  laws, 
rules  and  regulations  be  complied  with. 


49-73-A 

APPLICANT — Albert  Melniker  for  Prel-Staten  Island, 
Incorporated,  owner. 

SUBJECT — Application  January  25,  1973 — filed  pursuant  to 
Section  36,  Article  3  General  City  Law  re-  building  not 
fronting  legal  street. 


PREMISES  AFFECTED — Lincoln  Street,  north  side,  282 
feet  west  of  Todt  Hill  Road,  Block  696,  Lot  319,  Castleton 
Corners,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

For  Administration :  Martin  A.  Dembitz,  Borough  Presi¬ 
dent,  Richmond. 

ACTION  OF  BOARD — Laid  over  without  date. 


50-73-A 

APPLICANT — Albert  Melniker  for  Prel-Staten  Island, 
Incorporated,  owner. 

SUBJECT — Application  January  25,  1973 — filed  pursuant  to 
Section  36,  Article  3  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — Lincoln  Street,  north  side,  96' 
west  of  Todt  Hill  Road,  Block  696,  Lot  310,  Castleton 
Corners,  Borough  of  Richmond. 

ACTION  OF  BOARD — Laid  over  without  date. 


51-73-A 

APPLICANT — Albert  Melniker  for  Prel-Staten  Island, 
Incorporated,  owner. 

SUBJECT — Application  January  25,  1973 — filed  pursuant  to 
Section  36,  Article  3  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — Lincoln  Street,  north  side,  158 
feet  west  of  Todt  Hill  Road,  Block  696,  Lot  313,  Castle¬ 
ton  Corners,  Borough  of  Richmond. 

ACTION  OF  BOARD — Laid  over  without  date. 


52-73-A 

APPLICANT — Albert  Melniker  for  Prel-Island  Incorpo¬ 
rated,  owner. 

SUBJECT — Application  January  25,  1973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — Lincoln  Street,  north  side,  220 
feet  west  of  Todt  Hill  Road,  Block  696,  Lot  316,  Castleton 
Corners,  Borough  of  Richmond. 

ACTION  OF  BOARD — Laid  over  without  date. 


53- 73-A 

APPLICANT — Albert  Melniker  for  Prel-Staten  Island,  In¬ 
corporated,  owner. 

SUBJECT — Application  January  25,  1973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — Lincoln  Street,  north  side,  344 
feet  west  of  Todt  Hill  Road,  Block  696,  Lot  322,  Castleton 
Corners,  Borough  of  Richmond. 

ACTION  OF  BOARD — Laid  over  without  date. 

54- 73-A 

APPLICANT — Albert  Melniker  for  Prel-Staten  Island  In¬ 
corporated,  owner. 

SUBJECT — Application  January  25,  1973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — Bolivan  Street,  north  side,  54.63 
feet  west  of  service  road  of  Richmond  Parkway,  Block 
696,  Lot  190,  Castleton  Corners,  Borough  of  Richmond. 

ACTION  OF  BOARD — Laid  over  without  date. 
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55-73-A 

APPLICANT — Albert  Melniker  for  Prel-Staten  Island,  In¬ 
corporated,  owner. 

SUBJECT— Application  January  25,  1973 — filed  pursuant  to 
Section  36,  Article  3  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — Croak  Avenue,  south  side, 
232.78  feet  west  of  service  road  of  Richmond  Parkway, 
Block  696,  Lot  215,  Castleton  Corners,  Borough  of 
Richmond. 

ACTION  OF  BOARD — Laid  over  without  date. 


56-73-A 

APPLICANT — Albert  Melniker  for  Prel-Staten  Island,  In¬ 
corporated,  owner. 

SUBJECT — Application  January  25,  1973 — filed  pursuant  to 
Section  36,  Article  3  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — Croak  Avenue,  south  side, 
170.78  feet  west  of  service  road  of  Richmond  Parkway, 
Block  696,  Lot  218,  Castleton  Corners,  Borough  of 
Richmond. 

ACTION  OF  BOARD — Laid  over  without  date. 


57-73-A 

APPLICANT — Albert  Melniker  for  Prel-Staten  Island,  In¬ 
corporated,  owner. 

SUBJECT — Application  January  25,  1973 — filed  pursuant  to 
Section  36,  Article  3  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — Croak  Avenue,  south  side,  110 
feet  west  of  service  road  of  Richmond  Parkway,  Block 
696,  Lot  221,  Castleton  Corners,  Borough  of  Richmond. 

ACTION  OF  BOARD — Laid  over  without  date. 


58-73-A 

APPLICANT — Albert  Melniker  for  Prel-Staten  Island,  In¬ 
corporated,  owner. 

SUBJECT — Application  January  25,  1973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — Bolivar  Street,  north  side, 
116.63  feet  west  of  service  road  of  Richmond  Parkway, 
Block  696,  Lot  247,  Castleton  Corners,  Borough  of  Rich¬ 
mond. 

ACTION  OF  BOARD — Laid  over  without  date. 


59-73-A 

APPLICANT — Albert  Melniker  for  Prel-Staten  Island,  In¬ 
corporated,  owner. 

SUBJECT — Application  January  25,  1973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — Croak  Avenue,  north  side,  30 
feet  west  of  service  road  of  Richmond  Parkway,  Block  696, 
Lot  240,  Castleton  Corners,  Borough  of  Richmond. 

ACTION  OF  BOARD — Laid  over  without  date. 


60-73-A 

APPLICANT — Albert  Melniker  for  Prel-Staten  Island,  In¬ 
corporated,  owner. 

SUBJECT — Application  January  25,  1,973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 


PREMISES  AFFECTED — Croak  Avenue,  north  side,  150 
feet  west  of  service  road  of  Richmond  Parkway,  Block  696, 
Lot  246,  Castleton  Corners,  Borough  of  Richmond. 
ACTION  OF  BOARD — Laid  over  without  date. 


61-73-A 

APPLICANT — Albert  Melniker  for  Prel-Staten  Island, 
Incorporated,  owner. 

SUBJECT — Application  January  25,  1973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — Croak  Avenue,  north  side,  90 
feet  west  of  Service  Road  of  Richmond  Parkway,  Block 
696,  Lot  243,  Castleton  Corners,  Borough  of  Richmond. 

ACTION  OF  BOARD — Laid  over  without  date. 


62-73-A 

APPLICANT — Albert  Melniker  for  Prel-Staten  Island, 

Incorporated,  owner. 

SUBJECT — Application  January  25,  1973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — Croak  Avenue,  north  side,  210 
feet  west  of  Service  Road  of  Richmond  Parkway,  Block 
696,  Lot  249,  Castleton  Corners,  Borough  of  Richmond. 
ACTION  OF  BOARD — Laid  over  without  date. 


63-73-A 

APPLICANT — Albert  Melniker  for  Prel-Staten  Island, 
Incorporated,  owner. 

SUBJECT — Application  January  25,  1973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — Croak  Avenue,  north  side,  270 
feet  west  of  Service  Road  of  Richmond  Parkway,  Block 
696,  Lot  252,  Castleton  Corners,  Borough  of  Richmond. 

ACTION  OF  BOARD — Laid  over  without  date. 


64-73- A 

APPLICANT — Albert  Melniker  for  Prel-Staten  Island, 
Incorporated,  owner. 

SUBJECT — Application  January  25,  1973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — Lincoln  Street,  north  side,  380 
feet  west  of  Service  Road  of  Richmond  Parkway,  Block 
696,  Lot  277,  Castleton  Corners,  Borough  of  Richmond. 

ACTION  OF  BOARD — Laid  over  without  date. 


65- 73-A 

APPLICANT — Albert  Melniker  for  Prel-Staten  Island, 
Incorporated,  owner. 

SUBJECT — Application  January  25,  1973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — Lincoln  Street,  south  side,  320 
feet  west  of  Service  Road  of  Richmond  Parkway,  Block 
696,  Lot  280,  Castleton  Corners,  Borough  of  Richmond. 

ACTION  OF  BOARD — Laid  over  without  date. 

66- 73- A 

APPLICANT — Albert  Melniker  for  Prel-Staten  Island, 
Incorporated,  owner. 
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SUBJECT — Application  January  25,  1973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — Lincoln  Street,  south  side,  260 
feet  west  of  Service  Road  of  Richmond  Parkway,  Block 
696,  Lot  283,  Castleton  Corners,  Borough  of  Richmond. 

ACTION  OF  BOARD — Laid  over  without  date. 


67-73- A 

APPLICANT — Albert  Melniker  for  Prel-Island,  Incorpo¬ 
rated,  owner. 

SUBJECT — Application  January  25,  1973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — Lincoln  Street,  south  side,  200 
feet  west  of  service  road  of  Richmond  Parkway,  Block  696, 
Lot  286,  Castleton  Corners,  Borough  of  Richmond. 

ACTION  OF  BOARD — Laid  over  without  date. 


68-73-A 

APPLICANT — Albert  Melniker  for  Prel-Staten  Island,  In¬ 
corporated,  owner. 

SUBJECT — Application  January  25,  1973 — filed  pursuant  to 
Section  36,  Article  3,  New  York  City  Charter  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — Lincoln  Street,  south  side,  140 
feet  west  of  service  road  of  Richmond  Parkway,  Block  696, 
Lot  289,  Castleton  Corners,  Borough  of  Richmond. 

ACTION  OF  BOARD — Laid  over  without  date. 


69-73-A 

APPLICANT — Albert  Melniker  for  Prel-Staten  Island,  In¬ 
corporated,  owner. 

SUBJECT — Application  January  25,  1973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — Lincoln  Street,  north  side,  406 
feet  west  of  Todt  Hill  Road,  Block  696,  Lot  325,  Castleton 
Corners,  Borough  of  Richmond. 

ACTION  OF  BOARD — Laid  over  without  date. 


227-73-A 

APPLICANT — Airco  Cryogenics,  owner. 

SUBJECT — Application  April  18,  1973 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  LNG  pumps. 


PREMISES  AFFECTED — Arthur  Kill  Road,  north  side, 
Blocks  7167  and  7162,  Lots  28,  52,  1,  10,  47,  49,  and  50, 
Borough  of  (Arthur  Kill)  Richmond. 

APPEARANCES— 

For  Applicant :  Gerald  T.  Bryant  and  Peter  R.  Hassinger. 
For  Administration:  Capt.  J.  F.  Petraglia,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  September  25,  1973, 
at  2  P.M.,  for  decision,  hearing  closed. 


282-73-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Elaine  Products  Company. 
SUBJECT — Application  May  7,  1973 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 208-22  Jamaica  Avenue,  south 
side,  552.018  feet  west  of  211th  Street,  Block  10835,  Lot  34, 
Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia,  F.  D. 

For  Opposition:  Floyd  S.  Weil,  Esq.  and  Donald  J. 
Steingisser. 

ACTION  OF  BOARD — Laid  over  to  October  2,  1973,  at 
2  P.M.,  for  continued  hearing. 


376-73-A 

APPLICANT — Samuel  Garnett  for  Floromar  Corporation, 
owner,  Avis  Rent-A-Car,  lessee. 

SUBJECT — Application  June  18,  1973 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  provision  of  Oil  Sep¬ 
arator  for  open  type  garage. 

PREMISES  AFFECTED— 6  Carlisle  Street  and  111  to  121 
Washington  Street,  southeast  corner,  Block  53,  Lot  12, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  Garnett  and  Edward  Gitlitz. 

For  Administration :  Capt.  J.  F.  Petraglia,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  October  2,  1973,  at 
2  P.M.,  for  continued  hearing. 


Adjourned:  3:15  P.M. 

John  B.  Cincotta,  Executive  Director 
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CORRECTIONS 


^CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  July  3,  1973,  as  they 
appeared  in  Bulletin  28,  Vol.  58,  are  corrected  to  read  as 
follows : 

722-72-SM 

APPLICANT — U.  S.  Plywood,  A  Division  of  Champion 
International,  owner ;  Mr.  C.  A.  Stevens,  agent. 

APPEARANCES— 

For  Applicant:  C.  A.  Stevens. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Walsh  and  Commissioner  Carroll  ....  4 


Negative:  .  0 

Absent:  Commissioner  Homstein  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
722-72-SM — U.  S.  Plywood,  A  Division  of  Champion  Inter¬ 
national,  New  York,  New  York,  filed  for  approval  of  the  two 
hour  Qasal  Fire  Resistive  Wall  under  the  provisions  of 
Article  5  and  RS  5  of  the  Building  Code  of  the  City  of  New 
York. 

PROPOSED  USE:  Two  hour  fire  rated  non-oombustible, 
non-load  bearing  exterior  wall  assembly. 

DESCRIPTION  :  The  exterior  surface  of  the  assembly  con¬ 
sists  of  15/32"  thick  Qasal  panels,  previously  approved  under 
Calendar  Number  704-62-SM ,  composed  of  built  up  layers  of 
Portland  cement  and  mineral  fibers  compressed  under  high 
pressure.  The  panels  are  screw  attached  or  pipe  clamp  and 
screw  attached  to  No.  20  MSG  C-shaped  galvanized  steel 
studs.  The  studs  are  354"  deep  with  1  %"  (minimum)  and 
}V&"  (minimum)  legs  and  a  54"  folded  back  return  flange 
in  the  legs.  The  studs  are  spaced  16"  o.c.,  with  a  double 
stud  every  third  one  to  form  H-shaped  supports  48"  o.c. 
The  joints  of  the  Qasal  panels  are  spaced  48"  o.c.  and  coincide 
with  the  H-shaped  supports.  Two  layers  of  54”  thick  gypsum 


wallboard  are  screw  attached  to  the  side  of  the  studs  opposite 
from  the  Qasal  panels.  Mineral  wool  batts,  2"  thick  are 
placed  in  the  stud  cavities. 

INSPECTION  AND  TEST :  The  assembly  was  tested  by 
Underwriters’  Laboratories  (File  R4763-3,  4,  Project 

72NK2218,  on  file)  and  achieved  a  two  hour  fire  rating. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Qasal  Fire  Resistive  Wall  as  a 
two  hour  fire  rated  wall  assembly  under  the  provisions  of 
Article  5  and  RS  5  of  the  Building  Code  of  the  City  of  New 
York. 

Plans  submitted  to  the  Department  of  Buildings  showing 
proposed  uses  of  this  construction  shall  include  illustrations 
sufficient  to  adequately  describe  the  assembly  and  shall  state 
that  the  assembly  is  approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Calendar  Number 
722-72-SM. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

*  Correction :  The  applicant’s  name  is  corrected  to  read  as 
shown  above  in  italics.  In  the  Description  Section  the  Cal¬ 
endar  Number  has  been  corrected  to  read  “704-62-SM.’’ 
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PUBLIC  NOTICES 

It  has  on  many  occasions  been  noted  that  additional 
papers  have  been  filed  by  the  applicant  after  a  case  has 
been  calendared  for  hearing. 

This  situation  will  no  longer  be  permitted.  The  only 
additional  papers  permitted  to  be  filed  will  be  communi¬ 
cations  from  the  local  community  planning  boards,  ob¬ 
jectors  or  other  city  agencies. 

If  at  the  hearing  an  applicant  wishes  to  submit  addi¬ 
tional  information  then  the  Board  will  consider  the 
request. 

JOSEPH  B.  KLEIN 
Chairman 


The  resolutions  of  the  Board  of  Standards  and  Ap¬ 
peals  are  now  filed  the  day  following  public  hearings.  By 
virtue  of  recent  court  decisions  the  time  for  commencing 
review  proceedings  of  Board  determinations  starts  from 
the  date  of  the  filing  of  the  Board’s  resolution. 

JOSEPH  B.  KLEIN 
Chairman 


COURT  DECISION 
CALENDAR  NUMBER  758-71-BZ 

Matter  of  Elliott  vs.  Galvin — On  February  15,  1972  the  Board 
granted  the  application  based  on  a  decision  of  the  Borough  Superin¬ 
tendent,  under  Section  72-21  of  the  Zoning  Resolution,  and  Section 
666  of  the  New  York  City  Charter,  to  permit  in  an  R8  and  Cl-9 
district,  the  erection  of  a  34-story  multiple  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open  space  and 
lot  area  per  room  and  penetrates  the  sky  exposure  plane.  Calendar 
Number  758-71-BZ  Premises  204  to  220  East  71st  Street,  south  side,  80 
feet  east  of  Third  Avenue,  and  205  to  215  East  70th  Street,  Block 
1425,  Lot  5,  Borough  of  Manhattan. 

Court  of  Appeals  of  the  State  of  New  York  reversed  the  decision 
of  the  Appellate  Division  of  the  Supreme  Court,  First  Department: 

“.  .  .  The  record  supports  the  finding  that  the  location  of  the 
zoning  lot  within  two  different  zoning  districts  as  well  as  the 
irregular  shape  and  small  size  of  the  Cl-9  portion  of  the  zoning 
lot  constitutes  such  ‘unique  physical  conditions’  which  allow  the 
granting  of  a  variance  within  the  meaning  of  the  N.  Y.  C.  Zon- 
ing  Resolution  Section  72-21.  The  record  also  discloses  that  the 
Board  of  Standards  &  Appeals  has  made  all  of  the  other  findings 
required  of  it  by  the  N.  Y.  C.  Zoning  Resolution  Section  72-21 
and  we  conclude  that  these  findings  are  not  arbitrary  or  con¬ 
trary  to  law.” 

All  concur  except  Jones  J.,  who  dissents  and  votes  to  affirm 
upon  the  ground  that  there  is  no  basis  on  the  record  in  this  case 
for  a  finding  of  the  prerequisite  “unique  physical  conditions”  as 
to  this  property.  Fuld  Ch.  J.  and  Ereitel  J.  taking  no  part. 

(New  York  Law  Journal,  July  6,  1973) 
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DOCKET 

New  Cases  Filed  up  to  September  18, 1973 

Cal.  No.  Dept.  Premises  Affected 

506-73-BZ — B.B. — 9024  4th  Avenue,  northwest  corner  of 
91st  Street,  Block  6081,  Lot  73,  Borough  of  Brooklyn, 
Community  Board  #10,  Alt.  No.  837-73,  re-  eating  and 
drinking  establishment,  C2-2  district. 


507-73-BZ — B.B. — 217  Bay  Ridge  Parkway,  north  side, 
140  feet  east  of  Ridge  Boulevard,  Block  5928,  Lot  72, 
Borough  of  Brooklyn,  Community  Board  #10,  Alt.  No. 
759-73,  re-  conversion  from  a  two  to  three  family  dwell¬ 
ing,  R6  district. 


508-73-BZ — B.Q.— 214-36  40th  Avenue,  south  side,  80  feet 
east  of  214th  Place,  Block  6289,  Lot  5,  Bayside,  Borough 
of  Queens,  Community  Board  #11,  Alt.  No.  332-73,  re- 
two  family  dwelling,  R3-2  district. 


509-73-A — B.Bx. — 2465  to  2481  Jerome  Avenue,  and  1  to 
9  West  Fordham  Road,  northwest  corner,  Block  3200, 
Lot  20,  Borough  of  The  Bronx,  F.D.  letter  of  8/14/73, 
re-  sprinkler  system. 


510-73-BZ — B.R. — 2500  Victory  Boulevard  and  657  Wil- 
lowbrook  Road,  northeast  corner  of  Gannon  Avenue, 
Block  751,  Lots  9,  45,  Willowbrook,  Borough  of  Rich¬ 
mond,  N.B.  837-73,  re-  auto  showroom,  accessory  park¬ 
ing,  C2-1,  Cl-1,  R3-2  district. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department:  F.D. — Fire  Department. 


OCTOBER  16,  1973,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  October  16,  1973,  at  10  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  fol¬ 
lowing  matters : 

136-72-A 

APPLICANT — H.  M.  Cole  for  Trinity  Place  Company, 
owner. 

SUBJECT — Application  for  consideration — reopening  to  re¬ 
scind  the  resolution  adopted  by  the  Board  on  July  11,  1972 
— appeal  from  a  decision  of  the  Borough  Superintendent 
re-  proposed  locking  system  for  doors,  opening  into  interior 
enclosed  stairs,  Local  Law  76  of  1968;  previously  granted 
on  condition. 

PREMISES  AFFECTED— 1  Liberty  Plaza,  Entire  Block  1 
to  25  Cortlandt  Street  149  to  171  Broadway,  77  to  99 
Liberty  Street  and  1  to  15  Church  Street,  Blocks  50,  62, 
Lots  2,  12,  17,  1,  7  and  8,  Borough  of  Manhattan. 


300-69-A 

APPLICANT — 585  Fifth  Avenue  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — appeal  for  Modification  of  Cer¬ 
tificate  of  Occupancy  re-  sprinkler  system ;  previously 
granted  on  condition. 

PREMISES  AFFECTED— 585  5th  Avenue,  east  side,  80 
feet  north  of  East  47th  Street,  Block  1283,  Lot  4,  Borough 
of  Manhattan. 


290-69-BZ 

APPLICANT — M.  Milton  Glass  for  Bentley  Knitwear 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution  permitting  in  an  Ml-1 
district,  the  erection  of  a  two  story  enlargement  to  an 
existing  factory  that  encroaches  on  the  required  yard 
along  a  district  boundary,  has  a  loading  berth  within  60 
feet  of  the  residence  district  and  without  the  accessory 
parking. 

PREMISES  AFFECTED — 1703-1731  McDonald  Avenue, 
1733-1753  McDonald  Avenue,  northeast  corner  of  Avenue 
O,  Block  6608,  Lots  1  and  79,  Borough  of  Brooklyn. 


95-72-BZ 

APPLICANT — Edwin  Storch  for  Dorothy  DeNicola, 
owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expired  July  11,  1973 — 
decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-2  district,  the  erection  of 
a  one  story  and  basement  two  family  dwelling  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room  and  encroaches  on 
the  required  side  yards. 

PREMISES  AFFECTED — 189-45th  Avenue,  north  side, 
100  feet  east  of  189th  Street  Block  5515,  Lot  41,  Flushing, 
Borough  of  Queens. 


155-71-BZ 

APPLICANT — Lama  and  Vassalotti  for  Seafarers  Building 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expires  September  19, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  11-412  of  the  Zoning 
Resolution,  permitting  in  an  R6  district,  the  erection  of  a 
two  story  enlargement  to  an  existing  union  office  building 
previously  before  the  Board  and  the  conversion  of  the 
existing  mezzanine  to  a  second  floor  that  increases  the  de¬ 
gree  of  nonconformity. 

PREMISES  AFFECTED— 189  21st  Street  and  657  to  675 
4th  Avenue,  northeast  corner,  Block  640,  Lot  1,  Borough 
of  Brooklyn. 


530-41-BZ 

APPLICANT — Joseph  A.  Trapani  for  Anna  Scardingo, 
owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  July  16,  1973 — 
decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7i  and  7f  of  the  Zoning 
Resolution,  permitting  in  a  business  use  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station,  auto 
laundry,  lubritorium,  motor  vehicle  and  repair  shop  and 
office. 

PREMISES  AFFECTED — 85-42  to  85-44  57th  Avenue  and 
57-02  to  57-10  Van  Horn  Street,  southeast  corner,  Block 
2282,  Lot  10,  Elmhurst,  Borough  of  Queens. 


239-48-BZ — Vol.  II 

APPLICANT — Vincent  A.  G.  O’Connor  for  Crest  Parking, 
Ltd.;  New  York  Life  Insurance  Company,  owner. 
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SUBJECT — Application  for  consideration — to  dismiss  the 
application  to  waive  the  Rules  of  Procedure  and  for  exten¬ 
sion  of  term  of  variance  which  expired  November  25,  1957 
— decision  of  the  Borough  Superintendent;  previously- 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district  portion  of  lot, 
the  extension  of  existing  parking  and  storage  of  more  than 
five  motor  vehicles  in  business  use  district  portion  of  lot. 

PREMISES  AFFECTED— 1105-1109  3rd  Avenue  and  200- 
204  East  65th  Street,  southeast  corner,  Block  1419,  Lot  44, 
Borough  of  Manhattan. 


175-73-BZ 

1  APPLICANT — Edwin  Storch  for  Raymond  Triola,  owner. 

SUBJECT — Application  March  22,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R2  district,  on  a  plot  with 
less  than  the  required  lot  area,  the  erection  of  a  one 
family  dwelling  that  exceeds  the  permitted  floor  area  ratio, 
has  less  than  the  required  open  space  ratio  and  encroaches 
on  the  required  side  yards. 

PREMISES  AFFECTED — 80-12  235th  Street,  west  side, 
100  feet  south  of  Union  Turnpike  Street,  Block  7920,  Lot 
11,  Bellerose,  Borough  of  Queens.  Community  Board  #13. 


176-73-BZ 

APPLICANT — Edwin  Storch  for  Raymond  Triola,  owner. 

SUBJECT — Application  March  22,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  on  a  plot  with  less 
than  the  required  lot  area,  the  erection  of  a  one  family 
dwelling  that  exceeds  the  permitted  floor  area  ratio,  has 
less  than  the  required  open  space  ratio  and  encroaches  on 
the  required  side  yards. 

PREMISES  AFFECTED— 80-11  234th  Street,  east  side,  100 
feet  south  of  Union  Turnpike,  Block  7920,  Lot  71,  Belle- 
rose,  Borough  of  Queens.  Community  Board  #13. 


187-73-BZ 

APPLICANT — Harry  Soled  for  L.  Waldman,  owner. 

SUBJECT— Application  March  30,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-3  district,  the  erection  of  a 
second  floor  enlargement  to  an  existing  three  story  building 
that  will  create  non-compliance  in  floor  area  ratio  and  open 
space  ratio. 

PREMISES  AFFECTED — 156  Lee  Avenue,  northwest 
corner  of  Penn  Street,  Block  2211,  Lot  41,  Borough  of 
Brooklyn.  Community  Board  #1. 

387-73-BZ 

APPLICANT — McGee  &  Morsellino  for  Joseph  P.  Barone, 
owner ;  Burger  King,  lessee. 

SUBJECT — Application  June  22,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  one  story  eating  and  drinking  establishment  that 
encroaches  on  the  required  front  yard  and  with  accessory 
parking  in  the  open  area  with  curb  cuts  within  50  feet  inter¬ 
secting  streets. 

PREMISES  AFFECTED— 189-09  Northern  Boulevard, 
northeast  corner  of  189th  Street,  Block  5365,  Lots  1,  5 
and  7,  Flushing,  Borough  of  Queens.  Community  Board 

#11. 

422-73-BZ 

APPLICANT — Norman  L.  Reiffman  for  George  Ott,  owner, 
Weiner;  Cohen  Dental  Lab,  lessee. 


SUBJECT — Application  July  13,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  in  an  existing  two 
story  building,  the  conversion  of  the  first  floor  store  to  a 
dental  laboratory. 

PREMISES  AFFECTED — 212-25  Jamaica  Avenue,  north 
side,  84.36  feet  east  of  212th  Street,  Block  10601,  Lot  34, 
Queens  Village,  Borough  of  Queens.  Community  Board 
#13. 

460-73-BZ 

APPLICANT — Larry  Meltzer  for  Interboro  Associates, 
Incorporated,  owner ;  LaGuardia  Community  College, 
lessee. 

SUBJECT — Application  August  10,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  M2-1  district,  in  an  existing 
two  story  cellar  and  sub-cellar  structure  the  conversion  of 
the  sub-cellar  and  cellar  into  a  college. 

PREMISES  AFFECTED — 31-01  to  31-15  Thomson  Av¬ 
enue,  north  side,  290  feet  west  of  Van  Dam  Street  and  31-02 
to  31-10  Skillman  Avenue,  Block  275,  Lot  1,  Long  Island 
City,  Borough  of  Queens.  Community  Board  #2. 


161-73-BZ 

APPLICANT — Lama  and  Vassalotti  for  Ford  Leasing  & 
Development  Company,  owner. 

SUBJECT — Application  March  13,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Rl-2  district,  the  erection 
of  a  two  story  automobile  sales  and  service  establishment 
with  accessory  open  and  roof  parking,  and  open  automobile 
sales. 

PREMISES  AFFECTED — 239-25  Northern  Boulevard, 
north  side,  43.99  feet  east  of  234th  Street,  Block  8092,  Lot 
24,  Bayside,  Borough  of  Queens.  Community  Board  #11. 

Laid  over  from  September  11,  1973,  for  continued 

hearing;  Board  to  confer  as  to  its  jurisdiction. 


162-73-BZ 

APPLICANT — Lama  and  Vassalotti  for  Ford  Leasing  & 
Development  Company,  owner. 

SUBJECT — Application  March  14,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Rl-2  district,  on  a  plot  with 
an  automobile  sales  and  service  establishment,  the  erection 
of  an  accessory  sales  office  for  the  sale  of  cars  that  extends 
into  the  front  yard. 

PREMISES  AFFECTED— 240-07  Northern  Boulevard, 
north  side,  43.99  feet  east  of  234th  Street,  Block  8092,  Lot 
24,  Bayside,  Borough  of  Queens.  Community  Board  #11. 

Laid  over  from  September  11,  1973,  for  continued 

hearing;  Board  to  confer  as  to  its  jurisdiction. 

151-73-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Benenson  Capital  Company,  Charles  B.  Benen- 
son,  Laurence  A.  Tisch  and  Preston  R.  Tisch,  owners. 

SUBJECT — Application  March  7,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  and  Section  666  of  the  NYC  Charter  to  per¬ 
mit  in  a  C2-5  district,  on  a  plot  with  an  existing  electric 
substation,  the  erection  of  a  31  story  mixed  building  that 
exceeds  the  permitted  floor  area  ratio,  has  less  than  the 
required  open  space  ratio  and  lot  area  per  room,  en¬ 
croaches  on  the  required  rear  yard  equivalent  and  pene¬ 
trates  the  sky  exposure  plane. 

PRESISES  AFFECTED — 313  to  341  East  63rd  Street, 
north  side,  150  feet  west  of  First  Avenue,  and  10  East  64th 
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Street,  Block  1438,  Lots  10,  14,  44,  Borough  of  Manhat¬ 
tan.  Community  Board  #8. 

Laid  over  from  September  18,  1973,  for  continued 
hearing. 


152-73-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Benenson  Capital  Company,  Charles  B.  Benen- 
son,  Laurence  A.  Tisch  and  Preston  R.  Tisch,  owners. 

SUBJECT — Application  March  7,  1973 — filed  pursuant  to 
Multiple  dwelling  law  re-  rear  yard. 

PREMISES  AFFECTED — 313  to  341  East  63rd  Street, 
north  side,  150  feet  west  of  First  Avenue,  and  10  East  64th 
Street,  Block  1438,  Lots  10,  14,  44,  Borough  of  Manhattan. 

JOSEPH  B.  KLEIN,  Chairman 


OCTOBER  16,  1973,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  morning ,  October  16,  1973,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters. 

689-72-SA 

APPLICANT— Rheem  Manufacturing  Company — electric 
liquid  chillers. 


15-73-SM 

APPLICANT— Norton  Marketing  Department — emergency 
release  device  for  automatically  operated  swing  doors. 


16-73-SM 

APPLICANT — Norton  Marketing  Department — emergency 
release  device  for  automatically  operated  sliding  doors. 


139-73-SM 

APPLICANT — Acme  Fire  Alarm  Company,  Incorporated — 
fire  alarm  station  locator. 


205-73-SA 

APPLICANT — W.  J.  Plenge  and  Company,  Incorporated — 
annunciators. 


333-73-SM 

APPLICANT — Rockwell  International  Corporation — gas 
line  valves. 


372-73-SM 

APPLICANT — Upsco,  Incorporated — couplings  for  gas 
meter  sets. 


312-73-A 

APPLICANT — Albert  Homer  Swanke,  Poor  and  Swanke 
&  Partners  for  Wako  International  Corporation,  owner. 

SUBJECT — Application  May  18,  1973 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  egress,  stairs, 
windows. 

PREMISES  AFFECTED — 44  East  52nd  Street,  south  side, 
182  feet  West  of  Park  Avenue,  Block  1287,  Lot  143,  Bor¬ 
ough  of  Manhattan. 


SUBJECT— Application  reopened  July  17,  1973  as  Volume 
III — appeal  from  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 


1-66-A — Vol.  Ill 

APPLICANT — Stanley  Shaw  for  Birchwood  Towers  #2 
Associates,  owner. 

PREMISES  AFFECTED— 102-31  67th  Avenue,  66-37  102nd 
Street,  northeast  corner,  Block  2133,  Lot  16,  Forest  Hills, 
Borough  of  Queens. 


2-66-A— Vol.  Ill 

APPLICANT — Stanley  Shaw  for  Birchwood  Towers  #1 
Associates,  owner. 

SUBJECT — Application  reopened  July  17,  1973  as  Volume 
III — appeal  from  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 66-36  Yellowstone  Boulevard, 
northwest  corner  of  67th  Avenue,  Block  2133,  Lot  36, 
Forest  Hills,  Borough  of  Queens. 

153-73-A 

APPLICANT — Harry  Appleman  for  Carol  Management 
Company,  owner;  Meyer  Brothers  Parking  Systems,  In¬ 
corporated,  lessee. 

SUBJECT — Application  March  7,  1973 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  Public  parking 
garage  in  multiple  dwelling. 

PREMISES  AFFECTED — 85  Livingston  Street,  126.3  feet 
east  of  Court  Street,  Block  266,  Lot  12,  Borough  of 
Brooklyn. 


195-73-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Thomas  Ripley. 

SUBJECT — Application  April  3,  1973 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 66-41  Grand  Avenue,  north  side, 
127.94  feet  west  of  Queens  Midtown  Expressway,  Block 
2724,  Lot  61,  Maspeth,  Borough  of  Queens. 


196-73-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Thomas  Ripley. 

SUBJECT — Application  April  3,  1973 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 66-43-66-45  Grand  Avenue, 
north  side,  83  feet  west  of  Queens  Midtown  Expressway, 
Block  2724,  Lot  58,  Maspeth,  Borough  of  Queens. 


458-73-A 

APPLICANT — George  T.  Heery  for  New  York  City  Parks, 
Recreation  and  Cultural  Affairs  Administration,  owner. 

SUBJECT — Application  August  10,  1973 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  storage  of  liquified 
chlorine  gas. 

PREMISES  AFFECTED — 126-27  150th  Street,  northwest 
corner  of  Rockaway  Boulevard,  Block  12118,  Lot  1,  Ja¬ 
maica,  Borough  of  Queens. 

JOSEPH  B.  KLEIN,  Chairman 
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OCTOBER  23,  1973,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  October  23,  1973,  at  10  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  fol¬ 
lowing  matters  : 

24-70-A 

APPLICANT — Schalk  Chemical  Division  of  Red  Devil, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — Appeal  from  a  decision  of  the 
Fire  Commissioner  re-  packaging  of  flammable  mixture 
known  as  Speed  Demon  Panel  and  Construction  Adhesive 
in  1/10  gallon  foil  lined  Chemtest  cartridge  without  a 
replaceable  top  or  cap  not  in  compliance  with  regulations 
of  the  Administrative  Code  of  New  York  City;  previously 
granted  on  condition. 


190-72-BZ 

APPLICANT — Larry  Meltzer  for  S.  Keith  V endryes, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  July  18, 
1973 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  C8-1  and  R6  district,  the  erec¬ 
tion  of  a  two  story  enlargement  to  an  existing  silver 
plating  shop  with  accessory  offices  that  will  exceed  the 
permitted  floor  area  ratio. 

PREMISES  AFFECTED— 87-83  to  87-85  139th  Street, 
east  side,  70  feet  south  of  Hillside  Avenue,  Block  9685, 
Lots  50  and  51,  Jamaica,  Borough  of  Queens. 


819-52-BZ 

APPLICANT — Kenneth  H.  Koons  for  Jimjon  Realty  In¬ 
corporated,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  extension  of  term  of  variance 
which  expired  May  28,  1973 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  7i  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district,  the  change  in  occupancy  from  five- 
car  garage  to  motor  vehicle  repair  shop. 

PREMISES  AFFECTED — 1890  Watson  Avenue  and  1077 
White  Plains  Road,  southwest  corner,  Block  3732,  Lot 
49,  Borough  of  The  Bronx. 


874-72-BZ 

APPLICANT — Atkin  and  Bassolino  for  Rita  Riedler  and 
Herman  Konig,  owners. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  for  extension  of  term  of 
variance  which  expired  May  28,  1973 — decision  of  the 
Borough  Superintendent ;  previously  granted  on  condition 
under  Section  7h  of  the  Zoning  Resolution,  permitting  in 
a  residence  use  district,  the  parking  and  storage  of  motor 
vehicles. 

PREMISES  AFFECTED — 1744-1750  Zerega  Avenue  and 
2403-2409  Fuller  Avenue,  northeast  corner,  Block  3997, 
Lot  1,  Borough  of  The  Bronx. 


416-56-BZ 

APPLICANT — Lama  and  Vassalotti  for  Pampach  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure,  reopening  for  extension  of  term 


of  variance  which  expired  February  18,  1973  and  for 
amendment — decision  of  the  Borough  Superintendent ;  pre¬ 
viously  granted  on  condition  under  Sections  7e,  7f,  7h, 
7i  and  7A  _of  the  Zoning  Resolution,  permitting  in  a  retail 
and  gasoline  service  station,  lubritorium  car  washing, 
minor  auto  repairs,  store  and  storage  room,  with  show 
windows  and  sign  within  75  feet  of  a  residence  use  dis¬ 
trict  and  the  parking  and  storage  of  motor  vehicles. 

PREMISES  AFFECTED — 2237-2249  Westchester  Avenue 
and  2101-2115  Glebe  Avenue,  northwest  corner,  Block  3963, 
Lot  57  (formerly  Lots  57  and  62)  Borough  of  The  Bronx. 


237-69-BZ 

APPLICANT — Robert  F.  Germain  for  Gulf  Oil  Company, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Sections 
72-21  and  11-412  of  the  Zoning  Resolution,  permitting  in 
an  R3-2  district,  the  enlargement  in  lot  area  and  recon¬ 
struction  of  an  automotive  service  station  with  accessory 
uses  previously  before  the  Board. 

PREMISES  AFFECTED — 2420  Richmond  Road,  northeast 
corner  of  New  Dorp  Lane,  Block  3627,  Lot  1,  New  Dorp, 
Borough  of  Richmond. 


189-73-BZ 

APPLICANT — McGee  &  Morsellino  for  Flushing  Federal 
Savings  &  Loan  Association. 

SUBJECT — Application  March  29,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C4-2  district,  the  erection 
of  a  six  story  and  cellar  enlargement  to  an  existing  bank 
and  office  building  that  will  exceed  the  permitted  floor 
area  ratio,  penetrate  the  sky  exposure  plane  and  have  less 
than  the  required  accessory  parking. 

PREMISES  AFFECTED — 136-21  Roosevelt  Avenue,  north 
side,  175  feet  east  of  Main  Street,  Block  4980,  Lot  11, 
Flushing,  Borough  of  Queens.  Community  Board  #7. 

Laid  over  from  September  18,  1973,  for  hearing. 


166-73-BZ 

APPLICANT — Joseph  A.  Gioia  for  Jabbal  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  March  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  73-50  of  the  Zoning 
Resolution,  to  permit  in  a  C8-2  district,  the  erection  of 
a  one  story  automobile  sales,  repair  and  service  establish¬ 
ment  that  will  encroach  on  the  required  yard  along  a  dis¬ 
trict  boundary. 

PREMISES  AFFECTED — 1836  McDonald  Avenue,  west- 
side,  187.57  feet  south  of  Avenue  P,  Block  6632,  Lot  17, 
Borough  of  Brooklyn.  Community  Board  #13. 


232-73-BZ 

APPLICANT — Charles  M.  Spindler  for  Pearl  Barclay, 
owner. 

SUBJECT — Application  April  23,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  district,  the  erection  of  a 
one  story  building  for  use  as  an  automobile,  truck  and 
motorcycle  repair  shop. 

PREMISES  AFFECTED — 23-15  31st  Street,  east  side,  125 
feet  south  of  23rd  Avenue,  Block  835,  Lot  33,  Astoria, 
Borough  of  Queens. 
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265-73-BZ 

APPLICANT — Guerino  Salerni  for  Joseph  Shaw,  owner. 

SUBJECT — Application  May  1,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-50  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-2  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  warehouse  that  en¬ 
croaches  on  the  required  yard  along  a  district  boundary. 

PREMISES  AFFECTED — 41-31  39th  Street,  east  side, 
198.95  feet  North  of  43rd  Avenue,  Block  187,  Lot  9,  Long 
Island  City,  Borough  of  Queens.  Community  Board  #2. 


291-73-BZ 

APPLICANT — Lama  &  Vassalotti  for  Lu-Berk  Properties, 
Incorporated,  owners. 

SUBJECT — Application  May  9,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C6-1  district,  the  rearrangement 
and  alteration  to  an  existing  automobile  service  station  and 
the  addition  to  the  uses  to  include  automobile  laundry. 

PREMISES  AFFECTED — 199-205  Bowery,  east  side,  100 
feet  South  of  Rivington  Street,  Block  425,  Lot  9,  Borough 
of  Manhattan.  Community  Board  #3. 


296-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Joseph  &  Lillian 
Costa,  owner,  American  Motors  Realty  Corporation,  lessee. 

SUBJECT — Application  May  17,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C2-1  and  R3-2  district,  the 
erection  of  a  one  story  automobile  sales  and  service  estab¬ 
lishment  with  open  sales  and  storage  of  new  and  used  cars 
and  accessory  parking. 

PREMISES  AFFECTED— 2160  and  2180  Hylan  Boulevard 
and  1  to  30  Zwicky  Avenue,  northeast  corner  Block  3691, 
Lots  1,  3,  5,  7,  9,  11,  14,  18  and  41,  Grant  City,  Borough  of 
Richmond.  Community  Board  #. 


447-73-BZ 

APPLICATION — Dominick  Salvati  and  Son  for  Suttforbs 
Realty  Corporation,  owner,  Board  of  Education,  lessee. 

SUBJECT- — Application  July  30,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  R4  district,  the  erection  of  a 
three  story  and  cellar  school  annex  that  exceeds  the  per¬ 
mitted  lot  coverage,  encroaches  on  the  required  front  and 
side  yards  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 340  Forbell  Avenue,  northwest 
corner  of  Sutter  Avenue,  Block  4258,  Lot  36,  Borough  of 
Brooklyn.  Community  Board  #5. 


284-73-BZ 

APPLICANT — Sol  Niego  for  Robert  Francis,  owner. 

SUBJECT — Application  May  8,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the.  construction 
and  maintenance  of  a  public  parking  lot  with  entrances 
and  exits  within  50  feet  of  intersecting  streets. 

PREMISES  AFFECTED — 26-32  Brevoort  Place,  south 
east  corner  of  Bedford  Place,  Block  2022,  Lot  12,  Borough 
of  Brooklyn.  Community  Board  #3. 

Laid  over  from  September  18,  1973,  for  continued 

hearing. 

573-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Liebman  Realty 
Corporation,  owner. 


SUBJECT — Application  September  12,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R8  district,  the  conversion 
of  an  accessory  parking  lot  for  a  hospital  to  a  public  park¬ 
ing  lot. 

PREMISES  AFFECTED — 343  to  345  West  30th  Street, 
north  side,  236  feet  east  of  Ninth  Avenue,  Block  754,  Lot 
16,  Borough  of  Manhattan.  Community  Board  #4. 

Hearing  closed. 


574-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Liebman  Realty 
Corporation,  owner. 

SUBJECT — Application  September  12,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  to  permit  in  an  R8  district  the  conversion 
of  an  accessory  parking  lot  for  a  hospital  into  a  public 
parking  lot. 

PREMISES  AFFECTED— 337  to  339  West  30th  Street, 
north  side,  321  feet  east  of  Ninth  Avenue,  Block  754,  Lot 
19,  Borough  of  Manhattan.  Community  Board  #4. 

Hearing  closed. 

JOSEPH  B.  KLEIN,  Chairman 


OCTOBER  23,  1973,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  October  23,  1973,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  follow¬ 
ing  matters: 

421-67- A— Vol.  11 

APPLICANT — Stephen  J.  Murphay  for  Jaas  Realty  Cor¬ 
poration,  owner ;  Double  AA  Furniture  Sales  Company, 
lessee. 

SUBJECT1 — Application  reopened  July  17,  1973  as  Volume 
II — appeal  from  a  decision  of  the  Fire  Commissioner  re- 
sprikler  system. 

PREMISES  AFFECTED — 117-17  Sutphin  Boulevard, 
northeast  corner  of  118th  Avenue,  Block  12204,  Lot  1, 
Jamaica,  Borough  of  Queens. 


283-73-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — State  Homes,  Incorporated. 

SUBJECT — Application  May  7,  1973 — or  modification  of 
Certificate  of  occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 72-54/62  Main  Street,  Block 
6613,  Lot  64,  Flushing,  Borough  of  Queens. 

337-73-A 

APPLICANT — GAF  Corporation,  owner. 

SUBJECT — Application  June  6,  1973 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner,  re-  packaging  of  flam¬ 
mable  mixture  known  as  “GAF  Vinylweld  II  Seam  Fuser”, 
in  .65  fl.  ounce  metal  tubes  with  blind  end,  not  in  compliance 
with  regulation  of  the  Administrative  Code  of  New  York 
City. 


350-73-A 

APPLICANT — Eugene  Gross,  Maria  Gross,  John  Gribben. 
SUBJECT — Application  June  8,  1973 — appeal  from  a  de¬ 
cision  of  the  Commissioner  of  Buildings  re-  Revocation  of 
Building  Permit  #2404/73. 
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PREMISES  AFFECTED — 317  East  85th  Street,  north  side, 
225  feet  east  of  Second  Avenue,  Block  1548,  Lot  10,  Bor¬ 
ough  of  Manhattan. 

375-73-A 

APPLICANT — Cities  Service  Oil  Company,  owner. 
SUBJECT — Application  June  18,  1973 — appeal  from  a  de¬ 


cision  of  the  Fire  Commissioner  re-  packaging  of  combusti¬ 
ble  mixtures  known  as  “Citgo  Antifreeze  &  Coolant”, 
“Koldpruf  Antifreeze  &  Coolant”,  “Citgo  Extra  Range  2- 
Cycle  Engine  Oil”,  “Citgo  Rxtra  Range  Snowmobile  Oil”, 
“Yamalube  2-Cycle  Engine  Oil”,  in  one  gallon  plastic  con¬ 
tainers,  one  pint  and  one  quart  metal  cans  and  one  quart 
fibre  cans,  not  in  compliance  with  regulations  of  the  Admin¬ 
istrative  Code  of  New  York  City. 

JOSEPH  B.  KLEIN,  Chairman 


MINUTES 


REGULAR  MEETING 

TUESDAY  MORNING,  SEPTEMBER  18,  1973,  10  A.M. 

Present:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Homstein,  Commissioner  Walsh  and 
Commissioner  Carroll. 


973-57-BZ 

APPLICANT — Lama  and  Vassalotti  for  Maury  Oleck, 
owner. 

SUBJECT— Application  for  consideration— reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  October  28, 
1973— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7f,  7e,  7i  and  7 A  of 
the  Zoning  Resolution,  permitting  in  a  retail  and  residence 
use  district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  lubritorium,  motor  vehicle  repairs  of  minor 
adjustment  with  hand  tools  only,  automatic  auto  laundry, 
simonizing  room  and  parking  of  vehicles  awaiting  service. 

PREMISES  AFFECTED — 60-04  Metropolitan  Avenue  and 
62-30  to  62-40  60th  Street,  southwest  corner,  Block  3492, 
Lot  45  (formerly  Lots  45,  46  and  47),  Maspeth,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
October  28,  1958,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  September  18,  1973,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
28,  '1958,  only  as  to  the  term  of  variance,  so  that  as  amended 
this  portion  of  the  resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  October  28,  1973, 
to  permit  .  .  .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (N.B.  3329-55) 


113-66-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  K.  S.  R.  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Sections 
72-21,  73-50  and  73-52  of  the  Zoning  Resolution,  permitting 
in  a  Ml-1  and  R3-2  district,  the  erection  of  a  one  story 
enlargement  to  a  factory  that  encroaches  on  the  required 
front  yard  and  side  yard  with  accessory  parking  and  load¬ 
ing  and  unloading  extending  into  the  residence  district. 

PREMISES  AFFECTED — 2350  Lafayette  Avenue,  south¬ 
east  corner  of  Havemeyer  Avenue,  Block  3618,  Lot  1,  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  Councilman  M.  De  Marco  and  Muriel 
Stromberg. 


ACTION  OF  BOARD — Application  withdrawn  at  the 
request  of  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Viee  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  . . .  5 

Negative:  .  0 


33-70-BZ— Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Shell  Oil  Com¬ 
pany,  owner. 

SUBJECT — Application  reopened  January  30,  1973  as 
Volume  II  decision  of  the  Borough  Superintendent,  under 
Sections  11-412  and  11-413  of  the  Zoning  Resolution,  to 
permit  in  a  Cl-2  district,  the  enlargement  in  floor  area  of 
an  existing  automotive  service  station  with  accessory  uses 
previously  before  the  Board  and  the  addition  to  the  uses 
to  include  automobile  laundry  with  less  than  the  required 
reservoir  space. 

PREMISES  AFFECTED — 801-821  Soundview  Avenue, 
northwest  corner  of  Lafayette  Avenue,  Block  3637,  Lot  64, 
Borough  of  The  Bronx.  Community  Board  #8. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  October  9,  1973,  at 
10  A.M.,  for  hearing,  at  the  request  of  the  Community 
Board. 


208-72-BZ— Vol.  II 

APPLICANT — McGee  &  Morsellino  for  Merrall  Realty 
Company,  owner;  National  Car,  lessee. 

SUBJECT — Application  reopened  February  27,  1973  as  Vol¬ 
ume  II— decision  of  the  Borough  Superintendent,  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an 
R3-2  district,  the  erection  of  a  four  level  parking  facility 
with  accessory  automobile  rental  office  and  automobile 
service  shop. 

PREMISES  AFFECTED — 95-10  Ditmas  Boulevard  south¬ 
east  corner  of  95th  Street,  Block  1072,  Lots  1,  23,  42, 
Astoria,  Borough  of  Queens.  Community  Board  #3. 

APPEARANCES— 

For  Applicant:  Joseph  M.  Mattone,  Joseph  Morsellino, 
Louis  Glazer,  Orville  Fisher,  and  John  Zucca. 

For  Opposition:  Barbara  M.  Green,  John  Booker,  Jerome 
Hardeman,  Alice  Pressley,  Helen  Marshall,  Ivy  F. 
Steber,  Thelma  S.  Thompson,  Marion  Giddens,  Kathrine 
Alexander,  Fanny  E.  Moore,  Louise  Bentford,  Ophelia 
Saundero,  Florene  Stubbs,  Suzanne  Hubbard,  Viola 
Comrie,  Theresa  Graham,  Thelma  Cunningham,  and 
C.  Pressley. 

ACTION  OF  BOARD — Laid  over  to  October  9,  1973,  at 
10  A.M.,  for  continued  hearing. 


573-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Liebman  Realty 
Corporation,  owner. 

SUBJECT — Application  September  12,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R8  district,  the  conversion 
of  an  accessory  parking  lot  for  a  hospital  to  a  public  park¬ 
ing  lot. 

PREMISES  AFFECTED— 343  to  345  West  30th  Street, 
north  side,  236  feet  east  of  Ninth  Avenue,  Block  754,  Lot 
16,  Borough  of  Manhattan.  Community  Board  #4. 
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APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition :  Thomas  P.  Daubner,  Robert  G.  Schuur, 
Barbara  Moore,  and  Bradford  Wilson. 

ACTION  OF  BOARD — Laid  over  to  October  23,  1973,  at 
10  A.M.,  for  final  hearing  and  decision. 


574-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Liebman  Realty 
Corporation,  owner. 

SUBJECT — Application  September  12,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R8  district,  the  conversion 
of  an  accessory  parking  lot  for  a  hospital  into  a  public 
parking  lot. 

PREMISES  AFFECTED— 337  to  339  West  30th  Street, 
north  side,  321  feet  east  of  Ninth  Avenue,  Block  754, 
Lot  19,  Borough  of  Manhattan.  Community  Board  #4. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition :  Thomas  P.  Daubner,  Robert  G.  Schuur, 
Barbara  Moore,  and  Bradford  Wilson. 

ACTION  OF  BOARD — Laid  over  to  October  23,  1973,  at 
10  A.M.,  for  final  hearing  and  decision. 


741-72-BZ 

APPLICANT — Thomas  P.  Crinnion  for  Fred  C.  Smith, 
Jr.,  owner. 

SUBJECT — Application  November  20,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  erection  of  a 
two  story,  one  family  dwelling  and  doctor’s  office  that  has 
less  than  the  required  open  space  ratio  and  lot  area  and 
encroaches  on  the  required  front  and  side  yard. 

PREMISES  AFFECTED— 213-218  26th  Avenue  and  26-06 
Bell  Boulevard,  southeast  corner,  Block  6000,  Lot  24, 
Bayside,  Borough  of  Queens.  Community  Board  #11. 

APPEARANCES— 

For  Applicant :  Thomas  P.  Crinnion. 

For  Opposition:  Jerome  and  Judith  Ferber. 

ACTION  OF  BOARD — Laid  over  to  October  2,  1973,  at 
10  A.M.,  for  decision;  hearing  closed. 


17-73-BZ 

APPLICANT — Nicholas  J.  Salvadeo  for  Samuel  A.  Julian, 
owner. 

SUBJECT — Application  January  11,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Rl-2  district,  the  erection 
of  a  one  story  and  cellar  one  family  dwelling  on  a  plot  with 
less  than  the  required  lot  area  and  lot  width. 

PREMISES  AFFECTED — 175  Mason  Street,  east  side, 
332  feet  north  of  Vista  Avenue,  Block  850,  Lot  24,  Dongan 
Hills,  Borough  of  Richmond.  Community  Board  #3. 

APPEARANCES— 

For  Applicant:  Nicholas  J.  Salvadeo. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  October  2,  1973,  at 
10  A.M.,  for  decision;  hearing  closed. 

77-73-BZ 

APPLICANT — Andrew  Tsarsis  for  Shiloh  Homes,  Incor¬ 
porated,  owner. 


SUBJECT — Application  January  31,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection 
of  a  one  story  building  for  use  as  retail  stores  with  ac¬ 
cessory  parking  in  the  open  area. 

PREMISES  AFFECTED— 83Q1 -8309  Flatlands  Avenue, 
763-775  East  83rd  Street,  northeast  corner,  Block  8004,  Lots 
7,  9,  Borough  of  Brooklyn.  Community  Board  #17. 

APPEARANCES— 

For  Applicant :  Andrew  Tsarsis. 

For  Opposition :  Herbert  Freedman,  Sheila  Silver,  Pearl 
Farber,  Lenore  Hochman,  John  Soncetta,  Jack  Galonte 
and  Monroe  Cohen. 

ACTION  OF  BOARD — Laid  over  to  October  2,  1973,  at 
10  A.M.,  for  continued  hearing;  applicant  to  submit  addi¬ 
tional  information. 


103-73-BZ 

APPLICANT — A.  H.  Salkowitz  for  Zeborex  Corporation, 
owner. 

SUBJECT — Application  February  15,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  and  Cl -2  district,  the 
erection  of  a  six  story  and  cellar  multiple  dwelling  that 
exceeds  the  permitted  floor  area  ratio  and  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED — 87-06  Justice  Avenue,  south 
side,  139.77  feet  east  of  Broadway,  Block  1842,  Lot  18, 
Elmhurst,  Borough  of  Queens.  Community  Board  #4. 

APPEARANCES— 

For  Applicant :  Carl  Heimberger. 

For  Opposition:  Steve  Toufexis. 

ACTION  OF  BOARD — Laid  over  to  October  2,  1973,  at 
10  A.M.,  for  continued  hearing,  at  the  request  of  the 
Community  Board. 


146-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Rose  Berk  and 
Phyllis  Lipson,  owner. 

SUBJECT — Application  March  5,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  73-50  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Ml-1  district,  the  erection  of 
a  one  story  manufacturing  building  that  will  encroach  on 
the  required  yard  along  a  district  boundary. 

PREMISES  AFFECTED — 779  McDonald  Avenue,  east 
side,  139  feet  8  inches  south  of  Ditmas  Avenue,  Block 
5395,  Lot  88,  Borough  of  Brooklyn.  Community  Board 
#12. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition :  Richard  Gideon. 

ACTION  OF  BOARD — Laid  over  to  October  9,  1973,  at 
10  A.M.,  for  decision;  previously  inspected;  hearing  closed. 


147-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Rose  Berk  and 
Phyllis  Lipson,  owner. 

SUBJECT — Application  March  5,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  73-50  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Ml-1  district,  the  erection  of 
a  one  story  manufacturing  building  that  will  encroach  on 
the  required  yard  along  a  district  boundary. 

PREMISES  AFFECTED — 783  McDonald  Avenue,  east 
side,  179  feet  4  inches  south  of  Ditmas  Avenue,  Block 
5395,  Lot  86,  Borough  of  Brooklyn.  Community  Board 
#12. 
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APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition :  Richard  Gideon. 

ACTION  OF  BOARD— Laid  over  to  October  9,  1973,  at 
10  A.M.,  for  decision;  previously  inspected;  hearing  closed. 


151-73-BZ 

APPLICANT— Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Benenson  Capital  Company,  Charles  B.  Benen- 
son,  Laurence  A.  Tisch  and  Preston  R.  Tisch,  owners. 

SUBJECT— Application  March  7,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  and  Section  666  of  the  NYC  Charter  to  per¬ 
mit  in  a  C2-5  district,  on  a  plot  with  an  existing  electric 
substation,  the  erection  of  a  31  story  mixed  building  that 
exceeds  the  permitted  floor  area  ratio,  has  less  than  the 
required  open  space  ratio  and  lot  area  per  room,  en¬ 
croaches  on  the  required  rear  yard  equivalent  and  pene¬ 
trates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 313  to  341  East  63rd  Street, 
north  side,  150  feet  west  of  First  Avenue,  and  10  East  64th 
Street,  Block  1438,  Lots  10,  14,  44,  Borough  of  Manhat¬ 
tan.  Community  Board  #8. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum  and  Thomas  Breen. 
For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  October  16,  1973,  at 
10  A.M.,  for  continued  hearing. 


152-73-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Benenson  Capital  Company,  Charles  B.  Benen¬ 
son,  Laurence  A.  Tisch  and  Preston  R.  Tisch,  owners. 
SUBJECT— Application  March  7,  1973— filed  pursuant  to 
Multiple  dwelling  law  re-  rear  yard. 

PREMISES  AFFECTED— 313  to  341  East  63rd  Street, 
north  side,  150  feet  west  of  First  Avenue,  and  10  East  64th 
Street,  Block  1438,  Lots  10,  14,  44,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum  and  Thomas  Breen. 
ACTION  OF  BOARD — Laid  over  to  October  16,  1973,  at 
10  A.M.,  for  continued  hearing. 


189-73-BZ 

APPLICANT — McGee  &  Morsellino  for  Flushing  Federal 
Savings  &  Loan  Association. 

SUBJECT — Application  March  29,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C4-2  district,  the  erection 
of  a  six  story  and  cellar  enlargement  to  an  existing  bank 
and  office  building  that  will  exceed  the  permitted  floor 
area  ratio,  penetrate  the  sky  exposure  plane  and  have  less 
than  the  required  accessory  parking. 

PREMISES  AFFECTED — 136-21  Roosevelt  Avenue,  north 
side,  175  feet  east  of  Main  Street,  Block  4980,  Lot  11, 
Flushing,  Borough  of  Queens.  Community  Board  #7. 

APPEARANCES— 

For  Applicant :  Joseph  P.  Morsellino. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  October  23,  1973,  at 
10  A.M.,  for  hearing,  at  the  request  of  the  Community 
Board. 


284-73-BZ 

APPLICANT — Sol  Niego  for  Robert  Francis,  owner. 

SUBJECT — Application  May  8,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  construction 
and  maintenance  of  a  public  parking  lot  with  entrances 
and  exits  within  50  feet  of  intersecting  streets. 

PREMISES  AFFECTED— 26-32  Brevoort  Place,  south¬ 
east  corner  of  Bedford  Place,  Block  2022,  Lot  12,  Borough 
of  Brooklyn.  Community  Board  #3. 

APPEARANCES— 

For  Applicant:  Sol  Niego. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  October  23,  1973,  at 
10  A.M.,  for  continued  hearing. 


142-73-BZ 

APPLICANT — Andrew  Di  Camillo  for  Empire  Realty 
Company,  owner ;  Empire  Silver  Company,  lessee. 

SUBJECT — Application  March  2,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  11-412,  72-21  and 
73-50  of  the  Zoning  Resolution,  to  permit  in  a  C8-1  dis¬ 
trict,  the  erection  of  a  second  floor  enlargement  to  an 
existing  building  previously  before  the  Board  that  will 
exceed  the  permitted  floor  area  ratio  and  encroaches  on 
the  required  yard  along  a  district  boundary. 

PREMISES  AFFECTED— 6518  to  6526  New  Utrecht 
Avenue,  1455  66th  Street,  northwest  corner,  Block  5755, 
Lot  36,  Borough  of  Brooklyn.  Community  Board  #11. 

APPEARANCES— 

For  Applicant:  Frank  Sellitto. 

For  Opposition:  John  C.  Di  Giovanna. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative: .  0 


Adjourned:  12:10  P.M. 

John  B.  Cincotta,  Executive  Director 


REGULAR  MEETING 

TUESDAY  AFTERNOON, 

SEPTEMBER  18,  1973,  2  P.M. 

Present :  Chairman  Klein,  Vice  Chairman  Agusta, 

Commissioner  Hornstein,  Commissioner  Walsh  and 
Commissioner  Carroll. 

486-39-SM 

APPLICANT — United  States  Gypsum  Company,  owner. 

SUBJECT — To  show  flamespread  and  smoke  developed  rat¬ 
ings  of  a  gypsum  panel. 

APPEARANCES— 

For  Applicant:  E.  V.  Salvo. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 
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THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
486-39-SM — Amendment  to  resolution  to  show  flamespread 
and  smoke  developed  ratings  of  a  gypsum  panel. 

United  States  Gypsum  Company,  New  York,  requested 
that  the  resolution  adopted  September  24,  1940  and  amended 
through  June  19,  1973  under  Calendar  Number  486-39-SM 
be  reopened  and  amended  to  show  flamespread  and  smoke 
developed  ratings  of  a  gypsum  panel. 

PROPOSED  USE:  Gypsum  panel. 

DESCRIPTION :  The  panels,  >4"  Textone  gypsum  panels, 
are  used  as  an  interior  finish  in  locations  in  accordance  with 
the  flamespread  and  smoke  developed  rating  requirements  of 
the  Building  Code  of  the  City  of  New  York. 

INSPECTION  AND  TEST :  The  panel  was  tested  by 
Southwest  Research  Institute  (Project  No.  3-3184-430)  and 
achieved  a  flamespread  rating  of  25  and  a  smoke  developed 
rating  of  20. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  September  24,  1940  and 
amended  through  June  19,  1973  under  Calendar  Number 
486-39-SM  be  reopened  and  amended  to  show  a  flamespread 
rating  of  25  and  a  smoke  developed  rating  of  20  of  14"  Tex¬ 
tone  gypsum  panels,  thereby  allowing  the  use  of  the  panels 
as  an  interior  finish  in  locations  as  permitted  under  the  pro¬ 
visions  of  Article  5  and  RS  5  of  the  Building  Code  of  the 
City  of  New  York  on  condition  that  the  requirements  of  the 
original  resolution  and  previous  amendments  adopted  under 
this  Calendar  Number  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this  ap- 

Iproval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with 
the  above  report. 

922-53-SA 

APPLICANT — Rheem  Manufacturing  Company,  owner. 
SUBJECT — Change  of  corporate  name. 

APPEARANCES— 

For  Applicant :  Rita  Tonitto. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
922-53-SA — Amendment  to  resolution  so  as  to  show  a  change 
of  corporate  name. 

Rheem  Manufacturing  Company,  New  York,  New  York, 
requested  that  the  resolution  adopted  July  15,  1958  under  Cal¬ 
endar  Number  922-53-SA  be  reopened  and  amended  so  as  to 
show  a  change  of  corporate  name. 

PROPOSED  USE:  Gas  fuel  floor  type  warm  air  furnace. 
DESCRIPTION :  The  applicant  requests  that  the  corpo¬ 
rate  name  be  changed  from  National  Heater  Company,  In¬ 
corporated  to  Rheem  Manufacturing  Company. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  15,  1958  under  Cal¬ 
endar  Number  922-53-SA  be  reopened  and  amended  to  show 
a  change  of  corporate  name  from  National  Heater  Com¬ 
pany,  Incorporated  to  Rheem  Manufacturing  Company  on 
condition  that  the  requirements  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 


923-53-SA 

APPLICANT — Rheem  Manufacturing  Company,  owner. 
SUBJECT — Change  of  corporate  name. 
APPEARANCES— 

For  Applicant:  Rita  Tonitto. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
923-53-SA — Amendment  to  resolution  so  as  to  show  a  change 
of  corporate  name. 

Rheem  Manufacturing  Company,  New  York,  New  York, 
requested  that  the  resolution  adopted  July  15,  1958  under 
Calendar  Number  923-53-SA  be  reopened  and  amended  so  as 
to  show  a  change  of  corporate  name. 

PROPOSED  USE:  Oil  fired  suspended  warm  air  furnace. 
DESCRIPTION  :  The  applicant  requests  that  the  corporate 
name  be  changed  from  National  Heater  Company,  Incorpo¬ 
rated  to  Rheem  Manufacturing  Company. 
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RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  IS,  1958  under  Cal¬ 
endar  Number  923-53-SA  be  reopened  and  amended  to  show 
a  change  of  corporate  name  from  National  Heater  Company, 
Incorporated  to  Rheem  Manufacturing  Company  on  condition 
that  the  requirements  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change  of 
corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 


82-56-SA 

APPLICANT — Heil-Quaker  Corporation,  owner. 

SUBJECT — Additional  gas  fired  heaters. 

APPEARANCES— 

For  Applicant :  Karll  Mould. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Homstein,  Commissioner  Walsh  and 

Commissioner  Carroll  . .  5 

Negative:  . .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
82-56-SA — Amendment  to  resolution  to  include  additional 
gas  fired  heaters. 

Heil-Quaker  Corporation,  Nashville,  Tennessee,  requested 
that  the  resolution  adopted  December  2,  1958  and  amended 
July  20,  1971  under  Calendar  Number  82-56-SA  be  reopened 
and  amended  to  include  additional  gas  fired  heaters. 
PROPOSED  USE:  Gas  fired  heaters. 

DESCRIPTION :  The  model  numbers,  trade  names,  and 
specifications  of  the  heaters  are  as  follows : 


HEIL  TRADE  NAME 


Gas  Fired,  Forced  Air,  Upflow  Furnaces 


Previous 

New 

Input 

Air  Temp. 

Model  No. 

Model  No. 

(X  1000) 

Rise  (°F) 

VG-55  DC 

55 

70-100 

VG-55  LD 

55 

45-75 

VG-80  MD 

80 

70-100 

VG-80  AE 

80 

70-100 

VG-80  LF 

80 

45-75 

VG-105  DD 

105 

70-100 

VG-105  AE 

105 

70-100 

VG-105  LG 

105 

45-75 

VG-105  BD 

105 

70-100 

VG-130  AE 

130 

70-100 

VG-130  LG 

130 

60-90 

VG-130  BE 

130 

70-100 

GU-150  BE 

GU-150  BE 

150 

70-100 

GU-150  AF 

GU-150  AF 

150 

70-100 

GU-150  AG 

GU-150  AG 

150 

70-100 

GU-175  BF 

GU-175  BF 

175 

70-100 

GU-175  AG 

GU-175  AG 

175 

70-100 

Note :  Each  model  is  approved  with  suffix  numbers  1  thru  10  to  denote  minor  changes,  “C”  to  denote  A-19  enamel  coated 
heat  exchangers,  “R”  to  denote  40  va.  transformer  with  plug-in  relay  receptacle,  and  “W”  to  denote  wiring  center.  All  models 
are  approved  with  both  natural  and  LP  gases. 


HEIL  TRADE  NAME 
Gas  Fired,  Forced  Air,  Counterflow  Furnaces 


Previous 

New 

Input 

Fuel 

Air  Temp. 

Model  No. 

Model  No. 

(X  1000) 

Tvpe 

Rise  (°F) 

GC-75DC-3 

GC-75DC-5 

75 

Nat 

70-100 

GC-75AE-3 

GC-75AE-5R 

75 

Nat 

70-100 

GC-75LE-3 

GC-75LE-5R 

75 

Nat 

45-75 

GC-100MD-3 

GC-100MD-5 

100 

Nat 

70-100 

GC-105AE-3 

GC-105AE-5R 

105 

Nat 

70-100 

GC-105AF-3C 

GC-105AF-5CR 

105 

Nat 

70-100 

GC-135AE-4 

GC-135AE-5R 

135 

Nat 

70-100 

GC-135AF-4C 

GC-135AF-5CR 

135 

Nat 

70-100 

GC-150AF-4C 

GC-150AF-5CR 

150 

Nat 

70-100 

GC-175AG-4C 

GC-175AG-5CR 

175 

Nat 

70-100 

Note :  Seventh  digit  change  denotes  minor  change  (color  or  control  Valve). 

Last  digit  “R”  denotes  40  va.,  plate  mounted  transformer  with  receptacle  for  plug-in  relay. 
Eighth  digit  “C”  represents  coated  heat  exchanger. 
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HEIL  TRADE  NAME 
Gas  Fired,  Forced  Air,  Basement  Furnaces 


GL-150BF-4 

GL-150BF-5 

150 

Nat 

70-100 

GL-150AF-4C 

GL-150AF-5CR 

150 

Nat 

70-100 

GL-175BF-4C 

GL-175BF-5C 

175 

Nat 

70-100 

GL-175AG-4C 

GL-175AG-5CR 

175 

Nat 

70-100 

GL-210BG-3C 

.  GL-210BG-5CR 

210 

Nat 

70-100 

GL-210BH-3C 

GL-210BH-5CR 

210 

Nat 

70-100 

Same  Notes  as  Counterflow  Apply. 


HEIL  TRADE  NAME 
Gas  Fired,  Forced  Air,  Horizontal  Furnaces 


Previous 

New 

Input 

Fuel 

Air  Temp. 

Model  No. 

Model  No. 

(X  1000) 

Type 

Rise  (°F) 

GH-80DC-2 

GH-80DC-5 

80 

Nat 

70-100 

GH-80AD-2 

GH-80AD-5R 

80 

Nat 

70-100 

GH-80LE-2 

GH-80LE-5R 

80 

Nat 

45-75 

GH-100MD-2 

GH-100MD-5R 

100 

Nat 

70-100 

GH-100AE-2 

GH-100AE-5R 

100 

Nat 

70-100 

GH-100LF-2 

GH-100LF-5R 

100 

Nat 

45-75 

GH-120AE-2 

GH-120AE-5R 

120  ■ 

Nat 

70-100 

GH-120LF-2 

GH-120LF-5R 

120 

Nat 

45-75 

GH-140AF-2 

GH-140AF-5R 

140 

Nat 

70-100 

GH-140LG-2 

GH-140LG-5R 

140 

Nat 

45*75 

6H-160LG-5R 

160 

Nat 

45-75 

Same  digit  notation  as  on  Upflow  Furnaces. 


r 


SEARS  TRADE  NAME 
Gas  Fired,  Forced  Air,  Upflow  Furnaces 


Equiv.  Heil 

Previous 

New 

Input 

Fuel 

Air  Temp. 

Model  No. 

Model  No. 

Model  No. 

(X  1000) 

Type 

Rise  (°F) 

VG-55LD 

867.764510 

55 

Nat 

45-75 

VG-80MD 

867.764520 

80 

Nat 

70-100 

VG-105AE 

867.764530 

105 

Nat 

70-100 

VG-105AE 

867.774530 

105 

L.P. 

70-100 

VG-130AE 

867.764540 

130 

Nat 

70-100 

VG-80LF-CW 

867.763220 

80 

Nat 

45-75 

VG-80LF-CW 

867.773220 

80 

L.P. 

45-75 

VG-105LG-CW 

867.763230 

105 

Nat 

45-75 

VG-105LG-CW 

867.773230 

105 

L.P. 

45-75 

VG-130LG-CW 

867.763240 

130 

Nat 

60-90 

VG-130LG-CW 

867.773240 

130 

L.P. 

60-90 

GU-150AF-CW 

867.763842 

867.763250 

150 

Nat 

70-100 

GU-175AG-CW 

867.763852 

867.763260 

175 

Nat 

70-100 

GU-175AG-CW 

867.773860 

867.773260 

175 

L.P. 

70-100 

Note :  Models  4510  thru  4540  are  “Series  10”  and  have  uncoated  heat  exchangers. 

Models  3220  thru  3260  are  “Series  15”  and  have  coated  heat  exchangers  and  “Wiring  Centers.” 


SEARS  TRADE  NAME 
Gas  Fired,  Forced  Air,  Counterflow  Furnaces 


Equiv.  Heil 

Previous 

New 

Input 

Fuel 

Air  Temp. 

Model  No. 

Model  No. 

Model  No. 

(X  1000) 

Type 

Rise  (°F) 

GC-100MD 

867.766812 

867.766230 

100 

Nat 

70-100 

GC-100MD 

867.77687 

867.776230 

100 

L.P. 

70-100 

GC-125AE 

867.766822 

867.766240 

125 

Nat 

70-100 

GC-75AE-CW 

867.76591 

867.765920 

75 

Nat 

70-100 

GC-105AE-CW 

867.765822 

867.765930 

105 

Nat 

70-100 

GC-105AE-CW 

867.77587 

867.775930 

105 

L.P. 

70-100 

GC-135AE-CW 

867.765832 

867.765940 

135 

Nat 

70-100 

GC-150AF-CW 

867.765851 

867.765950 

150 

Nat 

70-100 

GC-150AF-CW 

867.775950 

150 

L.P. 

70-100 

Note:  Model  No.  changes  denote  paint  color  changes  and  aesthetic  door  changes.  Models  6230  thru  6240  have  uncoated 
heat  exchangers.  Remaining  models  have  coated  heat  exchangers  and  “Wiring  Centers”. 
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SEARS  TRADE  NAME 
Gas  Fired,  Forced  Air,  Basement  Furnace 


GL-150AF-CW 

867.761863 

867.761950 

150 

Nat 

70-100 

GL-175AF-CW 

867.76187 

867.761960 

175 

Nat 

70-100 

GL-210BG-CW 

867.761854 

867.761970 

210 

Nat 

70-100 

Note :  All  units  equipped  with  coated  heat  exchangers  and  “Wiring  Centers”. 


Equiv.  Heil 
Model  No. 

GH-80DC 

GH-100AE 

GH-80LE-C 

GH-100LF-C 

GH-100LF-C 

GH-120LF-C 

GH-140LF-C 

GH-160LG-C 


SEARS  TRADE  NAME 


Gas  Fired,  Forced  Air,  Horizontal  Furnaces 


Previous 

New 

Input 

Fuel 

Air  Temp. 

Model  No. 

Model  No. 

(X  1000) 

Type 

Rise  (°F) 

867.76871 

867.768820 

80 

Nat 

70-100 

867.76872 

867.768830 

100 

Nat 

70-100 

867.76761 

867.767720 

80 

Nat 

45-75 

867.76762 

867.767730 

100 

Nat 

45-75 

867.77762 

867.777730 

100 

L.P. 

45-75 

86 7.76763 

867.767740 

120 

Nat 

45-75 

867.76764 

867.767750 

140 

Nat 

45-75 

867.767760 

160 

Nat 

45-75 

Note :  All  models  excepting  8820  and  8830  have  coated  heat  exchangers. 


WHIRLPOOL  TRADE  NAME 


Gas  Fired,  Forced  Air,  Upflow  Furnaces 


Equiv.  Heil 

Previous 

New 

Input 

Fuel 

Air  Temp. 

Model  No. 

Model  No. 

Model  No. 

(X  1000) 

Type 

Rise  (°F) 

VG-55DC 

FXB44-55A 

55 

Nat 

70-100 

VG-55LD-R 

FXB44-55BR 

55 

Nat 

45-75 

VG-80MD 

FXB44-80B 

80 

Nat 

70-100 

VG-80MDR 

FXB44-80BR 

80 

Nat 

70-100 

VG-80AE-R 

FXB43-80CR 

80 

Nat 

70-100 

VG-80LF-R 

FXB43-80DR 

80 

Nat 

45-75 

VG-105DD 

FXB44-105B 

105 

Nat 

70-100 

VG-105AE-R 

FXB43-105CR 

105 

Nat 

70-100 

VG-105AE-CWR 

FXB47-105CW 

105 

Nat 

70-100 

VG-105LG-R 

FXB43-105ER 

105 

Nat 

45-75 

VG-130AE 

FXB43-130C 

130 

Nat 

70-100 

VG-130AE-R 

FXB43-130CR 

130 

Nat 

70-100 

VG-130LG-CWR 

FXB47-130EW 

130 

Nat 

60-90 

VG-130LG-R 

FXB43-130ER 

130 

Nat 

60-90 

GU-150AF 

FSB43-150D 

FXB43-150D 

150 

Nat 

70-100 

GU-150AG-R 

FSB43-150ER 

FXB43-150ER 

150 

Nat 

70-100 

GU-150AG-CR 

FSB47-150ER 

FXB47-150ER 

150 

Nat 

70-100 

GU-175AG 

FSB43-175E 

FXB43-175E 

175 

Nat 

70-100 

GU-175AG-R 

FXB43-175ER 

175 

Nat 

70-100 

GU-175AG-CR 

FSB47-175ER 

FXB47-175ER 

175 

Nat 

70-100 

Note :  Models  with  last  letter  “R”  are  equipped  with  a  40  va.  plate  mounted  transformer — relay  combination. 
Models  with  last  letter  “W”  are  equipped  with  “Wiring  Center.” 

Models  with  fifth  digit  “7”  have  coated  heat  exchangers. 


WHIRLPOOL  TRADE  NAME 
Gas  Fired,  Forced  Air,  Counterflow  Furnaces 


Equiv.  Heil 

Previous 

New 

Input 

Fuel 

Air  Temp. 

Model  No. 

Model  No. 

Model  No. 

(X  1000) 

Type 

Rise  (°F) 

GC-7SDC 

FTC42-75A 

FXC42-75A 

75 

Nat 

70-100 

GC-75LE-R 

FTC43-75CR 

FXC43-75CR 

75 

Nat 

45-75 

GC-105AE 

FTC43-105C 

FXC43-105C 

105 

Nat 

70-100 

GC-105AF 

FXC43-105DR 

105 

Nat 

70-100 

GC-105AF-CR 

FTC47-105DR 

FXC47-105DR 

105 

Nat 

70-100 

GC-135AE 

FTC43-135C 

FXC43-135C 

135 

Nat 

70-100 

GC-135AF-CR 

FTC47-135DR 

FXC47-135DR 

135 

Nat 

70-100 

GC-150AF-CR 

FTC47-150DR 

FXC47-150DR 

150 

Nat 

70-100 

GC-175AG-CR 

FTC47-175ER 

FXC47-175ER 

175 

Nat 

70-100 

Note :  The  same  notations  that  apply  to  the  Upflow  models,  apply  here. 


734 


MINUTES 


WHIRLPOOL  TRADE  NAME 
Gas  Fired,  Forced  Air,  Basement  Furnaces 


GL-175BF-C 

FSL45-175D 

FXL45-175D 

175 

Nat 

70-100 

GL-175AG-CR 

FSL47-17SER 

FXL47-175ER 

175 

Nat 

70-100 

GL-210BG-C 

FSL45-210E 

FXL45-210E 

210 

Nat 

70-100 

GL-150BF 

FXL45-150D 

150 

Nat 

70-100 

GL-150AF-CR 

FXL47-150DR 

150 

Nat 

70-100 

Note :  Last  digit  “R”  notation  same  as  for  Upflow. 

Models  with  Heil  equivalent  with  suffix  letter  “C”  have  coated  heat  exchangers. 


WHIRLPOOL  TRADE  NAME 
Gas  Fired,  Forced  Air,  Horizontal  Furnaces 


Equiv.  Heil 

Previous 

New 

Input 

Fuel 

Air  Temp. 

Model  No. 

Model  No. 

Model  No. 

(X  1000) 

Type 

Rise  (°F) 

GH-80DC 

FVH44-80A 

FXH44-80A 

80 

Nat 

70-100 

GH-80LE-R 

FVH43-80CR 

FXH43-80CR 

80 

Nat 

45-75 

GH-100MD 

FVH44-100B 

FXH44-100B 

100 

Nat 

70-100 

GH-100LF-R 

FVH43-100DR 

FXH43-100DR 

100 

Nat 

45-75 

GH-120AE 

FVH43-120C 

FXH43-120C 

120 

Nat 

70-100 

GH-120LF-R 

FVH43-120DR 

FXH43-120DR 

120 

Nat 

45-75 

GH-140AF 

FVH43-140D 

FXH43-140D 

140 

Nat 

70-100 

GH-140LG-R 

FVH43-140ER 

FXH43-140ER 

140 

Nat 

45-75 

GH-160LG-R 

FXH43-160ER 

160 

Nat 

45-75 

Same  notations  as  before  apply. 


INSPECTION  AND  TEST :  The  heaters  are  approved  by 
the  American  Gas  Association. 


RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  2,  1958  and 
amended  July  20,  1971  under  Calendar  Number  82-56-SA  be 
reopened  and  amended  to  include  the  additional  gas  fired 
burners  listed  above  on  condition  that  the  requirements  of 
Article  14  and  RS  14  of  the  Building  Code  of  the  City  of  New 
York  and  the  requirements  of  the  original  resolution  and 
previous  amendment  adopted  under  this  Calendar  Number  be 
complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 


791-57-SA 

APPLICANT — Dunham-Bush,  Incorporated,  owner. 
SUBJECT — To  show  new  model  designations  and  capacities 
of  oil  burners. 

APPEARANCES— 

For  Applicant :  Raymond  Miele. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 


tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative :  .  q 

THE  RESOLUTION— 


W hereas,  the  report  of  a  Committee  on  Test  reads : 

791-57-SA — Amendment  to  resolution  to  show  new  model 
designations  and  capacities  of  oil  burners. 

Dunham-Bush,  Incorporated,  Harrisonburg  Division,  Har¬ 
risonburg,  Virginia,  requested  that  the  resolution  adopted 
September  15,  1959  under  Calendar  Number  791-57-SA  be 
reopened  and  amended  to  show  new  model  designations  and 
capacities  of  oil  burners. 

PROPOSED  USE:  Oil  fired  burners. 

DESCRIPTION :  The  pressure-atomizing  type  oil  burners 
are  as  follows : 

Capacity 

Model  (GPH-No.  2  oil) 

C  240- S  23 

C  240-SM-S  23 

C  240-E-3.5  25 

C  240-SM-E-3.5  25 

C  240-F-4.2  30 

C  240-SM-F-4.2  30 

C  240-K-5.2  38 

C  240-SM-K-5.2  38 

Designations : 

SM — inverted  construction. 

S,  E,  F,  K — fan  and  motor  size  code. 

INSPECTION  AND  TEST :  The  burners  and  their  ca¬ 
pacities  have  been  approved  by  Underwriters’  Laboratories 
(File  MP725). 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  September  15,  1959  under 
Calendar  Number  791-57-SA  be  reopened  and  amended  to 
show  the  new  model  designations  and  capacities  of  oil  bur¬ 
ners  listed  above  under  the  provisions  of  Article  14  and 
RS  14  of  the  Building  Code  of  the  City  of  New  York  on 
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condition  that  the  requirements  of  the  original  resolution 
adopted  under  this  Calendar  Number  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  docs 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 


INSPECTION  AND  TEST:  The  burners  and  their  ca¬ 
pacities  have  been  approved  by  Underwriters’  Laboratories 
(File  MP  725). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  September  15,  1959  under 
Calendar  Number  792-57-SA  be  reopened  and  amended  to 
show  the  new  model  designations  and  capacities  of  gas-oil 
burners  listed  above  under  the  provisions  of  Article  14  and 
RS  14  of  the  Building  Code  of  the  City  of  New  York  on 
condition  that  the  requirements  of  the  original  resolution 
adopted  under  this  Calendar  Number  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  corporate  name,  change  of  address  or  to  sub¬ 
mit  the  annual  affidavit  will  be  cause  for  revocation  of 
approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 


792-57-SA 

APPLICANT — Dunham-Bush,  Incorporated,  owner. 

SUBJECT — To  show  new  model  designations  and  capacities 
of  gas-oil  burners. 

APPEARANCES— 

For  Applicant:  Raymond  Miele. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 


Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 


THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads : 
792-57-SA — Amendment  to  resolution  to  show  new  model 
designations  and  capacities  of  gas-oil  burners. 

Dunham-Bush,  Incorporated,  Harrisonburg  Division,  Har¬ 
risonburg,  Virginia,  requested  that  the  resolution  adopted  on 
September  15,  1959  under  Calendar  Number  792-57-SA  be 
reopened  and  amended  to  show  new  model  designations  and 
capacities  of  gas-oil  burners. 

PROPOSED  USE:  Gas  and  oil  fired  burners. 
DESCRIPTION :  The  oil  portion  of  the  burners  is  a 
pressure-atomizing  type.  The  “S”  suffixed  burners  use  high 
tension  electric  ignition  of  a  gas  pilot  or  direct  igniting  of 
the  oil  at  the  nozzle.  The  “K”  suffixed  burners  use  only  a 
gas  pilot  for  ignition  of  the  oil  or  gas  supply.  The  burner 
models  are  as  follows : 

Model 

GPH 

C  240-GO-S 
C  240-GO-SM-S 
C  240-GO-E-3.5 
C  240-GO-SM-E-3.5 
C  240-GO-F-4.2 
C  240-GO-SM-F-4.2 
C  240-GO-K-5.2 
C  240-GO-SM-K-5.2 
Designations : 

G— gas 
O— oil 

SM — inverted  construction 
S,  E,  F,  K — fan  and  motor  size  code. 


793-57-SA 

APPLICANT — Dunham-Bush,  Incorporated,  owner. 
SUBJECT— To  show  new  model  designations  and  capacities 
of  gas  burners. 

APPEARANCES— 

For  Applicant:  Raymond  Miele. 

ACTION  OF  BOARD — -Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  . • .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
793-57-SA — Amendment  to  resolution  to  show  new  model 
designations  and  capacities  of  gas  burners. 

Dunham-Bush,  Incorporated,  Harrisonburg  Division,  Har¬ 
risonburg,  Virginia,  requested  that  the  resolution  adopted 
September  15,  1959  under  Calendar  Number  793-57-SA  be 
reopened  and  amended  to  show  new  model  designations  and 
capacities  of  gas  burners. 

PROPOSED  USE:  Gas  fired  burners. 

DESCRIPTION:  The  burner  models  are  as  follows: 

Model  Capacity  (MBH — gas) 

C  240- G-S  3220 

C  240-G-SM-S  3220 

C  240-G-E-3.5  3500 

C  240-G-SM-E-3.5  3500 

C  240-G-F-4.2  4200 

C  240-G-SM-F-4.2  4200 

C  240-G-K-5.2  5200 

C  240-G-SM-K-5.2  5200 


Capacity 


— No.  2  oil 

MBH — gas 

23 

3220 

23 

3220 

25 

3500 

25 

3500 

30 

4200 

30 

4200 

38 

5200 

38 

5200 
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Designations : 

G— gas 

SM — inverted  construction 

S,  E,  F,  K — fan  and  motor  size  code 

INSPECTION  AND  TEST :  The  burners  and  their  capa¬ 
cities  have  been  approved  by  Underwriters’  Laboratories 
(File  MP  725). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  September  15,  1959  under 
Calendar  Number  793-57-SM  be  reopened  and  amended  to 
show  the  new  model  designations  and  capacities  of  gas 
burners  listed  above  under  the  provisions  of  Article  14  and 
RS  14  of  the  Building  Code  of  the  City  of  New  York  on 
condition  that  the  requirements  of  the  original  resolution 
adopted  under  this  Calendar  Number  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 


445-66-SM 

APPLICANT — Speed  Fastener,  Incorporated,  A  Subsidiary 
of  Elco  Industries,  Incorporated,  owner. 

SUBJECT — Change  of  corporate  name  and  added  trade 
name. 

APPEARANCES— 

For  Applicant :  John  M.  Keane. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommenda¬ 
tion  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative: . . .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
445-66-SM — Amendment  to  resolution  as  to  change  in  cor¬ 
porate  name  and  added  trade  name. 

Speed  Fastener,  Incorporated,  A  Subsidiary  of  Elco  In¬ 
dustries,  Incorporated,  St.  Louis,  Missouri,  requested  that 
the  resolution  adopted  March  19,  1968  under  Calendar 
Number  445-66-SM  be  reopened  and  amended  so  as  to  show 
a  change  in  corporate  name  and  added  trade  name. 
PROPOSED  USE:  Low  velocity  power-actuated  tool  for 
fastening  studs  into  steel  and/or  concrete. 
DESCRIPTION  :  There  has  been  no  change  in  the  material 
used  nor  in  the  method  of  manufacture  of  the  material. 

The  request  is  to  show  a  change  of  corporate  name  from 
Speed  Fastener,  Incorporated  to  Speed  Fastener,  Incorpo¬ 
rated,  A  Subsidiary  of  Elco  Industries,  Incorporated  and  to 


be  marketed  under  the  trade  name  Bostitch,  Division  of 
Textron,  Incorporated  for  the  following: 

Model  825C  Low  Velocity  Stud  Driver 

Model  475  Low  Velocity  Stud  Driver 

Model  475A  Low  Velocity  Stud  Driver 

Y Diameter  and  Yk"  Diameter  Standard  Vel. 

Fasteners  and  5/ig"  Low  Velocity  Fasteners. 

Power  loads  will  be  furnished  by  Olin  Mathieson  Chemical 
Corporation. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  19,  1968  under 
Calendar  Number  445-66-SM  be  reopened  and  amended  so 
as  to  show  a  change  of  corporate  name  of  owner-manu¬ 
facturer;  new  name  being  Speed  Fastener,  Incorporated,  A 
Subsidiary  of  Elco  Industries,  Incorporated  and  to  show 
an  added  trade  name ;  the  new  trade  name  being  Bostitch,  Di¬ 
vision  of  Textron,  Incorporated,  on  condition  that  the  re¬ 
quirements  of  the  resolution  adopted  March  19,  1968  under 
Calendar  Number  445-66-SM  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  ownership, 
change  of  corporate  name,  change  of  address  or  to  submit 
the  annual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with 
the  above  report. 

446-66-SM 

APPLICANT — Speed  Fastener,  Incorporated,  A  Subsidiary 
of  Elco  Industries,  Incorporated,  owner. 

SUBJECT — Change  in  corporate  name  and  added  trade 
name. 

APPEARANCES— 

For  Applicant :  John  M.  Keane. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll .  5 

Negative: .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
446-66-SM — Amendment  to  resolution  as  to  change  in  cor¬ 
porate  name  and  added  trade  name. 

Speed  Fastener,  Incorporated,  A  Subsidiary  of  Elco  In¬ 
dustries,  Incorporated,  St.  Louis,  Missouri,  requested  that  the 
resolution  adopted  March  19,  1968  under  Calendar  Number 
446-66-SM  be  reopened  and  amended  so  as  to  show  a  change 
in  corporate  name  and  added  trade  name. 

PROPOSED  USE:  High  velocity  power-actuated  tool  for 
fastening  studs  into  steel  and/or  concrete. 

DESCRIPTION :  There  has  been  no  change  in  the  material 
used  nor  in  the  method  of  manufacture  of  the  material. 
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The  request  is  to  show  a  change  of  corporate  name  from 
Speed  Fastener,  Incorporated  to  Speed  Fastener,  Incorpo¬ 
rated,  A  Subsidiary  of  Elco  Industries,  Incorporated  and  to 
be  marketed  under  the  trade  name  Bostitch,  Division  of 
Textron,  Incorporated  for  the  following: 

Model  825  Ya  and  34  Stud  Driver 
Model  475  Low  Velocity  Stud  Driver 

Model  475A  Low  Velocity  Stud  Driver 

Ya"  Diameter  and  34”  Diameter  Standard  Vel. 

Fasteners  and  5/16"  Low  Velocity  Fasteners. 

Power  loads  will  be  furnished  by  Olin  Mathieson  Chemical 
Corporation. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  19,  1968  under 
Calendar  Number  446-66-SM  be  reopened  and  amended  so 
as  to  show  a  change  of  corporate  name  of  owner-manufac¬ 
turer  ;  new  name  being  Speed  Fastener,  Incorporated,  A  Sub¬ 
sidiary  of  Eloo  Industries,  Incorporated  and  to  show  an  added 
trade  name ;  the  new  trade  name  being  Bostitch,  Division  of 
Textron,  Incorporated  on  condition  that  the  requirements  of 
the  resolution  adopted  March  19,  1968  under  Calendar 
Number  446-66-SM  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 
Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with  the 
above  report. 

769-72-SM 

APPLICANT — J.  A.  Sexauer  Manufacturing  Company, 
Incorporated,  owner. 

SUBJECT — Anti-syphon  ballcock. 

APPEARANCES— 

For  Applicant:  Thomas  J.  Underland. 

For  Opposition  :  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  . .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
769-72-SM — J.  A.  Sexauer  Manufacturing  Company,  In¬ 
corporated,  White  Plains,  New  York,  for  Rol-O- Valve  Com¬ 
pany,  Warner  Robins,  Georgia,  filed  for  approval  of  the 
No.  8900  Sexauer  Anti-Syphon  Ballcock  under  the  pro¬ 
visions  of  RS  16  of  the  Building  Code  of  the  City  of  New 
York. 

PROPOSED  USE:  Anti-syphon  ballcock. 

DESCRIPTION :  The  ballcock  is  used  to  control  the 
amount  of  water  supplied  to  the  toilet  tank.  The  float  valve 


is  produced  from  A.  B.  S.  plastic.  The  ballcock  is  a  positive 
anti-syphon  diaphragm-plunger  type.  Features  include  quick 
and  quiet  fill,  no  splash,  and  instant  shut-off. 

INSPECTION  AND  TEST:  The  ballcock  has  been  ap¬ 
proved  as  a  positive  anti-syphon  type  by  the  United  States 
General  Service  Administration  and  the  Cherokee  Engineer¬ 
ing  Company,  Registered  Professional  Engineers,  Macon, 
Georgia. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  No.  8900  Sexauer  Anti-Syphon 
Ballcock  under  the  provisions  of  RS  16  of  the  Building  Code 
of  the  City  of  New  York  on  condition  that  the  ballcock  shall 
be  located  at  least  1"  above  the  flood  level  rim  of  any  bowl 
for  which  it  is  being  used.  The  ballcocks  shall  be  permanently 
labeled:  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Calendar  Number  769-72- 
SM  ” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  con¬ 
trols  of  the  product  manufactured,  shall  be  filed  annually 
with  this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  corporate  name,  change  of  address  or  to 
submit  the  annual  affidavit  will  be  cause  for  revocation  of 
approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test. 

Stuart  Lowenthal, 
Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


800-72-SM 

APPLICANT — CBS  Steel  and  Supply  Company,  Incor¬ 
porated,  owner. 

SUBJECT— Pipe  fitting. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll .  5 

N  egative : .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads : 
800-72-SM— CBS  Steel  and  Supply  Company,  Incorporated, 
New  York,  for  Victaulic  Company  of  Japan,  Tokyo,  Japan, 
filed  for  approval  of  A-0  Rubber  Gasketed  Fittings  under 
the  provisions  of  RS  16  of  the  Building  Code  of  the  City  of 
New  York. 

PROPOSED  USE:  Pipe  fitting. 

DESCRIPTION :  The  malleable  iron  fitting  joins  two  ends 
of  grooved  and  steel  pipe.  The  pipe  sizes  are  from  2"  diameter 
to  10"  diameter.  Working  pressure  is  175  psi.  The  fitting 
consists  of  a  rubber  gasket,  two  housing  halves,  and  bolts. 
The  gasket  is  slipped  over  both  pipe  ends  after  the  ends  have 
been  smeared  with  a  non-petroleum  base  grease.  The  housing 
halves  are  placed  over  the  gasket  and  tightened  with  the  bolts. 
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INSPECTION  AND  TEST :  The  gasket  has  been  approved 
by  Underwriters’  Laboratories  (File  Ex2657,  Assignment 
69NK5804,  on  file). 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  A-0  Rubber  Gasketed  Fittings  under 
the  provisions  of  RS  16  of  the  Building  Code  of  the  City  of 
New  York.  The  fittings  shall  be  permanently  labeled:  “Ap- 
'  proved  by  the  Board  of  Standards  and  Appeals  for  use  in 
New  York  City  under  Calendar  Number  800-72-SM”. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  corporate  name,  change  of  address  or  to 
submit  the  annual  affidavit  will  be  cause  for  revocation  of 
approval. 

(Sgd.)  John  P.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

_ 

281-73-SA 

APPLICANT — Grinnell  Fire  Protection  Systems  Company, 
Incorporated,  owner. 

SUBJECT — Application  May  7,  1973 — Aquamatic  (On-Off) 
Sprinkler  Model  F920  Plain  and  Chrome  Plated — Model 
F782  recessed.  Approval  of. 

APPEARANCES— 

For  Applicant:  J.  A.  Darts  and  H.  R.  Kazarian. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative :  . '  ’  ’  |  ’  q 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
281-73-SA — Grinnell  Fire  Protection  Systems  Company, 
Incoi  porated,  Providence,  Rhode  Island,  filed  for  approval 
of  Aquamatic  Sprinkler  Heads,  Models  F920  and  F782,  under 
the  provisions  of  RS  17  of  the  Building  Code  of  the  City 
of  New  York. 

PROPOSED  USE:  Automatic  sprinkler  head. 
DESCRIPTION :  The  Model  F920  sprinkler  head  consists 
of  a  brass  body,  inlet,  deflector,  pilot  valve  and  piston,  bi¬ 
metallic  snap  disc,  phosphor  bronze  spring  and  screen,  and 
silicone  “O”  rings.  When  the  air  temperature  reaches  16S°F., 
the  biametallic  snap  disc  opens  the  pilot  valve,  permitting 
system  pressure  below  the  piston  to  exhaust  into  the  sprin¬ 
kler  waterway.  Because  water  is  exhausting  faster  than 
make-up  water  can  enter  through  the  inlet  restriction,  the 
system  supply  pressure  forces  the  piston  open,  permitting 
a  full  flow  of  water  through  the  sprinkler.  When  the  air 
cools  to  approximately  100°F.,  the  reverse  process  closes  the 
sprinkler. 

The  Model  F  782  sprinkler  head  varies  from  the  Model 
F  920  sprinkler  in  that  it  is  chrome  plated  and  has  a  cup-like 


cast  iron  base,  a  steel  escutcheon  plate,  and  a  partial  cover 
plate  fitted  to  the  escutcheon  plate. 

INSPECTION  AND  1 EST :  The  sprinkler  heads  have 
been  approved  by  Underwriters’  Laboratories  (File  Ex  2813). 
RECOMMENDATION :  The  Committee  on  Test  recom- 
"le£ds  the  approval  of  Aquamatic  Sprinkler  Heads,  Models 
t  920  and  F  782,  on  condition  that  all  installations  shall 
comply  with  the  requirements  of  the  Fire  Department.  The 
sprinklers  shall  be  permanently  labeled:  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
u['^er  Calendar  Number  281-73-SA.”  This  statement  may  be 
abbreviated  to  fit  on  the  type  of  decal  which  would  be 
needed  to  accommodate  the  small  size  of  the  sprinklers. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  corporate  name,  change  of  address  or  to 
submit  the  annual  affidavit  will  be  cause  for  revocation  of 
approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 

378-73-SA 

APPLICANT — Thomas  F.  McCarthy  for  Fire  Controls, 
Incorporated,  owner. 

SUBJECT — Application  June  19,  1973 — Alarm  Reporting 
System,  various  models,  approval  of. 

APPEARANCES— 

For  Applicant :  Thomas  F.  McCarthy. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative  :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commission  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  o 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
378-73-SA — Thomas  F.  McCarthy  for  Fire  Controls,  Incor¬ 
porated,  Woodside,  New  York,  filed  for  approval  of  Fire 
Control’s  Alarm  Reporting  System  under  the  provisions  of 
Article  17  and  RS  17  of  the  Building  Code  of  the  City  of 
New  York. 

PROPOSED  USE:  Alarm  reporting  system. 
DESCRIPTION :  The  system  displays  and  controls  manual 
station  detectors  and  water  flow  alarm  initiating  zones.  Each 
alarm  initiating  zone  is  supervised  and  is  turned  off  only  by 
being  reset.  Optionally,  the  system  sounds  a  coded  signal 
ever  sounding  devices,  energizes  required  control  functions, 
and  prints  the  type,  time,  and  zone  of  alarm  on  an  alarm 
printer.  Components  of  the  system  are  as  follows : 

Series  SRP — Supplementary  supervisory  and  control 
unit. 

Series  ZCP — Coding  unit. 
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Series  700 — Alarm  reporting  and  indicating  unit  (mul¬ 
tiplexing  type).  .  .  , 

Series  900— Alarm  reporting  and  indicating  unit  (hard¬ 
wire  type). 

Series  990 — Alarm  printer. 

Series  210 — Fire  alarm  pull  station. 

INSPECTION  AND  TEST:  The  equipment  is  approved 
by  Underwriters’  Laboratories  and  Factory  Mutual  Insur¬ 
ance  Corporation  and  has  been  recommended  for  approval 
by  the  Division  of  Fire  Prevention. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  equipment  listed  above  under  the 
provisions  of  Article  17  and  RS  17  of  the  Building  Code  on 
condition  that  the  requirements  of  the  Fire  Department 
shall  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthau, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 

153-59-SA 

APPLICANT— Philco-Ford  Corporation,  owner. 
SUBJECT — Revocation. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  . . .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  sold  in  New  York  City. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

155-59-SA 

APPLICANT — Philco-Ford  Corporation,  owner. 
SUBJECT — Revocation. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  ~ 

N  egative :  .  ^ 

THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

1020-65-SM 

APPLICANT— United  States  Gypsum  Company,  owner. 
SUBJECT — Withdrawal  of  amendment. 

APPEARANCES— 

For  Applicant:  E.  V.  Salvo. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE — 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 

Commissioner  Carroll  .  5 

Negative:  .  0 


1270-65-SA 

APPLICANT — A  Division  of  Rixson  Incorporated  for  Py- 
rotector,  Incorporated,  owner. 

SUBJECT — Revocation. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  . . .  5 

Negative:  . .  0 

THE  RESOLUTION— 


Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


248-73-A 

APPLICANT — Alphonse  J.  Calvanico  for  Frank  Raccuglia, 

owner. 

SUBJECT — Application  April  27,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— Whitwell  Place,  south  side, 
720.42  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  190, 
Borough  of  (Todt  Hill)  Richmond. 

APPEARANCES— 

For  Applicant:  Alphonse  J.  Calvanico. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Klein,  Vice  Chairman  Augsta, 
Commissioner  Hornstein,  Commissioner  Walsh 
and  Commissioner  Carroll  .  5 
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THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  30,  1973,  on  N.B.  Applic.  403/1973,  reads: 

“1.  Certificate  of  Occupancy  will  not  be  issued  as 
the  street  giving  access  to  this  new  building  is  not  in¬ 
cluded  in  the  Official  Map  of  the  City  of  New  York 
and  is  contrary  to  Art.  Ill,  Paragraph  36  of  the  Gen¬ 
eral  City  Law  as  amended. 

2.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  front  directly 
upon  legally  mapped  street  or  frontage  space  contrary 
to  Section  C  26-401.1  of  the  building  code.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  March  30,  1973  acting  on  N.B.  Applic.  403/1973, 
Objection  Nos.  one  and  two  be  and  it  hereby  is  affimed  and 
that  the  appeal  be  and  it  hereby  is  denied. 


249-73-A 

APPLICANT — Alphonse  J.  Calvanico  for  Frank  Raccuglia, 
owner. 

SUBJECT— Application  April  27,  1973— filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  ire-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — Whitwell  Place,  south  side, 
620.42  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  185, 
Borough  of  (Todt  Hill)  Richmond. 

APPEARANCES— 

For  Applicant:  Alphonse  J.  Calvanico. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  q 

Negative:  .  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 
Commissioner  Carroll  .  5 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent 
dated  March  30,  1973,  on  N.B.  Applic.  402/73,  reads : 

“1.  Certificate  of  Occupancy  will  not  be  issued  as 
the  street  giving  access  to  this  new  building  is  not  in¬ 
cluded  in  the  Official  Map  of  the  City  of  New  York  and 
is  contrary  to  Art.  Ill,  Paragraph  36  of  the  General  City 
Law  as  amended. 

2.  Proposed  construction  does  not  have  at  least  8% 
of  the  total  perimeter  of  the  building  front  directly  upon 
legally  mapped  street  or  frontage  space  contrary  to 
Section  C  26-401.1  of  the  building  code.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  March  30,  1973  acting  on  N.B.  Applic.  402/1973,  Ob¬ 
jection  Nos.  one  and  two  be  and  it  hereby  is  affirmed  and 
that  the  appeal  be  and  it  hereby  is  denied. 


250-73-A 

APPLICANT — Alphonse  J.  Calvanico  for  Raymond  Guc- 
ciardo,  owner. 

SUBJECT — Application  April  27,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 


PREMISES  AFFECTED — Whitwell  Place,  north  side, 
420.15  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  127, 
Borough  of  (Todt  Hill)  Richmond. 

APPEARANCES— 

For  Applicant:  Alphonse  J.  Calvanico. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  o 

Negative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 
Commissioner  Carroll  .  5 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  30,  1973,  on  N.B.  Applic.  404/73,  reads : 

“1.  Certificate  of  Occupancy  will  not  be  issued  as 
the  street  giving  access  to  this  new  building  is  not  in¬ 
cluded  in  the  Official  Map  of  the  City  of  New  York  and 
is  contrary  to  Art.  Ill,  Paragraph  36  of  the  General 
City  Law  as  amended. 

2.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  front  directly 
upon  legally  mapped  street  or  frontage  space  contrary 
to  Section  C26-4t)l.l  of  the  building  code.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  March  30,  1973  acting  on  N.B.  Applic.  404/1973,  Ob¬ 
jection  Nos.  one  and  two  be  and  it  hereby  is  affirmed  and 
that  the  appeal  be  and  it  hereby  is  denied. 


251-73-A 

APPLICANT — Alphonse  J.  Calvanico  for  Raymond  Guc- 
ciardo,  owner. 

SUBJECT — Application  April  27,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — Whitwell  Place,  north  side, 
525.15  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  122, 
Borough  of  (Todt  Hill)  Richmond. 

APPEARANCES— 

For  Applicant:  A.  Calvanico. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  o 

Negative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 
Commissioner  Carroll  .  5 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 

dated  March  30,  1973,  on  N.B.  Applic.  405/73,  reads : 

“1.  Certificate  of  Occupancy  will  not  be  issued  as 
the  street  giving  access  to  this  new  building  is  not  in¬ 
cluded  in  the  Official  Map  of  the  City  of  New  York  and 
is  contrary  to  Art.  Ill,  Paragraph  36  of  the  General 
City  Law  as  amended. 

2.  Proposed  construction  does  not  have  at  least  8% 
of  the  total  perimeter  of  the  building  front  directly  upon 
legally  mapped  street  or  frontage  space  contrary  to 
Section  C  26-401.1  of  the  building  code.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended  that 

the  appeal  be  denied. 


s 


n 

•VI 

r 


741 


Bfi 


MINUTES 


Resolved  that  the  decision  of  the  Borough  Superintendent, 
dated  March  30,  1973  acting  on  N.B.  Applic..  405/1973  Ob¬ 
jection  Nos.  one  and  two  be  and  it  hereby  is  affirmed  and 
that  the  appeal  be  and  it  hereby  is  denied. 


252-73-A 

APPLICANT— Alphonse  J.  Calvanico  for  Raymond  Guc- 
ciardo,  owner. 

SUBJECT— Application  April  27,  1973— filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — Whitwell  Place,  north  side, 

630.15  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  117, 
Borough  of  (Todt  Hill)  Richmond. 

APPEARANCES— 

For  Applicant:  A.  J.  Calvanico. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  . . . . . .  •  ® 

Negative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 
Commissioner  Carroll  .  ^ 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  30,  1973,  on  N.B.  Applic.  406/73,  reads  : 

“1.  Certificate  of  Occupancy  will  not  be  issued  as 
the  street  giving  access  to  this  new  building  is  not  in¬ 
cluded  in  the  Official  Map  of  the  City  of  New  York  and 
is  contrary  to  Art.  Ill,  Paragraph  36  of  the  General 
City  Law  as  amended. 

2.  Proposed  construction  does  not  have  at  least  8% 
of  the  total  perimeter  of  the  building  front  directly  upon 
legally  mapped  street  or  frontage  space  contrary  to  Sec¬ 
tion  C  26-401.1  of  the  building  code.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in- 
spected  by  3.  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  March  30,  1973  acting  on  N.B.  Applic.  406/1973  Ob¬ 
jection  Nos.  one  and  two  be  and  it  hereby  is  affirmed  and 
that  the  appeal  be  and  it  hereby  is  denied. 


253-73-A 

APPLICANT— Alphonse  J.  Calvanico  for  Raymond  Guc- 
ciardo,  owner. 

SUBJECT— Application  April  27,  1973— filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— Whitwell  Place,  north  side, 

735.15  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  112, 
Borough  of  (Todt  Hill)  Richmond. 

APPEARANCES— 

For  Applicant:  A.  J.  Calvanico. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  . . . . : . ; . . .  0 

Negative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 
Commissioner  Carroll  .  5 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  30,  1973,  on  N.B.  Applic.  407/73,  reads : 

“1.  Certificate  of  Occupancy  will  not  be  issued  as 
the  street  giving  access  to  this  new  building  is  not  in¬ 


cluded  in  the  Official  Map  of  the  City  of  New  \  ork 
and  is  contrary  to  Art.  Ill,  Paragraph  36  of  the  General 
City  Law  as  amended. 

2.  Proposed  construction  does  not  have  at  least  8 7o 
of  the  total  perimeter  of  the  building  front  directly 
upon  legally  mapped  street  or  frontage  space  contrary 
to  Section  C  26-401.1  of  the  building  code. 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  March  30,  1973  acting  on  N.B.  Applic.  407/1973  Ob¬ 
jection  Nos.  one  and  two  be  and  it  hereby  is  affirmed  and 
that  the  appeal  be  and  it  hereby  is  denied. 


254-73-A 

APPLICANT— Alphonse  J.  Calvanico  for  Raymond  Guc- 
ciardo,  owner. 

SUBJECT— Application  April  27,  1973— filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— Whitwell  Place,  north  side, 

835.15  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  107, 
Borough  of  (Todt  Hill)  Richmond. 

APPEARANCES— 

For  Applicant:  A.  J.  Calvanico. 

ACTION  OF  BOARD— Appeal  denied. 


THE  VOTE  TO  GRANT— 

Affirmative :  . . ; . . . • . ^ 

Negative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 
Commissioner  Carroll  .  5 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  30,  1973,  on  N.B.  Applic.  408/73,  reads: 

“1.  Certificate  of  Occupancy  will  not.be  issued  as 
the  street  giving  access  to  this  new  building  is  not 
included  in  the  Official  Map  of  the  City  of  New  York 
and  is  contrary  to  Art.  Ill,  Paragraph  36  of  the  General 

City  Law  as  amended. 

2.  Proposed  construction  does  not  have  at  least  8 % 
of  the  total  perimeter  of  the  building  front  directly  upon 
legally  mapped  street  or  frontage  space  contrary  to  Sec¬ 
tion  C 26-401.1  of  the  building  code.” 

and 

Whereas,  the  premises  and  surounding  area  were  inspected 
by  a  committee  of  the  Board  which  recommended,  that  the 
appeal  be  denied. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  March  30,  1973  acting  on  N.B.  Applic..  408/1973 
Objection  Nos.  one  and  two  be  and  it  hereby  is  affirmed 
and  that  the  appeal  be  and  it  hereby  is  denied. 


255-73-A 

APPLICANT— Alphonse  J.  Calvanico  for  Raymond  Guc- 
ciardo,  owner. 

SUBJECT— Application  April  27,  1973— filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— Whitwell  Place,  north  side, 

935.15  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  102, 
Borough  of  (Todt  Hill)  Richmond. 

APPEARANCES— 

For  Applicant:  A.  J.  Calvanico. 

ACTION  OF  BOARD — Appeal  denied. 
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THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 
Commissioner  Carroll  .  5 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  30,  1973,  on  N.B.  Applic.  409/73,  reads : 

“1.  Certificate  of  Occupancy  will  not  be  issued  as 
the  street  giving  access  to  this  new  building  is  not  in¬ 
cluded  in  the  Official  Map  of  the  City  of  New  York  and 
is  contrary  to  Art.  Ill,  Paragraph  36,  of  the  General 
City  Law  as  amended. 

2.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  front  directly 
upon  legally  mapped  street  or  frontage  space  contrary  to 
Section  C26-401.1  of  the  building  code.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  March  30,  1973,  acting  on  N.B.  Applic.  409/1973,  Ob¬ 
jection  Nos.  one  and  two,  be  and  it  hereby  is  affirmed  and 
that  the  appeal  be  and  it  hereby  is  denied. 


326-73-A 

APPLICANT — LaMoyne  D.  Bearden,  for  Eastman  Kodak 
Company,  owner. 

SUBJECT — Application  May  29,  1973 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner,  re-  packaging  of  Combus¬ 
tible  Mixtures  known  as  Recordak  Electrostatic  12N  Toner 
in  16  Fluid  ounce  Overcoated  Plastic  Bottle  with  Foil 
Membrane  and  Plastic  Screw  Cap,  not  in  compliance  with 
regulation  of  the  Administrative  Code  of  New  York  City. 

APPEARANCES— 

For  Applicant :  LaMoyne  D.  Bearden. 

For  Administration :  Capt.  J.  F.  Petraglia,  F.  D. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative: .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
April  26,  1973,  on  Folder  #122-1116,  reads: 

“We  regret  to  inform  you  that  your  application  to  reg¬ 
ister  your  product  Recordak  Electrostatic  12N  Toner 
in  containers  as  follows:  16  Fluid  ounce  Overcoated 
Plastic  Bottle  with  Foil  Membrane  and  Plastic  Screw 
Cap  is  disapproved.  Such  containers  are  not  in  compli¬ 
ance  with  our  regulations  to  wit :  C19-62.0.b  Combus¬ 
tible  mixtures  for  domestic  or  household  use  shall  be  put 
up  only  in  glass  bottles  up  to  32  oz.  or  in  cans  up  to 
2  gallons.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  April  26,  1973,  acting  on  Folder  No.  122-1116  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  container  comply  with  the 
drawing  filed  “May  29,  1973,”  one  sheet,  on  further  condition 
that  the  label  on  the  container  be  in  such  style  and  wording 
as  is  satisfactory  to  the  Fire  Commissioner;  and  that  in  all 


other  respects  all  laws,  rules  and  regulations  shall  be  com¬ 
plied  with. 


334-73-A 

APPLICANT — David  L.  Seed  for  Union  Carbide  Corpora¬ 
tion,  owner. 

SUBJECT — Application  June  4,  1973 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  packaging  of  combustible 
mixture  known  as  “Union  Carbide  High  Performing  Gas 
Treatment”  AS  225”,  with  170  degrees  flash  point  in  eight 
ounce  sealed  cans,  not  in  compliance  with  regulations  of 
the  Administrative  Code  of  New  York  City. 

APPEARANCES— 

For  Applicant :  David  L.  Seed. 

For  Opposition:  None. 

For  Administration:  Capt.  J.  F.  Petraglia,  F.  D. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll .  5 

Negative: .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
June  4th,  1973,  on  Folder  #122-2135  (A),  reads: 

“We  regret  to  inform  you  that  your  application  to  regis¬ 
ter  your  product  ‘Union  Carbide  High  Performing  Gas 
Treatment’  AS  225” — a  combustible  mixture  having  a 
flash  point  of  170°F.  (T.  O.  C.)  in  containers  as  follows: 
Eight  (8)  ounce  sealed  cans  is  disapproved.  Such  con¬ 
tainers  are  not  in  compliance  with  our  regulations  to 
wit:  Sec.  C19.62.0.b  NYC  Adm.  Code  requires  that 
containers  being  used  to  package  combustible  mixtures 
be  equipped  with  replaceable  tops  or  caps.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  June  4,  1973,  acting  on  Folder  No.  122-2135(A)  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  container  substantially 
comply  with  drawing  filed  “July  2,  1973 — 1  sheet”;  that  the 
label  have  prominently  displayed  instructions  that  the  entire 
contents  are  to  be  emptied  upon  initial  opening  and  that  the 
label  be  in  such  style  as  is  satisfactory  to  the  Fire  Commis¬ 
sioner,  and  that  in  all  other  respects  all  applicable  laws,  rules 
and  regulations  shall  be  complied  with. 


279-73-A 

APPLICANT — Bernard  Goodman  for  Tenants. 

OWNER  OF  PREMISES — Burton  E.  Eaton. 

SUBJECT — Application  May  4,  1973 — Revocation  of  Altera¬ 
tion  Permit  Nos.  1595-69  and  1596-69. 

PREMISES  AFFECTED — 206  and  210  East  17th  Street, 
south  side,  120  feet  east  of  Third  Avenue,  Block  897, 
Lots  69  and  71,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  None. 

For  Opposition :  I.  Minkin. 

ACTION  OF  BOARD — Laid  over  to  October  30,  1973,  at 
2  P.M. 

312-73-A 

APPLICANT — Albert  Homer  Swanke,  Poor  and  Swanke 
and  Partners  for  Wako  International  Corporation,  owner. 
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SUBJECT — Application  May  18,  1973— appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  egress,  stairs, 
windows. 

PREMISES  AFFECTED— 44  East  52nd  Street,  south  side, 
182  feet  west  of  Park  Avenue,  Block  1287,  Lot  143,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Sal  Criscuolo. 

ACTION  OF  BOARD— Laid  over  to  October  16,  1973,  at 
2  P.M. 

335-73-A 

APPLICANT— Spector  Freight  System,  Incorporated, 
owner. 


SUBJECT— Application  May  31,  1973— appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  installation  of  approved 
standpipe. 

PREMISES  AFFECTED— 1313  Grand  Street,  north  side, 
490  feet  east  of  Gardner  Avenue,  Block  2930,  Lots  90  and 
26,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Wm.  Biederman,  F.  A.  Ferraro,  and  A. 
George  Mallis. 

For  Administration:  Capt.  J.  F.  Petraglia,  F.  D. 
ACTION  OF  BOARD — Laid  over  to  October  9,  1973, 
at  2  P.M.  For  decision. 

Adjourned:  3:20  P.M. 

John  B.  Cincotta,  Executive  Director 
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^CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  July  17,  1973,  as  they 
appeared  in  Bulletin  30,  Vol.  58,  are  corrected  to  read  as 
follows : 


379-73-SA 

APPLICANT — Thomas  F.  McCarthy  for  Commercial 
Radio-Sound,  Corp.,  owner. 

APPEARANCES— 

For  Applicant:  Thomas  F.  McCarthy. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 

Commissioner  Carroll  .  5 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
379-73-SA — Thomas  F.  McCarthy  for  Commercial  Radio- 
Sound  Corporation,  New  York,  filed  for  approval  of  Class  E 
fire  alarm  equipment  under  the  provisions  of  Article  17  and 
RS  17  of  the  Building  Code  of  the  City  of  New  York. 
PROPOSED  USE:  Class  E  fire  alarm  equipment. 
DESCRIPTION :  The  system  provides  a  binary  coded 
parallel  connected  fire  detection,  fire  communication  and  con¬ 
trol  system  in  accordance  with  Local  Law  #5/73. 

The  system  uses  a  common  data  cable  to  transmit  and  re¬ 
ceive  signals  and  alarms.  The  system  consists  of  a  fire  com¬ 
mand  station,  remote  annunciators,  manual  pull  stations,  de¬ 
tectors,  Fire  Warden  stations  and  paging  communication 
equipment.  A  communication  channel  can  be  established  both 
by  manually  addressing  or  automatically, 

.  The  system  is  fully  supervised  by  having  each  device  con¬ 
tinuously  interrogated  by  the  Fire  Command  Station.  Each 
unit  must,  acknowledge  it  is  functioning  properly  and  if  not 
an  indication  is  reported  at  F/C  station. 

.  If  an  alarm  initiating  device  is  activated,  it  transmits  a 
signal  to  the  Fire  Command  Station,  to  remote  annunciators 
and  to  Central  Office  and  remains  displayed  until  the  circuit 
has  been  reset.  In  addition  it  automatically  turns  on  the  alarm 
signal  for  the  floor  and  floors  above.  Also  as  required  by 
Local  Law  #5  provisions  are  made  to  control  manually  or 
automatically  as  required,  fans,  elevators,  door  strikes,  and 
notify  the  Central  Office. 

Communication  circuits  are  provided  to  selectively  talk  to 
each  Fire  Warden  from  the  Fire  Command  Station.  Pro¬ 
vision  is  made  to  alert  the  FSD  upon  an  alarm  condition.  In 
the  event  the  fire  safety  director  does  not  acknowledge  an 
alarm  within  a  specified  time  then  an  alarm  is  sounded 
throughout  the  building.  All  equipment  is  modular  in  form 
for  easy  expansion. 

Series  Description 

CR — 5000  Fire  Command  Console  to  contain 

preamplifiers,  compressor,  monitor 
panel,  alarm  signal  generator,  an¬ 
nunciators,  relay  power  supply,  re¬ 
lays  and  switches,  multiplex  equip¬ 
ment,  etc.  (  modular  ) . 

CR — 5001  Amplifier  Rack  Assembly  to  include 

amplifiers,  blowers  and  supervisory 
circuits  for  imminent  failure  and 
tamper  switches  (modular). 

CR — 4170  Pre-Amp 

CR — 4171  Compressor 

CR — 2040  Power  Supply 

CR — 2041  Power  Supply 


CR— 2037 

Relay  Power  Supply 

CR— 2038 

Relay  Power  Supply 

CR— 2039 

Relay  Power  Supply 

CR— 4172 

Amplifier 

CR— 4173 

Amplifier 

CR — 4174 

Amplifier 

CR — 4175 

Amplifier 

CR— 3571 

Alarm  Signal  Generator 

CR— 7239 

Monitor  Panel 

CR— 3570 

Alarm  Sig.  Generator 

CR— 12903 

Message  Repeater 

CR— 12904-A 

Tape  Amplifier 

CR— 12904-B 

Tape  Amplifier 

CR— 2561 

Power  Contractor 

CR— 2562 

Circuit  Breaker 

CR— 4060 

Blower 

CR— 9150 

Microphone 

CR— 9152 

Mini  Phone 

CR— 9151 

Desk  Phone 

CR— 2560 

Volume  Control 

CR— 6340 

Re-entrant  Horn 

CR— 6341 

Adapter 

CR— 6342 

Adapter 

CR— 6343 

2-Way  Corridor  Housing 

CR— 6344 

Stairwell  Housing 

CR— 6345 

Re-entrant  Housing 

CR— 6346 

Re-entrant  Housing* 

CR— 6347 

Re-entrant  Housing* 

CR— 70-71-72-73) 
CR— 74-75-76-77) 

Multiplex  cable  as  require 

CR— 250 

Fire  Warden  Station 

210 

Fire  Alarm  Station 

990 

Printer 

906 

Status  Indicator 

700 

Transponder 

Remote  Annunicator 

900 

Detector  and  Sprinkler 
Annunciator 

*  For  400  F. — 1 

hour 

310 

Electric  Door  Release 

D1A-6 

Air  Duct  Detectors 

D1A-9 

D1S-3/5A 

Ionization  Fire  Detectors 

D1S-5B 

Ceiling  Smoke  Detector 

F1U-6 

Fire  Indicating  Unit 

Z1U-6 

Zone  Indicating  Unit 

DT 

Thermal  Detectors 

CR-1-1E 

Low  Voltage  Control  Panel 

CP-130 

Low  Voltage  Control  Panel 

DA-1 

Low  Voltage  Air  Duct  Detector 

D1-2B-2F 

Low  Voltage  Ionization  Detector 

SR  P 

Supplementary  Supervisory  &  Control 

Panel 

ZCP 

Supervisory  Coding  Unit 

FCU-120 

Fuse  Cut-Out 

The  Pyralarm  Equipment  has  been  previously  approved 
under  Cal.  No.  258-72-SA,  Pyrotronics  Incorporated,  New 
Jersey. 

The  Pull  Station  210  Series  will  be  painted  red  instead  of 
white  as  described. 

The  Fire  Warden  Station  250  Series  will  have  the  code 
button  revised  from  the  lock  in  type  to  a  simple  “push  to 
call”  type  and  the  words  “Pull  Down”  will  be  deleted. 

The  teflon  wire  listed  has  been  submitted  by  Hitemp 
Wires  Incorporated,  Glen  Cove,  and  meets  Reference  Stand¬ 
ard  RS  17-3 A  and  17-3B  and  Underwriters’  Laboratory, 
Incorporated,  Standard  type  1330. 

INSPECTION  AND  TEST :  The  power  supplies  and 
amplifiers  have  been  approved  by  Underwriters’  Labora¬ 
tories  (File  El 7934).  The  system  has  been  recommended 
for  approval  by  the  Division  of  Fire  Prevention. 
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RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Class  E  fire  alarm  equipment 
listed  above  under  the  provisions  of  Article  17  and  RS  17 
(including  Local  Law  No.  5—1973)  of  the  Building  Code 
of  the  City  of  New  York  on  condition  that  the  requirements 
of  the  Fire  Department  shall  be  complied  with.  The  equip¬ 
ment  shall  be  permanently  labeled :  “Approved  by  the  Board 
of  Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  379-73-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  ownership, 


change  of  corporate  name,  change  of  address  or  to  submit 
the  annual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 
Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 

*  Correction :  The  applicant’s  name  is  corrected  to  read  as 
shown  above  in  italics. 


746 


BOARD  OF  STANDARDS  AND  APPEALS 
80  LAFAYETTE  STREET 
NEW  YORK,  N.  Y.  10013 


BULK  RATE 
U.  S.  POSTAGE 

PAID 

Permit  No.  4875 
New  York,  N.  Y. 


'University  Of  Illinois  Library 
Att:  Serial  Dept* 

Urbana,  Ill*  6l801 


748 


w 


BULLETIN 

OF  THE 

BOARD  OF  STANDARDS  AND  APPEALS 

OF  THE  CITY  OF  NEW  YORK 

Issued  under  authority  of  Chapter  27,  Section  665  of  the  Charter  of  the  City  of  New  York 
Published  weekly  by  the  Board  of  Standards  and  Appeals  at  its  office,  80  Lafayette  Street,  9th  Floor,  Manhattan, 

New  York,  N.  Y.  10013 


Vol.  LVIII  October  4,  1973 


By  Mail,  65  cents  (Cash  only) 
Single  Copies,  50  cents 


No.  40 


DIRECTORY 

BOARD  OF  STANDARDS  AND  APPEALS 


JOSEPH  B.  KLEIN,  Chairman 
Philip  P.  Agusta,  Vice  Chairman 
Howard  B.  Hornstein 
Jeremiah  T.  Walsh 
Harry  M.  Carroll 

Commissioners. 


John  B.  Cincotta,  Executive  Director 
Richard  B.  Atwell,  Deputy  Director 
Frances  M.  Waldron,  Secretary 


Avril  H.  Latham,  Chief  Clerk 


Office — 80  Lafayette  Street,  9th  Floor,  Manhattan,  New 
York,  N.  Y.  10013. 

Telephone — 566-5174. 


PUBLIC  NOTICES 

It  has  on  many  occasions  been  noted  that  additional 
papers  have  been  filed  by  the  applicant  after  a  case  has 
been  calendared  for  hearing. 

This  situation  will  no  longer  be  permitted.  The  only 
additional  papers  permitted  to  be  filed  will  be  communi¬ 
cations  from  the  local  community  planning  boards,  ob¬ 
jectors  or  other  city  agencies. 

If  at  the  hearing  an  applicant  wishes  to  submit  addi¬ 
tional  information  then  the  Board  will  consider  the 
request. 

JOSEPH  B.  KLEIN 
Chairman 


The  resolutions  of  the  Board  of  Standards  and  Ap¬ 
peals  are  now  filed  the  day  following  public  hearings.  By 
virtue  of  recent  court  decisions  the  time  for  commencing 
review  proceedings  of  Board  determinations  starts  from 
the  date  of  the  filing  of  the  Board’s  resolution. 

JOSEPH  B.  KLEIN 
Chairman 


COURT  DECISION 

CALENDAR  NUMBERS  662-72-A  AND  663-72-A 

Matter  of  C.  Lombardi  Builders,  Inc.  v.  Stein — On  March  6,  1973 
the  Board  denied  the  application,  based  on  an  appeal  from  a  decision 
of  the  Borough  Superintendent  re-  rear  yard,  storm  water  drainage. 
Calendar  Numbers  662-72-A  and  663-72-A,  Premises  410  and  430  Rail¬ 
road  Avenue,  northeast  and  southeast  corner  of  Linden  Lane,  Block 
3328,  Lots  5  and  135,  Dongan  Hills,  Borough  of  Richmond. 

At  Richmond  County  Supreme  Court,  Special  Term,  Part  I,  Justice 
Titone  rendered  the  following  decision: 

“.  .  .  reversed  the  Board’s  denial  of  the  application  and  stated 
that,  in  the  court’s  opinion  the  petitioner  is  caught  in  an  unfair 
and  illegal  squeeze.  On  the  one  hand  there  are  serious  drainage 
problems  in  the  area  which  can  really  be  resolved  only  by  con¬ 
structing  a  storm  sewer.  On  the  other  hand  petitioner  owns  the 
property  at  a  considerable  cost  to  himself  and  has  the  right  to  build 
thereon.  It  is  not  his  obligation  to  build  the  storm  sewer  .  .  .” 

(New  York  Law  Journal,  July  19,  1973,  Page  13) 


CONTENTS 


Public  Notices. 

Court  Decision. 

Docket. 

Notice  of  Hearing  of  Calendar. 

Minutes  of  Regular  Meeting,  Tuesday  Morning,  Septem¬ 
ber  25,  1973,  Affecting  Calendar  Numbers — 

70-73-BZ  351-73-BZ  86-73-BZ 

90-73-BZ  352-73-BZ  138-73-BZ 

298-73-BZ  353-73-BZ  220-73-B  Z 

836-72-BZ 

Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  Sep¬ 
tember  25,  1973,  Affecting  Calendar  Numbers — 

346- 73-A  239-73-A  227-73-A 

347- 73-A  192-73-A  343-73-A 

409-73-A  193-73-A  408-73-A 

194-73-A 

Correction  Affecting  Calendar  Number — 

502-53-SM 

Proposed  Amendments  of  Rules  for  Arc  and  Gas  Weld¬ 
ing  and  Oxygen  Cutting  of  Steel,  Covering  The  Speci¬ 
fications  for  Design,  Fabrication  and  Inspection  of  Arc 
and  Gas  Welded  Steel  Structures  and  IHE 

tions  of  Welders  and  Supervisors. 

:cr  2  5  1973 


5 

: : 
'  1 

;  J 

■I 

r;5 

I 

r 


c 

3 


C-:J 

ft 

K* 


749 


UNIVERSITY  OF  ILLINOIS 
AT  URBANA-CHAMPAIGN 


CALENDAR 


DOCKET 

New  Cases  Filed  up  to  September  25, 1973 
Cal.  No.  Dept.  Premises  Affected 

51 1- 73- A — B.R. — 2500  Victory  Boulevard  and  657  Wil- 
lowbrook  Road,  northeast  corner  of  Gannon  Avenue, 
Block  751,  Lots  9,  45,  Willowbrook,  Borough  of  Rich¬ 
mond,  N.B.  837-73,  re-  auto  repairs,  sales  of  new  and 
used  cars,  C2-1,  Cl-1,  R3-2  district. 

512- 73-BZ— B.R. — 90  Bowles  Avenue,  south  side,  106  58 
feet  east  of  Morningstar  Road,  Block  1148,  Lot  53, 
Graniteville,  Borough  of  Richmond,  Community  Board 
#1,  N.B.  169-73,  re-  one  family  dwelling,  R-4  district. 

513- 73-SM — Otis  Elevator  Company,  elevator  hoistway- 
doors  and  entrances  horizontally  sliding,  manufactured 
by  Otis  Elevator  Company,  Material. 

514- 73-SA — Delco  Electronics  Division,  General  Motors 
Corporation  del-con  D-351  security  system  for  fire  alarm 
system,  manufactured  by  Delco  Electronics  Division, 
General  Motors  Corporation,  Appliance. 

515- 73-BZ — B.Q. — 57-16  Broadway  and  34-02  to  34-06 
58th  Street,  southwest  corner,  Block  1196,  Lots  52,  53, 
Woodside,  Borough  of  Queens,  Community  Board  #2 
Alt.  No.  198-72,  re-  proposed,  extension  to  eating  and 
drinking  establishment,  R-5  district. 


516-73-BZ— B.Q.— 18-06  26th  Avenue,  southeast  corner 
of  18th  Street,  Block  886,  Lot  32,  Astoria,  Borough  of 
Queens,  Community  Board  #1,  N.B.  553-73,  re-  two 
family  dwelling,  R5  district. 


517-73-SM— United  States  Gypsum  Company,  U.S.G. 
metal  stud  and  sheetrock  assembly,  manufactured  by 
United  States  Gypsum  Company,  Material. 


518-73-BZ — B.B. — 2847  21st  Street,  east  side,  260  feet 
north  of  Mermaid  Avenue,  Block  7018,  Lot  64,  Borough 
of  Brooklyn,  Community  Board  #13,  Alt.  No.  406-73, 
re-  change  of  occupancy  from  warehouse  to  manufactur¬ 
ing  of  textiles,  Ml-2  and  R-5  districts. 


519- 73-A _ F.D. — 304  to  320  East  45th  Street,  south  side, 

90  feet  east  of  2nd  Avenue,  Block  1337,  Lot  40,  Borough 
of  Manhattan,  F.D.  letter  of  8/22/73,  re-  elevators  in 
readiness. 

520- 73-SA— Wallace  and  Tiernan,  metering  pump  with 
water  meter,  manufactured  by  Wallace  and  Tiernan, 
Appliance. 

521- 73-SA— Trane  Company,  Trane  large  tonnage  centra- 
vace,  centrifugal  water  chiller,  manufactured  by  Trane 
Company,  Appliance. 

522- 73-SM — Armstrong  Cork  Company,  levelok  ceiling 
system,  manufactured  by  Armstrong  Cork  Company, 
Material. 


523-73-A — F.D. — Packaging  of  combustible  mixture 
known  as  “Twilight  lamp  oil  and  early  American  lamp 
oil,  in  quart  and  pint  size  containers  not  in  compliance 
with  regulations  of  Administrative  Code. 


524-73-BZ — B.Bx. — 1575  Gun  Hill  Road,  northwest  corner 
of  Kingsland  Avenue,  Block  4786,  Lot  20,  Borough  of 
The  Bronx,  Community  Board  #12,  N.B.  239-73,  re-  pro¬ 
posed  office  building,  bulk,  parking,  R-4  district. 


DESIGNATIONS:  D— Department  of  Buildings;  B.B.— Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R.— department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


OCTOBER  23,  1973,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  October  23,  1973,  at  10  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  fol¬ 
lowing  matters : 

24-70-A 

APPLICANT — Schalk  Chemical  Division  of  Red  Devil, 
Incorporated,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
amendment  of  resolution — Appeal  from  a  decision  of  the 
Fire  Commissioner  re-  packaging  of  flammable  mixture 
known  as  Speed  Demon  Panel  and  Construction  Adhesive 
in  1/10  gallon  foil  lined  Chemtest  cartridge  without  a 
replaceable  top  or  cap  not  in  compliance  with  regulations 
of  the  Administrative  Code  of  New  York  City;  previously 
granted  on  condition. 


190-72-BZ 

APPLICANT— Larry  Meltzer  for  S.  Keith  Vendryes, 
owner. 

SUBJECT— Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  July  18, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  C8-1  and  R6  district, _  the  erec¬ 
tion  of  a  two  story  enlargement  to  an  existing  silver 
plating  shop  with  accessory  offices  that  will  exceed  the 
permitted  floor  area  ratio. 

PREMISES  AFFECTED— 87-83  to  87-85  139th  Street, 
east  side,  70  feet  south  of  Hillside  Avenue,  Block  9685, 
Lots  50  and  51,  Jamaica,  Borough  of  Queens. 


819-52-BZ 

APPLICANT — Kenneth  H.  Koons  for  Jimjon  Realty  In¬ 
corporated,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  extension  of  term  of  variance 
which  expired  May  28,  1973 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  7i  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district,  the  change  in  occupancy  from  five- 
car  garage  to  motor  vehicle  repair  shop. 

PREMISES  AFFECTED— 1890  Watson  Avenue  and  1077 
White  Plains  Road,  southwest  corner,  Block  3732,  Lot 
49,  Borough  of  The  Bronx. 


874-72-BZ 

APPLICANT — Atkin  and  Bassolino  for  Rita  Riedler  and 
Herman  Konig,  owners. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  for  extension  of  term  of 
variance  which  expired  May  28,  1973 — decision  of  the 
Borough  Superintendent ;  previously  granted  on  condition 
under  Section  7h  of  the  Zoning  Resolution,  permitting  in 
a  residence  use  district,  the  parking  and  storage  of  motor 
vehicles. 

PREMISES  AFFECTED — 1744-1750  Zerega  Avenue  and 
2403-2409  Fuller  Avenue,  northeast  corner,  Block  3997, 
Lot  1,  Borough  of  The  Bronx. 
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416-56-BZ 

APPLICANT — Lama  and  Vassalotti  for  Pampach  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure,  reopening  for  extension  of  term 
of  variance  which  expired  February  18,  1973  and  for 
amendment — decision  of  the  Borough  Superintendent ;  pre¬ 
viously  granted  on  condition  under  Sections  7e,  7f,  7h, 
7i  and  7 A  of  the  Zoning  Resolution,  permitting  in  a  retail 
and  gasoline  service  station,  lubritorium  car  washing, 
minor  auto  repairs,  store  and  storage  room,  with  show 
windows  and  sign  within  75  feet  of  a  residence  use  dis¬ 
trict  and  the  parking  and  storage  of  motor  vehicles. 

PREMISES  AFFECTED— 2237-2249  Westchester  Avenue 
and  2101-2115  Glebe  Avenue,  northwest  corner,  Block  3963, 
Lot  57  (formerly  Lots  57  and  62)  Borough  of  The  Bronx. 

237-69-BZ 

APPLICANT — Robert  F.  Germain  for  Gulf  Oil  Company, 
owner. 

SUBJECT — Application  for  consideration— reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Sections 
72-21  and  11-412  of  the  Zoning  Resolution,  permitting  in 
an  R3-2  district,  the  enlargement  in  lot  area  and  recon¬ 
struction  of  an  automotive  service  station  with  accessory 
uses  previously  before  the  Board. 

PREMISES  AFFECTED — 2420  Richmond  Road,  northeast 
corner  of  New  Dorp  Lane,  Block  3627,  Lot  1,  New  Dorp, 
Borough  of  Richmond. 


189-73-BZ 

APPLICANT — McGee  &  Morsellino  for  Flushing  Federal 
Savings  &  Loan  Association. 

SUBJECT— Application  March  29,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution^  to  permit  in  a  C4-2  district,  the  erection 
of  a  six  story  and  cellar  enlargement  to  an  existing  bank 
and  office  building  that  will  exceed  the  permitted  floor 
area  ratio,  penetrate  the  sky  exposure  plane  and  have  less 
than  the  required  accessory  parking. 

PREMISES  AFFECTED — 136-21  Roosevelt  Avenue,  north 
side,  175  feet  east  of  Main  Street,  Block  4980,  Lot  11, 
Flushing,  Borough  of  Queens.  Community  Board  #7. 

Laid  over  from  September  18,  1973,  for  hearing. 


351-73-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  John  Baris, 
owner. 

SUBJECT — Application  June  11,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
two  family  dwelling  that  encroaches  on  the  required  side 
yard  and  has  a  balcony  within  the  required  front  yard. 

PREMISES  AFFECTED — 32-51  42nd  Street,  east  side, 
355.28  feet  north  of  34th  Avenue,  Block  690,  Lot  17,  Astoria, 
Borough  of  Queens.  Community  Board  #1. 

Laid  over  from  September  25,  1973,  on  request  of  Com¬ 
munity  Planning  Board. 


352-73-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  John  Baris, 
owner. 

SUBJECT — Application  June  11,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 


two  family  dwelling  with  a  balcony  within  the  required 
front  yard. 

PREMISES  AFFECTED — 32-49  42nd  Street,  east  side 
381.43  feet  north  of  34th  Avenue,  Block  690,  Lot  118,  As¬ 
toria,  Borough  of  Queens.  Community  Board  #1. 

Laid  over  from  September  25,  1973,  at  the  request  of 
the  Community  Planning  Board. 


353-73-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  John  Baris, 
owner. 

SUBJECT— Application  June  11,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
two  family  dwelling  that  encroaches  on  the  required  side 
yard  and  has  a  balcony  within  the  required  front  yard. 

PREMISES  AFFECTED — 32-47  42nd  Street,  east  side, 
403.43  feet  north  of  34th  Avenue,  Block  690,  Lot  119, 
Astoria,  Borough  of  Queens.  Community  Board  #1. 

Laid  over  from  September  25,  1973,  on  request  of  Com¬ 
munity  Planning  Board. 


166-73-BZ 

APPLICANT — Joseph  A.  Gioia  for  Jabbal  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  March  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  73-50  of  the  Zoning 
Resolution,  to  permit  in  a  C8-2  district,  the  erection  of 
a  one  story  automobile  sales,  repair  and  service  establish¬ 
ment  that  will  encroach  on  the  required  yard  along  a  dis¬ 
trict  boundary. 

PREMISES  AFFECTED — 1836  McDonald  Avenue,  west- 
side,  187.57  feet  south  of  Avenue  P,  Block  6632,  Lot  17, 
Borough  of  Brooklyn.  Community  Board  #13. 

232-73-BZ 

APPLICANT — Charles  M.  Spindler  for  Pearl  Barclay, 
owner. 

SUBJECT — Application  April  23,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  district,  the  erection  of  a 
one  story  building  for  use  as  an  automobile,  truck  and 
motorcycle  repair  shop. 

PREMISES  AFFECTED — 23-15  31st  Street,  east  side,  125 
feet  south  of  23rd  Avenue,  Block  835,  Lot  33,  Astoria, 
Borough  of  Queens. 


265-73-BZ 

APPLICANT — Guerino  Salerni  for  Joseph  Shaw,  owner. 

SUBJECT — Application  May  1,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-50  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-2  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  warehouse  that  en¬ 
croaches  on  the  required  yard  along  a  district  boundary. 

PREMISES  AFFECTED — 41-31  39th  Street,  east  side, 
198.95  feet  North  of  43rd  Avenue,  Block  187,  Lot  9,  Long 
Island  City,  Borough  of  Queens.  Community  Board  #2. 


291-73-B  Z 

APPLICANT — Lama  &  Vassalotti  for  Lu-Berk  Properties, 
Incorporated,  owners. 

SUBJECT — Application  May  9,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C6-1  district,  the  rearrangement 
and  alteration  to  an  existing  automobile  service  station  and 
the  addition  to  the  uses  to  include  automobile  laundry. 
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PREMISES  AFFECTED— 199-205  Bowery,  east  side,  100 
feet  South  of  Rivington  Street,  Block  425,  Lot  9,  Borough 
of  Manhattan.  Community  Board  #3. 


296-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Joseph  &  Lillian 
Costa,  owner,  American  Motors  Realty  Corporation,  lessee. 

SUBJECT— Application  May  17,  1973— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C2-1  and  R3-2  district,  the 
erection  of  a  one  story  automobile  sales  and  service  estab¬ 
lishment  with  open  sales  and  storage  of  new  and  used  cars 
and  accessory  parking. 

PREMISES  AFFECTED— 2160  and  2180  Hylan  Boulevard 
and  1  to  30  Zwicky  Avenue,  northeast  corner  Block  3691, 
Lots  1,  3,  5,  7,  9,  11,  14,  18  and  41,  Grant  City,  Borough  of 
Richmond. 


447-73-BZ 

APPLICATION — Dominick  Salvati  and  Son  for  Suttforbs 
Realty  Corporation,  owner,  Board  of  Education,  lessee. 

SUBJECT— Application  July  30,  1973— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  R4  district,  the  erection  of  a 
three  story  and  cellar  school  annex  that  exceeds  the  per¬ 
mitted  lot  coverage,  encroaches  on  the  required  front  and 
side  yards  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 340  Forbell  Avenue,  northwest 
corner  of  Sutter  Avenue,  Block  4258,  Lot  36,  Borough  of 
Brooklyn.  Community  Board  #5. 


284-73-BZ 

APPLICANT — Sol  Niego  for  Robert  Francis,  owner. 
SUBJECT — Application  May  8,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the.  construction 
and  maintenance  of  a  public  parking  lot  with  entrances 
and  exits  within  50  feet  of  intersecting  streets. 
PREMISES  AFFECTED — 26-32  Brevoort  Place,  south 
east  corner  of  Bedford  Place,  Block  2022,  Lot  12,  Borough 
of  Brooklyn.  Community  Board  #3. 

Laid  over  from  September  18,  1973,  for  continued 
hearing. 


573-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Liebman  Realty 
Corporation,  owner. 

SUBJECT — Application  September  12,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R8  district,  the  conversion 
of  an  accessory  parking  lot  for  a  hospital  to  a  public  park¬ 
ing  lot. 

PREMISES  AFFECTED— 343  to  345  West  30th  Street, 
north  side,  236  feet  east  of  Ninth  Avenue,  Block  754,  Lot 
16,  Borough  of  Manhattan.  Community  Board  #4. 

Hearing  closed. 


574-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Liebman  Realty 
Corporation,  owner. 

SUBJECT — Application  September  12,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  to  permit  in  an  R8  district  the  conversion 
of  an  accessory  parking  lot  for  a  hospital  into  a  public 
parking  lot. 


PREMISES  AFFECTED— 337  to  339  West  30th  Street, 
north  side,  321  feet  east  of  Ninth  Avenue,  Block  754,  Lot 
19,  Borough  of  Manhattan.  Community  Board  #4. 

Hearing  closed. 

JOSEPH  B.  KLEIN,  Chairman 


OCTOBER  23,  1973,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  October  23,  1973,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  follow¬ 
ing  matters : 

42 1-67- A — Vol.  II 

APPLICANT — Stephen  J.  Murphay  for  Jaas  Realty  Cor¬ 
poration,  owner ;  Double  A  A  Furniture  Sales  Company, 
lessee. 

SUBJECT1 — Application  reopened  July  17,  1973  as  Volume 
II — appeal  from  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 117-17  Sutphin  Boulevard, 
northeast  corner  of  118th  Avenue,  Block  12204,  Lot  1, 
Jamaica,  Borough  of  Queens. 


283-73-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — State  Homes,  Incorporated. 
SUBJECT — Application  May  7,  1973 — or  modification  of 
Certificate  of  occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 72-54/62  Main  Street,  Block 
6613,  Lot  64,  Flushing,  Borough  of  Queens. 


337-73-A 

APPLICANT — GAF  Corporation,  owner. 

SUBJECT — Application  June  6,  1973 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner,  re-  packaging  of  flam¬ 
mable  mixture  known  as  “GAF  Vinylweld  II  Seam  Fuser”, 
in  .65  fl.  ounce  metal  tubes  with  blind  end,  not  in  compliance 
with  regulation  of  the  Administrative  Code  of  New  York 
City. 


350-73-A 

APPLICANT — Eugene  Gross,  Maria  Gross,  John  Gribben. 

SUBJECT— Application  June  8,  1973 — appeal  from  a  de¬ 
cision  of  the  Commissioner  of  Buildings  re-  Revocation  of 
Building  Permit  #2404/73. 

PREMISES  AFFECTED— 317  East  85th  Street,  north  side, 
225  feet  east  of  Second  Avenue,  Block  1548,  Lot  10,  Bor¬ 
ough  of  Manhattan. 

375-73-A 

APPLICANT — Cities  Service  Oil  Company,  owner. 

SUBJECT — Application  June  18,  1973 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  packaging  of  combusti¬ 
ble  mixtures  known  as  “Citgo  Antifreeze  &  Coolant”, 
“Koldpruf  Antifreeze  &  Coolant”,  “Citgo  Extra  Range  2- 
Cycle  Engine  Oil”,  “Citgo  Extra  Range  Snowmobile  Oil”, 
“Yamalube  2-Cycle  Engine  Oil”,  in  one  gallon  plastic  con¬ 
tainers,  one  pint  and  one  quart  metal  cans  and  one  quart 
fibre  cans,  not  in  compliance  with  regulations  of  the  Admin¬ 
istrative  Code  of  New  York  City. 

JOSEPH  B.  KLEIN,  Chairman 
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OCTOBER  30,  1973,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  October  30, 1973,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 


APPLICANT — Herman  J.  Jessor  for  Starrett  City,  Incor¬ 
porated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — appeal  from  a  decision  of  the 
Borough  Superintendent  re-  location  of  fuel  oil  tank;  pre¬ 
viously  granted  on  condition. 

PREMISES  AFFECTED — 165  Elmira  Loop,  northeast  cor¬ 
ner  of  Schroeders  Avenue,  Block  4452,  Lot  85,  Borough 
of  Brooklyn. 


30-48-BZ — Vols.  I  and  II 

APPLICANT — Lama  and  Vassalotti  for  Moe  Friedel, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  November  30,  1970 — decision  of 
the  Borough  Superintendent ;  previously  granted  on  condi¬ 
tion  under  Sections  7c,  7i,  7 A  and  7h  of  the  Zoning  Resolu¬ 
tion,  permitting  in  a  residence  and  business  use  district, 
the  maintenance  of  a  gasoline  service  station,  boiler  room, 
lubritorium,  auto  laundry,  motor  vehicle  repair  shop,  sale 
of  accessories,  office  and  parking  and  storage  of  more  than 
five  motor  vehicles  and  with  curb  cuts  more  than  the  per¬ 
mitted  distance  from  the  intersection  and  amendment,  re¬ 
wall. 

PREMISES  AFFECTED— 1701-1725  Bedford  Avenue  and 
109-131  Sullivan  Place,  northeast  corner,  Block  1304,  Lot  1, 
Borough  of  Brooklyn. 


634-54-BZ — Vol.  II 

APPLICANT — Abram  Shelfstein  for  James  J.  Mannix  and 
Joseph  M.  Mattone,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  December  16, 
1973 — decision  of  the  Borough  Superintendent,  previously 
granted  on  condition  under  Sections  7e  ,  7h  and  7i  of  the 
Zoning  Resolution,  permitting  in  a  retail  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station,  car 
wash  non-automatic,  minor  repairs  with  hand  tools  only, 
office  and  sale  of  auto  accessories,  parking  and  storage  of 
more  than  five  motor  vehicles  with  a  ground  sign  in  the 
local  retail  use  district. 

PREMISES  AFFECTED— 219-02— 219-12  Hempstead  Ave¬ 
nue  (219-06  Hempstead  Avenue  official)  and  103-01  219th 
Street,  southeast  corner,  Block  11154,  Lot  22,  Queens  Vil¬ 
lage,  Borough  of  Queens. 


457-56-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Jacob  Blei  and 
Kate  Trachtman,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  December  17, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7h  and  7e  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  residence  use  district,  the 
proposed  parking  of  motor  vehicles,  accessory  and  con¬ 
sumer  parking,  accessory  loading  and  unloading  in  conjunc¬ 
tion  with  adjoining  factory. 


PREMISES  AFFECTED — 152-154  India  Street,  south  side, 
150  feet  east  of  Manhattan  Avenue,  Block  2541,  Lots  12 
and  13,  Borough  of  Brooklyn. 


397-63-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Dabin  Equities 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  September  10, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R8  district,  in  an  existing 
three  story  and  cellar  building,  the  maintenance  of  doctors 
offices  on  the  ground  floor. 

PREMISES  AFFECTED — 2015  Grand  Concourse,  south¬ 
west  corner  of  Bush  Street,  Block  2808,  Lot  93,  Borough 
of  The  Bronx. 


391-72-BZ 

APPLICANT — Samuel  H.  Lindenbaum  for  Congregation 
Beth  Hamedrash  Hachodosh  Talmud,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  September  12, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R8  district,  the  erection  of 
an  11  story  Synagogue  and  multiple  dwelling,  that  exceeds 
the  permitted  floor  area  ratio  and  lot  coverage,  has  less 
than  the  required  lot  area,  open  space  ratio,  and  lot  area 
per  room  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 223 _  to  227  East  51st  Street, 
north  side,  260  feet  east  of  Third  Avenue  and  224  to  226 
East  52nd  Street,  Block  1325,  Lot  40,  Borough  of  Man¬ 
hattan. 


658-72-BZ 

APPLICANT — Samuel  H.  Lindenbaum  for  Sam  and  Esther 
Minskoff  Cultural  Center-Park  East  Day  School,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution,  permitting  in  an  R8  and 
Cl -9  district,  the  erection  of  an  eight  story  school  and  com¬ 
munity  facility  structure  that  exceeds  the  permitted  lot 
coverage,  encroaches  on  the  required  rear  yard  above  23 
feet  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 162-166  East  68th  Street,  south 
side,  120  feet  west  of  3rd  Avenue,  Block  1402,  Lots  42,  43 
and  44,  Borough  of  Manhattan. 


659-72-A 

APPLICANT — Samuel  H.  Lindenbaum  for  Sam  and  Esther 
Minskoff  Cultural  Center-Park  East  Day  School,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — appeal  from  a  decision  of  the 
Borough  Superintendent  re-  corridors,  minimum  width  of 
corridors  and  ramp  for  exits;  previously  granted  on  con¬ 
dition. 

PREMISES  AFFECTED — 162-166  East  68th  Street,  south 
side,  120  feet  west  of  3rd  Avenue,  Block  1402,  Lots  42,  43 
and  44,  Borough  of  Manhattan. 


204-73-BZ 

APPLICANT — Otto  J.  and  Warren  A.  Sambach  for  C.  & 
M.  Holding  Corporation,  owner;  Battery  Oil  Corporation, 
lessee. 


CALENDAR 


SUBJECT— April  5,  1973— decision  of  the  Borough  Super¬ 
intendent,  under  Sections  72-21  and  11-412  of  the  Zoning 
Resolution  to  permit  in  an  R6  district,  the  enlargement,  in 
area  and  reconstruction  of  an  automotive  service  station 
with  accessory  uses  previously  before  the  Board. 

PREMISES  AFFECTED— 8865  24th  Avenue,  southwest 
corner  of  Cropsey  Avenue,  Block  6927,  Lots  45,  47  and 
55,  Borough  of  Brooklyn.  Community  Board  #13. 


211-73-BZ 

APPLICANT— Edwin  Storch  for  Andrew  Perillo,  owner. 

SUBJECT— Application  April  9,  1973— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  district,  the  change  in  use 
of  an  existing  one  story  and  cellar  building  from  automobile 
and  truck  showroom  to  an  automobile  and  truck  repair 
shop. 

PREMISES  AFFECTED— 198-25  Jamaica  Avenue,  north 
side,  30.90  feet  east  of  93rd  Avenue,  Block  10473,  Lot  26, 
Jamaica,  Borough  of  Queens.  Community  Board  #12. 


219-73-BZ 

APPLICANT— Frank  A.  Vaccaro  for  Frank  Schimenti, 
owner. 

SUBJECT— Application  April  12,  1973— decision  of  the 
Borough  Superintendent,  under  •  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  the 
erection  of  a  two  story  enlargement  to  a  non-complying 
dwelling  that  increases  the  degree  of  non-  compliance 
within  the  side  and  rear  yards  and  creates  non-compliance 
in  open  space  ratio. 

PREMISES  AFFECTED— 163  Marine  Way,  north  side, 
100.00  feet  west  of  Cedar  Grove  Avenue,  Block  4085,  Lot 
11,  New  Dorp  Beach,  Borough  of  Richmond.  Community 
Board  #3. 


418-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Howard  J.  Heller 
and  Mary  Colitti,  owners. 

SUBJECT — Application  July  10,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  R3-1  district,  in  an  existing  two 
story  building,  the  conversion  and  alteration  of  the  second 
floor  apartment  for  medical  office  use. 

PREMISES  AFFECTED — 100-20  159th  Avenue,  southwest 
corner  of  101  st  Street,  Block  14180,  Lot  10,  Howard  Beach, 
Borough  of  Queens.  Community  Board  #10. 


479-73-BZ 

APPLICANT — Ingram  S.  Carner  for  Thomas  E.  &  Robert 
J.  Halloran,  owners,  ABC  Elastic  Corporation,  contract 
purchaser. 

SUBJECT — Application  August  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  11-413 
of  the  Zoning  Resolution,  to  permit  in  a  C2-3  district,  the 
change  in  occupancy  of  an  existing  one  story  building 
previously  before  the  Board  from  foundry  products  finish¬ 
ing  and  storage  of  patterns  to  a  clothing  manufacturing 
establishment. 

PREMISES  AFFECTED — 889  Metropolitan  Avenue,  north 
side,  100  feet  west  of  Olive  Street,  Block  2912,  Lot  30, 
Borough  of  Brooklyn.  Community  Board  #1. 


480-73-BZ 

APPLICANT — Ingram  S.  Carner  for  Thomas  E.  &  Robert 
J.  Halloran,  owners,  Martin  Dellacona  &  James  Smith, 
contract  purchaser. 


SUBJECT — Application  August  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  11-413  of  the  zon¬ 
ing  Resolution,  to  permit  in  an  R6  and  C2-3  district  the 
change  in  use  of  an  iron  foundry  previously  before  the 
Board,  to  a  private  sanitation  and  carting  establishment 
with  accessory  repairs. 

PREMISES  AFFECTED— 890  Metropolitan  Avenue,  south 
side,  97.8  feet  west  of  Olive  Street,  Block  2916,  Lots  32 
and  33,  Borough  of  Brooklyn.  Community  Board  #1. 


489-73-BZ 

APPLICANT — Lama  &  Vassalotti,  for  Mobil  Oil  Corpora¬ 
tion,  owner. 

SUBJECT — Application  August  23,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C6-3  and  M 1 -5 .  district, 
the  reconstruction  of  an  automotive  service  station  with 
accessory  parking. 

PREMISES  AFFECTED— 543  to  551  10th  Avenue,  south¬ 
west  corner  506  West  41st  Street,  Block  1069,  Lot  34, 
Borough  of  Manhattan.  Community  Board  #4. 


490-7 3- A  • 

APPLICANT — Lama  &  Vassalotti  for  Mobil  Oil  Corpora¬ 
tion,  owner. 

SUBJECT — Application  August  23,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  gasoline  dis¬ 
pensing  system. 

PREMISES  AFFECTED — 543  to  551  10th  Avenue,  south¬ 
west  corner  and  506  West  41st  Street,  Block  1069,  Lot  34, 
Borough  of  Manhattan. 


500-73-BZ 

APPLICANT — Max  Siegel  Associates  for  Statland  Holi¬ 
day  Associates,  owner ;  Holrich  Operating  Company,  lessee. 

SUBJECT— Application  August  30,  1973 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and 
72-21  of  the  Zoning  Resolution,  666  NYC  Charter,  to 
permit  in  a  C2-1  district,  at  a  hotel  under  construction,  the 
installation  of  three  wall  and  ground  signs  that  exceed  the 
permitted  surface  area  and  wall  signs  that  exceed  the 
height  above  curb  level. 

PREMISES  AFFECTED — 1415  Richmond  Avenue,  east 
side,  80  feet  south  of  Lamberts  Lane,  Block  1544,  Lot  25, 
Graniteville,  Borough  of  Richmond.  Community  Board 
#3. 

JOSEPH  B.  KLEIN,  Chairman 


OCTOBER  30,  1973,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  October  30,  1973,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  follow¬ 
ing  matters : 

1-38-SR — Vol.  II 

SUBJECT — Proposed  Amendments  of  Rules  for  Arc  and 
Gas  Welding  and  Oxygen  Cutting  of  Steel  Covering  The 
Specifications  for  Design,  Fabrication  and  Inspection  of 
Arc  and  Gas  Welded  Steel  Structures  and  The  Qualifica¬ 
tions  of  Welders  and  Supervisors. 


279-73-A 

APPLICANT — Bernard  Goodman  for  Tenants. 
OWNER  OF  PREMISES— Burton  E.  Eaton. 
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SUBJECT — Application  May  4,  1973 — Revocation  of  Alter¬ 
ation  Permit  Nos.  1595-69  and  1596-69. 

PREMISES  AFFECTED— 206  and  210  East  17th  Street, 
south  side,  120  feet  east  of  Third  Avenue,  Block  897, 
Lots  69  and  71,  Borough  of  Manhattan. 


383-73-A 

APPLICANT — Alfonso  Duarte  for  Michael  Parrino,  owner. 

SUBJECT — Application  June  18,  1973 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  inadequate  egress 
from  first  and  second  floors. 

PREMISES  AFFECTED— 2479  to  2491  Amsterdam  Av¬ 
enue,  east  side,  428.8  feet  north  of  Washington  Bridge, 
Block  2149,  Lot  16,  Borough  of  Manhattan. 


386-73-A 

APPLICANT — Essex  Chemical  Corporation,  owner. 

SUBJECT — Application  June  22,  1973— appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  packaging  of  flam¬ 
mable  mixture  known  as  “Webtex  #168  Drywall  & 
Construction  Adhesive”  in  11)^4  ounce  and  30  ounce  paper 
cartridge  with  plastic  spouts,  not  in  compliance  with  regu¬ 
lations  of  the  Administrative  Code  of  New  York  City. 


400-73-A 

APPLICANT — Gulf  Oil  Corporation,  owner. 

SUBJECT — Application  July  3,  1973 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “Gulfpride  Marine-G  Outboard 
Lubricant”,  in  eight  (8)  ounces  sealed  metal  can  and  one 
(1)  quart  plastic  container,  not  in  compliance  with  regu¬ 
lations  of  Administrative  Code  of  New  York  City. 


410-73-A 

APPLICANT — Sol  Arker  for  Grasmere  Gardens  Incorpo¬ 
rated,  owner. 

SUBJECT — Application  July  9,  1973— filed  pursuant  to  Sec¬ 
tion  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — -161  Brook  Avenue,  southeast 
corner  of  Fairbanks  Avenue,  Block  4691,  Lot  23,  Oakwood, 
Borough  of  Richmond. 


411-71-A 

APPLICANT — Sol  Arker  for  Grasmere  Gardens  Incorpo¬ 
rated,  owner.  ' 

SUBJECT — Application  July  9,  1973 — filed  pursuant  to  Sec¬ 
tion  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED— 153  Brook  Avenue,  south  side, 
45  feet  east  of  Fairbanks  Avenue,  Block  4691,  Lot  25, 
Oakwood,  Borough  of  Richmond. 


412-73-A 

APPLICANT — Sol  Arker  for  Grasmere  Gardens  Incorpo¬ 
rated,  owner. 


SUBJECT — Application  July  9,  1973 — filed  pursuant  to  Sec¬ 
tion  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — 151  Brook  Avenue,  south  side, 
88.5  feet  east  of  Fairbanks  Avenue,  Block  4691,  Lot  27, 
Oakwood,  Borough  of  Richmond. 


413-73-A 

APPLICANT — Sol  Arker  for  Grasmere  Gardens  Incorpo¬ 
rated,  owner. 

SUBJECT — Application  July  9,  1973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — 147  Brook  Avenue,  south  side, 
132  feet  east  of  Fairbanks  Avenue,  Block  4691,  Lot  29, 
Oakwood,  Borough  of  Richmond. 


414-73-A 

APPLICANT — Sol  Arker  for  Grasmere  Gardens  Incorpo¬ 
rated,  owner. 

SUBJECT — Application  July  9,  1973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — 143  Brook  Avenue,  south  side, 
175.6  feet  east  of  Fairbanks  Avenue,  Block  4691,  Lot  31, 
Oakwood,  Borough  of  Richmond. 


415-73-A 

APPLICANT — Sol  Arker  for  Grasmere  Gardens  Incorpo¬ 
rated,  owner. 

SUBJECT — Application  July  9,  1973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — 139  Brook  Avenue,  south  side, 
219  feet  east  of  Fairbanks  Avenue,  Block  4691,  Lot  34, 
Oakwood,  Borough  of  Richmond. 


416-73-A 

APPLICANT — Sol  Arker  for  Grasmere  Gardens  Incorpo¬ 
rated,  owner. 

SUBJECT — Application  July  9,  1973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — 135  Brook  Avenue,  south  side, 
306  feet  east  of  Fairbanks  Avenue,  Block  4691,  Lot  36, 
Oakwood,  Borough  of  Richmond. 


417-73-A 

APPLICANT — Sol  Arker  for  Grasmere  Gardens  Incorpo¬ 
rated,  owner. 

SUBJECT — Application  July  9,  1973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — 131  Brook  Avenue,  south  side, 
262  feet  east  of  Fairbanks  Avenue,  Block  4691,  Lot  1, 
Oakwood,  Borough  of  Richmond. 

JOSEPH  B.  KLEIN,  Chairman 
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MINUTES 


REGULAR  MEETING 

TUESDAY  MORNING,  SEPTEMBER  25,  1973,  10  A.M. 

Present :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 
Commissioner  Carroll. 


The  minutes  of  the  regular  meeting  of  the  Board  held  on 

Tuesday  morning  and  afternoon,  September  11,  1973,  were 

approved  as  printed  in  the  Bulletin  of  September  20,  1973, 

Vol.  58,  No.  38. 

70-73-BZ 

APPLICANT — Millard  Bresin  for  American  Oil  Company, 
owner. 

SUBJECT — Application  January  24,  1973 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  73-211 
of  the  Zoning  Resolution,  to  permit  in  a  C2-2  district, 
the  erection  of  a  one  story  enlargement  to  an  existing 
automotive  service  station  with  accessory  uses  previously 
before  the  Board. 

PREMISES  AFFECTED — 3065  Westchester  Avenue, 
northwest  corner  of  Hobart  Avenue,  Block  4195,  Lots 
1,  5,  6,  7,  Borough  of  The  Bronx.  Community  Board  #10. 

APPEARANCES— 

For  Applicant:  Millard  Bresin. 

For  Opposition:  Pasquale  Dilullo,  Ellen  Reilly,  Anna 
Klettner  and  John  Caminiti. 

ACTION  OF  BOARD— Laid  over  to  October  9,  1973  at 
10  A.M.,  for  decision;  hearing  closed. 


90-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Cosmetology  Pub¬ 
lishing  Corporation,  owner. 

SUBJECT — Application  February  13,  1973— decision  of  the 
Borough  Superintendent,  under  Section  11-412  in  a  C2-2 
and  R6  district,  of  the  Zoning  Resolution,  to  permit  the 
enlargement  in  lot  area  and  the  expansion  of  the  accessory 
parking  facility  for  a  manufacturing  establishment  pre¬ 
viously  before  the  Board. 

PREMISES  AFFECTED— 3839-3851  White  Plains  Road, 
southwest  corner  of  East  221st  Street,  Block  4655,  Lots  40, 
43,  Borough  of  The  Bronx.  Community  Board  #13. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug  and  Thomas  R. 
Selerance. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  October  9,  1973  at 
10  A.M.,  for  decision;  hearing  closed. 


298-73-BZ 

APPLICANT — Arno  Fischer  for  Mapsco  Realty,  Incor¬ 
porated,  owner. 

SUBJECT — Application  May  17,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  construction 
and  maintenance  of  an  off-site  parking  facility  for  a  manu¬ 
facturing  establishment. 

PREMISES  AFFECTED — 47-33  37th  Street,  east  side, 
240  feet  north  of  48th  Avenue,  Block  228,  Lot  16,  Long 
Island  City,  Borough  of  Queens.  Community  Board  #1. 

APPEARANCES— 

For  Applicant :  Arno  Fischer. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  from  September  25,  1973 
without  date. 


351-73-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  John  Baris, 
owner. 

SUBJECT — Application  June  11,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
two  family  dwelling  that  encroaches  on  the  required  side 
yard  and  has  a  balcony  within  the  required  front  yard. 

PREMISES  AFFECTED — 32-51  42nd  Street,  east  side, 
355.28  feet  north  of  34th  Avenue,  Block  690,  Lot  17, 
Astoria,  Borough  of  Queens.  Community  Board  #1. 

APPEARANCES— 

For  Applicant:  Anthony  Salvati. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  October  23,  1973  at 
10  A.M.,  on  request  of  community  planning  board. 


352-73-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  John  Baris, 
owner. 

SUBJECT — Application  June  11,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
two  family  dwelling  with  a  balcony  within  the  required 
front  yard. 

PREMISES  AFFECTED— 42nd  Street  32-49,  east  side 
381.43  feet  north  of  34th  Avenue,  Block  690,  Lot  118, 
Astoria,  Borough  of  Queens.  Community  Board  #1. 

APPEARANCES— 

For  Applicant:  Anthony  Salvati. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  October  23,  1973  at 
10  A.M.,  on  request  of  community  planning  board. 


353-73-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  John  Baris, 
owner. 

SUBJECT — Application  June  11,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
two  family  dwelling  that  encroaches  on  the  required  side 
yard  and  has  a  balcony  within  the  required  front  yard. 

PREMISES  AFFECTED— 32-47  42nd  Street,  east  side, 
403.43  feet  north  of  34th  Avenue,  Block  690,  Lot  119,  As¬ 
toria,  Borough  of  Queens.  Community  Board  #1. 

APPEARANCES— 

For  Applicant:  Anthony  Salvati. 

For  Opposition:  None. 

ACTION  OF  THE  BOARD— Laid  over  to  October  23, 
1973  at  10  A.M.  on  request  of  community  planning  board. 


836-72-BZ 

APPLICANT — Larry  Meltzer  for  Humble  Oil  and  Refining 
Company,  owner. 

SUBJECT — Application  December  29,  1972 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  C8-1  and  R5  dis¬ 
trict,  on  a  plot  previously  before  the  Board,  the  erection 
and  maintenance  of  an  automotive  service  station. 

PREMISES  AFFECTED— 2427-2459  Flatbush  Avenue, 
2034-2074  Amersfort  Avenue,  northeast  corner,  and  2022 
East  52nd  Street,  Block  8543,  Lots  17,  48,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

For  Opposition :  None. 
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RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  June  19,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  September  11,  1973;  then  to  Sep¬ 
tember  25,  1973 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  26,  1972,  acting  on  N.B.  Applic.  402/1972, 
reads : 

“1.  The  proposed  construction,  on  a  lot  partially  in 
a  C8-1  District  and  partially  in  an  R5  District,  of  an 
“automotive  service  station  (Use  Group  #16)”  is  con¬ 
trary  to  Section  22-00  and  Section  77-12  of  the  Zoning 
Resolution. 

2.  As  there  are  no  use  or  bulk  provisions  for  com¬ 
mercial  uses  in  an  R5  District,  the  position  of  the  build¬ 
ing,  curb  cuts,  gasoline  pumps,  and  accessory  signs  must 
be  submitted  to  the  Board  of  Standards  and  Appeals 
for  their  consideration.” 

and 

Wheareas,  the  premises  and  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Wheareas,  the  Board  finds  that  this  is  an  appropriate 
case  in  which  to  permit  under  Section  11-412  of  the  Zoning 
Resolution,  the  extension  of  the  present  use,  the  enlargement 
of  the  present  building;  and 

Wheareas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  and  Section  11-412  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  C8-1  and  R5  district  for  a  term  of  15 
years,  on  a  plot  previously  before  the  Board,  the  erection 
and  maintenance  of  a  automotive  service  station  on  condition 
that  all  work  shall  substantially  conform  to  drawings  filed 
with  this  application  marked  “Received”  December  29,  1972, 
4  sheets,  September  6,  1973,  1  sheet,  and  September  17,  1973, 

1  sheet,  and  that  all  laws,  rules  and  regulations  applicable  be 
complied  with,  and  that  substantial  construction  be  completed 
within  one  year  from  the  date  of  this  resolution. 


86-73-BZ 

APPLICANT — Koons  and  Farutino,  for  Lares  Realty  Com¬ 
pany,  owner. 

SUBJECT— Application  February  9,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  main¬ 
tenance  of  a  one  story  enlargement  to  an  existing  res¬ 
taurant. 

PREMISES  AFFECTED — 394  City  Island  Avenue,  south¬ 
east  corner  of  Ditmars  Street,  Block  5644,  Lot  172,  Bor¬ 
ough  of  The  Bronx.  Community  Board  #12. 

APPEARANCES— 

For  Applicant:  K.  H.  Koons. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 


ACTION  OF  BOARD — Application  granted. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


W hereas,  a  public  hearing  was  held  on  this  application 
on  September  11,  1973,  after  due  notice  by  publication  in 
the  Bulletin;  laid  over  to  September  25,  1973;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  25,  1973,  acting  on  Alt.  Applic.  483/1972, 
reads : 

“1.  The  enlargement  of  a  non-conforming  use,  an 
eating  and  drinking  establishment  U.  G.  6  in  an  R3-2 
District  is  contrary  to  Sec.  22-00  of  the  Zoning  Resolu¬ 
tion  and  is  hereby  denied.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  an 
R3-2  district,  the  maintenance  of  a  one  story  enlargement 
to  an  existing  restaurant  on  co>idition  that  all  work  shall 
substantially  conform  to  drawings  filed  with  this  application 
marked  “Received”  February  9,  1973,  5  sheets,  and  Septem¬ 
ber  20,  1973,  1  sheet,  and  that  all  laws,  rules  and  regulations 
applicable  be  complied  with,  and  that  substantial  construc¬ 
tion  be  completed  within  one  year  from  the  date  of  this 
resolution. 


138-73-BZ 

APPLICANT — Maurice  Intrator  for  Majority  Baptist 
Church,  owner. 

SUBJECT— Application  March  1,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C3-2  district,  the  erection  of  a 
two  story  enlargement  to  adjoining  structures  to  be  occu¬ 
pied  as  a  church  that  will  exceed  the  permitted  floor  area 
ratio. 

PREMISES  AFFECTED — 115-121  Farmers  Boulevard, 
northeast  corner  of  115th  Road,  Block  11032,  Lots  1,  2, 
St.  Albans,  Borough  of  Queens,  Community  Board  #12. 

APPEARANCES— 

For  Applicant :  Maurice  Intrator. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
July  17,  1973,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  September  11,  1973;  then  to  September  25,  1973; 
and 


MINUTES 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  28,  1973,  acting  on  Alt.  Applic.  830/1972, 
reads : 

“1.  Proposed  combination  of  2  buildings  into  one 
and  with  the  addition  of  an  extension,  exceeds  the  allow¬ 
able  floor  area  ratio.”  (A.Z.R.  33-121) 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  tire  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practi¬ 
cal  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a  C3-2 
district  the  erection  of  a  two  story  enlargement  to  adjoin¬ 
ing  structures  to  be  occupied  as  a,  church  that  will  exceed 
the  permitted  floor  ratio  on  condition  that  all  work  shall  sub¬ 
stantially  conform  to  drawings  filed  with  this  application 
marked  “Received”  March  1,  1973,  5  sheets,  June  26  1973, 
1  sheet,  and  September  14,  1973,  2  sheets,  and  on  further 
condition  that  all  required  egresses  comply  with  the  applica¬ 
ble  provisions  of  the  Building  Code  and  that  all  laws,  rules 
and  regulations  applicable  be  complied  with,  and  that  sub¬ 
stantial  construction  be  completed  within  one  year  from  the 
date  of  the  resolution. 


220-73-BZ 

APPLICANT _ Joseph  C.  Schmitt  for  Board  of  Education, 

Office  of  School  Buildings,  owner. 

SUBJECT— Application  April  12,  1973— decision  of  the 
Borough  Superintendent,  under  Sections  7-  21  and  /3  o4i 
of  the  Zoning  Resolution,  to  permit  in  an  R3-2  district,  the 
erection  of  a  gymnasium  wing  and  a  classroom  wing  to 
an  existing  high  school  that  encroaches  on  the  required 
front  yard  and  inner  court  recess. 

PREMISES  AFFECTED— 156-10  Baisley  Boulevard, 

southeast  corner,  Block  12261,  Lot  1,  Springfield  Gardens, 
Borough  of  Queens.  Community  Board  #12. 


APPEARANCES— 

For  Applicant:  Joseph  C.  Schmitt. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD— Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 

Commissioner  Carroll  .  5 

Negative:  .  ^ 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  September  11,  1973,  after  due  notice  by  publication  in 
the  Bulletin ;  laid  over  to  September  25,  1973 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  9,  1973,  acting  on  Alt.  Applic.  31/1973,  reads : 

“1.  Front  yard  less  than  15'  at  N.W.C.  of  proposed 
C.R.  wing  contrary  to  Sect.  24-34  Z.R.  Provide  minimum 
of  15'  front  yard.  „ 

2.  Inner  court  recess  contrary  to  Sect.  24-642  Z.R. 


and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 


Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-641  of  the  Zoning  Resolution;  and 
Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  72-21  of  the  Zoning  Resolution,  and  that  the 
applicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  and  Section  73-641  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district  the  erection 
of  a  gymnasium  wing  and  a  classroom  wing  to  an  existing 
high  school  that  encroaches  on  the  required  front  yard  and 
inner  court  recess  on  condition  that  all  work  shall  substan¬ 
tially  conform  to  drawings  filed  with  this  application  marked 
“Received”  April  12,  1973,  5  sheets,  and  that  all  laws,  rules 
and  regulations  applicable  be  complied  with,  and  that  sub¬ 
stantial  construction  be  completed  within  one  year  from  the 
date  of  the  resolution. 

Adjourned:  10:55  A.M. 

John  B.  Cincotta,  Executive  Director 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  SEPTEMBER  25, 1973,  2  P.M. 

Present:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 
Commissioner  Carroll. 

346-73-A 

APPLICANT — Frank  A.  Vaccaro  for  William  Molloy, 

owner. 

SUBJECT — Application  June  8,  1973 — filed  pursuant  to 
Section  36  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  legally  mapped  street. 

PREMISES  AFFECTED — 111  Florence  Place,  north  side, 
108.98  feet  west  of  Percival  Street,  Block  6723,  Lot  141, 
Pleasant  Plains,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Frank  A.  Vaccaro. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  1,  1973,  on  N.B.  Applic.  1003/73,  reads : 

“1.  Certificate  of  Occupancy  will  not  be  issued  as 
the  street  giving  access  to  this  new  building  is  not  in¬ 
cluded  in  the  official  map  of  the  City  of  New  York  and 
is  contrary  to  Art.  Ill,  Paragraph  36  of  the  General 
City  Law  as  amended. 

2.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  front  directly 
upon  legally  mapped  street  or  frontage  space  contrary 
to  Section  C26-401.1  of  the  Building  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  June  1,  1.973,  acting  on  N.B.  Applic.  1003/73,  Objection 
Nos.  1  and  2,  be  and  it  hereby  is  modified  under  the  powers 
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vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  sidewalk,  curb,  curb  cut  and  pavement  to  the  middle 
of  the  street  be  in  accordance  with  the  standards  of  the 
Department  of  Highways ;  that  the  building  shall  substan¬ 
tially  comply  with  drawings  marked  “Received  June  8,  1973”, 
3  sheets ;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 

347-73-A 

APPLICANT — Frank  A.  Vaccaro  for  Thomas  P.  Mona¬ 
han,  Jr.,  owner. 

SUBJECT — Application  June  8,  1973 — filed  pursuant  to  Sec¬ 
tion  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 28  Utica  Street,  south  side,  263 
feet  west  of  Manee  Avenue,  Block  6760,  Lot  125,  Pleasant 
Plains,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Frank  A.  Vaccaro. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  16,  1973,  on  Alt.  Applic.  235/71,  reads: 

“9.  a.  A  Certificate  of  Occupancy  may  not  be 
granted  for  a  building  erected  on  a  street  which  does 
not  appear  on  the  Official  Map  of  the  City  of  New  York 
according  to  Article  3,  Section  36  of  the  General  City 
Law. 

b.  Proposed  building  shall  front  on  a  street  or 
frontage  space  as  per  Sect.  C26-401.1  and  as  defined  by 
Sub-article  C26-201.0  of  the  Administrative  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  May  16,  1973,  acting  on  Alt.  Applic.  235/71,  Objection 
No.  9(a)  and  (b),  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General  City 
Law,  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  building  shall  substantially  comply  with 
drawings  marked  “Received  June  8,  1973”,  3  sheets;  and 
that  all  laws,  rules  and  regulations  shall  be  complied  with. 

409-73- A 

APPLICANT — Samuel  J.  Milazzo  for  Milazzo  Industries, 
owner. 

SUBJECT — Application  July  9,  1973 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  packaging  of  combusti¬ 
ble  mixture  known  as  “Qik  Joe  Instant  Start  Charcoal 
Briquets”,  in  six  (6)  pound  paper  bag  not  in  compliance 
with  regulations  of  the  Administrative  Code  of  New  York 
City. 

APPEARANCES— 

For  Applicant :  Samuel  J.  Milazzo  and  Walter  L.  Ganpe. 
For  Administration:  Capt.  J.  F.  Petraglia,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
June  15th,  1973,  on  Folder  •#'122 — Pending  Gen.,  reads: 
“We  regret  to  inform  you  that  your  application  to  regis¬ 
ter  your  product  “Qik  Joe  Instant  Start  Charcoal  Bri¬ 
quets”  which  has  a  flash  point  of  145°F.  and  therefore 
is  classified  as  a  Combustible  Mixture  in  containers  as 
follows:  6  lb.  paper  bag  is  Disapproved.  Such  con¬ 
tainers  are  not  in  compliance  with  our  regulations  to 
wit:  Sec.  C19.62.0.b  NYC  Adm.  Code  requires  that 
combustible  mixtures  be  packaged  in  metal  or  glass 
containers.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

W hereas,  the  sample  of  the  container  was  reviewed  by 
the  Board,  and  it  was  determined  that  the  Appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
June  15,  1973,  acting  on  Folder  #122 — Pending  Gen.,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  containers  shall  comply  with 
drawing  filed  “July  9,  1973”,  one  sheet;  on  further  condition 
that  the  label  on  the  container  be  in  such  style  and  wording 
as  is  satisfactory  to  the  Fire  Commissioner ;  on  further  con¬ 
dition  that  the  maximum  storage  capacity  shall  not  exceed 
500  pounds  in  any  single  retail  establishment ;  and  that  in 
all  other  respects,  all  laws,  rules  and  regulations  applicable 
shall  be  complied  with. 


239-73-A 

APPLICANT — Sol  Feinberg  for  Newtown  Refining  Cor¬ 
poration,  owner. 

SUBJECT — Application  April  24,  1973 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  transportation  of 
fuel  oil  in  tank  trucks  through  city  streets  not  in  con¬ 
formity  with  the  requirements  of  the  Administrative  Code 
of  City  of  New  York. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Capt.  J.  F.  Petraglia,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  dismissed  for  lack  of 
prosecution  on  the  part  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 


192-73-A 

APPLICANT — Alan  Howard  for  Ruppert  Plaza  Housing 
Company,  Incorporated,  owner. 

SUBJECT — Application  April  3,  1973 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  handrail  on 
stairs. 

PREMISES  AFFECTED— 1751-1763  Second  Avenue,  west 
side,  between  East  91st  Street  and  East  92nd  Street,  Block 
1537,  Lot  2,  Borough  of  Manhattan. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 
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MINUTES 


193- 73-A 

APPLICANT — Alan  Howard  for  Yorkville  Towers  Hous¬ 
ing  Company,  Incorporated,  owner. 

SUBJECT — Application  April  3,  1973 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  hand  rails  on 
stairs. 

PREMISES  AFFECTED — 1623-1641  3rd  Avenue,  east  side, 
between  East  91st  Street  and  East  92nd  Street,  Block  1537, 
Lot  1,  Borough  of  Manhattan. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  _  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 

Commissioner  Carroll .  5 

Negative:  . .  0 

194- 73-A 

APPLICANT — Alan  Howard  for  Ruppert  Towers  Housing 
Company,  Incorporated,  owner. 

SUBJECT — Application  April  3,  1973 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  hand  rails  on 
stairs. 

PREMISES  AFFECTED— 1,601-1619  3rd  Avenue,  east  side, 
between  East  90th  Street  and  East  91st  Street,  Block  1536, 
Lot  1,  Borough  of  Manhatan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 

Commissioner  Carroll  .  5 

Negative:  .  0 


227-73-A 

APPLICANT — Airco  Cryogenics,  owner. 

SUBJECT — Application  April  18,  1973 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  LNG  pumps. 


PREMISES  AFFECTED— Arthur  Kill  Road,  north  side, 
Blocks  7167  and  7162,  Lots  28,  52,  1,  10,  47,  49,  and  50, 
Borough  of  (Arthur  Kill)  Richmond. 

APPEARANCES— 

For  Applicant:  P.  R.  Hassinger. 

For  Administration:  Capt.  J.  F.  Petraglia,  F.  D. 
ACTION  OF  BOARD— Laid  over  to  October  2,  1973,  at 
2  P.M.  for  continued  hearing. 


343-73-A 

APPLICANT — Halperin,  Shivitz,  Scholer  &  Steingut  for 
C.M.L.  Construction  Corporation,  owner. 

SUBJECT — Application  June  7,  1973— appeal  from  a  deci¬ 
sion  of  the  Commissioner  of  Buildings  re — Revocation 
of  Building  Permit  #B.N.  4006/72 

PREMISES  AFFECTED— 229-249  East  85th  Street,  north 
side,  between  Second  and  Third  Avenues,  Block  1531,  Lots 
16,  17,  18,  19,  20  and  120,  Borough  of  Manhattan, 

APPEARANCES— 

For  Applicant :  David  I.  Shivitz. 

ACTION  OF  BOARD — Laid  over  to  October  9,  1973,  at 
2  P.M.  for  continued  hearing. 


408-73-A 

APPLICANT — Frank  E.  Fischer  for  Consolidated  Edison 
Company  of  New  York,  Incorporated,  owner. 

SUBJECT — Application  July  9,  1973 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re — waiver  of  qualified 
operator  requirement. 

PREMISES  AFFECTED— 34-48  to  34-58  Vernon  Boule¬ 
vard,  west  side,  79.2  feet  north  of  35th  Avenue,  Block  322, 
Lot  101,  Long  Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Frank  E.  Fischer,  Steven  P.  Walldorf 
and  William  R.  Miller. 

For  Administration:  Capt.  J.  F.  Petraglia,  F.  D. 
ACTION  OF  BOARD — -Laid  over  to  October  2,  1973,  at 
2  P.M.  for  continued  hearing. 

Adjourned:  3:05  P.M. 

John  B.  Cincotta,  Executive  Director 
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CORRECTIONS 


^CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  June  19,  1973,  as  they 
appeared  in  Bulletin  26,  Vol.  58,  are  corrected  to  read  as 
follows : 

502-53-SM 

APPLICANT — Asbestospray  Corporation,  owner. 
SUBJECT — To  substitute  asbestos-free  sprayed  fireproofing. 
APPEARANCES— 

For  Applicant :  Herbert  L.  Levine. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  3 

Negative:  Vice  Chairman  Agusta  .  1 

Absent:  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 


W hereas,  the  report  of  a  Committee  on  Test  reads : 

502-53-SMAmendment  to  resolution  to  substitute  asbestos- 
free  sprayed  fireproofing. 

Asbestospray  Corporation,  Newark,  New  Jersey,  requested 
that  the  resolution  adopted  December  4,  1956  and  amended 
through  April  11,  1972  under  Calendar  Number  502-53-SM 
be  reopened  and  amended  to  substitute  asbestos-free  sprayed 
fireproofing. 

PROPOSED  USE:  Component  of  fire  rated  assemblies. 
DESCRIPTION :  The  asbestos-free  sprayed  fiber  fireproof¬ 
ing,  SprayCraft-C,  is  substituted  for  the  asbestos  containing 
sprayed  fireproofing  previously  approved  under  this  Calendar 
Number.  The  composition  of  SprayCraft-C  is  filed  confi¬ 
dentially.  The  minimum  finished  fiber  density  of  Spray- 
Craft-C  is  11  pcf.  SprayCraft-C  is  used  as  a  component  of 
the  following  assemblies  with  the  following  thicknesses  of 
fireproofing : 

U.L.  Design  No.  A809:  four  hour  floor-ceiling  assem¬ 
bly,  1?4"  thickness  around  beam,  y2"  thickness  under 
floor  deck. 

U.L.  Design  No.  D810:  four  hour  floor-ceiling  assem¬ 
bly,  1  34"  thickness  around  beam,  34"  thickness  under 
floor  deck. 

U.L.  Design  No.  D811:  three  hour  floor-ceiling  assem¬ 
bly,  1-1/16"  thickness  around  beam,  ]/2"  thickness 
under  floor  deck. 

U.L.  Design  No.  D813 :  two  hour  floor-ceiling  assem¬ 
bly,  %"  thickness  around  beam,  34"  thickness  under 
floor  deck. 

U.L.  Design  No.  D814:  three  hour  floor-ceiling  assem¬ 
bly  15/16"  thickness  around  beam,  y2"  thickness  under 
floor  deck: 

U.L.  Design  No.  D816:  three  hour  floor-ceiling  assem¬ 
bly,  1"  thickness  around  beam,  y2"  thickness  under 
floor  deck. 

U.L.  Design  No.  D817 :  three  hour  floor-ceiling  assem¬ 
bly.  34"  thickness  around  beam,  y2"  thickness  under 
floor  deck. 

U.L.  Design  No.  D818:  three  hour  floor-ceiling  assem¬ 
bly,  %"  thickness  around  beam,  9/16"  thickness  under 
floor  deck. 

U.L.  Design  No.  D819:  three  hour  floor-ceiling  assem¬ 
bly,  1-3/16"  thickness  around  beam,  9/16"  thickness 
under  floor  deck. 

U.L.  Design  No.  D820:  three  hour  floor-ceiling  assem¬ 
bly,  34"  thickness  around  beam,  34"  thickness  under 
floor  deck. 

U.L.  Design  No.  D821 :  two  hour  floor-ceiling  assem¬ 
bly,  13/16"  thickness  around  beam,  9/16"  thickness 
under  floor  deck. 

U.L.  Design  No.  D822 :  two  hour  floor-ceiling  assem¬ 
bly,  y2"  thickness  around  beam,  34"  thickness  under 
floor  deck. 


U.L.  Design  No.  D823 :  two  hour  floor-ceiling  assem¬ 
bly,  34"  thickness  around  beam,  34"  thickness  under 
floor  deck. 

U.L.  Design  No.  D824:  two  hour  floor-ceiling  assem¬ 
bly,  34"  thickness  around  beam,  9/16"  thickness  under 
floor  deck. 

U.L.  Design  No.  D825 :  34"  thickness  around  beam  for 
one  hour  floor-ceiling  assembly,  1%"  thickness  around 
beam  for  V/2  hour  floor-ceiling  assembly,  1-7/16" 
thickness  around  beam  for  two  hour  floor-ceiling 
assembly,  34"  thickness  under  floor  deck  for  all  three 
rating. 

U.L.  Design  No.  826 — 7/16"  thickness  under  floor  deck 
for  two  hour  floor-ceiling  assembly,  34"  thickness 
around  beam  for  one  hour  beam  rating,  1  %"  thickness 
around  beam  for  iy2  hour  beam  rating,  1  7/16" 
thickness  around  beam  for  two  hour  beam  rating. 

^  •j/w^fsi?'11  ^°‘  :  1  y2"  hour  floor-ceiling  assembly, 

/A  thickness  around  beam,  1  J4"  thickness  under  floor 
deck. 

U.L.  Design  No.  X809  :  2  hour  column  with  J4"  thick¬ 
ness,  3  hour  column  with  13/16"  thickness,  4  hour 
column  with  1 J4 "  thickness. 

U.L.  Design  No.  X815 :  3  hour  column  with  2"  thick¬ 
ness. 

Thicknesses  of  the  fireproofing  under  fluted  portions  of 
floor  decks  and  under  trench  headers  of  the  floor-ceiling 
assembly  are,  in  most  cases,  greater  than  the  thicknesses 
shown  above  for  other  parts  of  the  floor  deck  and  are  in 
accordance  with  the  specifications  of  the  appropriate  U  L 
Design  No. 

INSPECTION  AND  TEST:  The  use  of  SprayCraft-C  as 
a  component  of  the  above  assemblies  has  been  approved  by 
Underwriters’  Laboratories  (File  R3372,  Assignment  72NK- 
4998)  on  the  basis  of  small  scale  tests  and  engineering 
evaluations. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  4  1956  and 
amended  through  April  11,  1972  under  Calendar  Number 
502-53-SM  be  reopened  and  amended  to  substitute  Spray¬ 
Craft-C  asbestos-free  sprayed  fiber  fireproofing  for  asbestos 
containing  fireproofing  for  the  assemblies  listed  above  on 
condition  that  the  requirements  of  Article  5  and  RS  5  of 
the  Building  Code  of  the  City  of  New  York  and  the  require¬ 
ments  of  the  original  resolution  and  previous  amendments 
adopted  under  this  Calendar  Number  be  complied  with. 

Plans  submitted  to  the  Department  of  Buildings  showing 
proposed  uses  of  these  constructions  shall  include  illustra¬ 
tive  material  to  adequately  describe  the  assemblies  and  shall 
state  that  the  constructions  are  approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  502-53-SM. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board, _  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change  of 
corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 
Stuart  Lowenthal, 

Asst.  Engr., 
Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with  the 
above  report. 

^CORRECTION 

In  the  Description  Section  UL  Design  No.  826,  has  been 
corrected  to  read  as  shown  above  in  italics. 


en? 


c-j 


761 


PUBLIC  HEARING 


RULES  FOR  ARC  AND  GAS  WELDING  AND  OXYGEN  CUTTING  OF  STEEL  COVERING  THE 
SPECIFICATIONS  FOR  DESIGN,  FABRICATION  AND  INSPECTION  OF  ARC  AND  GAS  WELDED 
STRUCTURES  AND  THE  QUALIFICATIONS  OF  WELDERS  AND  SUPERVISORS 

(CAL.  NO.  1-38-SR— VOL.  II) 


Adopted  by  the  Board  of  Standards  and  Appeals  February 
25,  1938,  effective  March  31,  1938,  amended  May  17,  1940, 
effective  June  10,  1940;  amended  September  17,  1954,  effec¬ 
tive  October  18,  1954,  amended  May  25,  1956,  effective 
June  25,  1956,  amended  December  13,  1968,  effective  Janu¬ 
ary  18,  1969,  and  amended  1973,  effective 

1973. 

Authority:  Pursuant  to  the  authority  vested  in  the 
Board  of  Standards  and  Appeals  by  Section  666,  paragraph 
2,  of  the  Charter  of  the  City  of  New  York. 

Scope:  These  rules,  as  amended  up  to  and  including 
the  rules  amended  on  December  13,  1968,  are  supplementary 
and  additional  to  the  requirements  of  the  provisions  of  the 
Administrative  Code  (Building  Code)  in  effect  prior  to 
enactment  of  Local  Law  No.  76/68. 

The  following  rules  are  supplementary  and  additional,  to 
the  requirements  of  the  Administrative  Code  (Building 
Code),  as  enacted  by  Local  Law  No.  76/68. 

Rule  13 — The  Board  of  Examiners  for  Welders 

13.1 —  The  Board  of  Examiners  for  Welders  shall  be  ap¬ 
pointed  by  the  Commissioner  of  Buildings  from  members  of 
the  staff  of  the  department.  All  welders’  licenses  issued 
should  be  uniform  for  the  five  boroughs.  There  shall  be  a 
separate  license  for  electric  arc  welding,  and  for  gas  welding, 
which  licenses  shall  not  be  interchangeable,  and  shall  apply 
specifically  to  the  type  of  work  to  be  done  and  shall  be 
issued  in  accordance  with  Rule  2. 

13.2—  Welders  to  be  licensed.  No  person  shall  perform 
welding  work  on  any  structural  member  of  a  structure 
without  having  obtained  a  welder’s  license  from  the  Board 
of  Examiners  for  welders. 

13.2.1—  Before  a  welder’s  license  may  be  issued  author¬ 
izing  a  person  to  perform  welding  work  on  a  structural 
member  of  a  structure,  the  person  applying  for  such  certifi¬ 
cate  shall  have  been  qualified  as  provided  in  Section  C26- 
1005.3(b)(1). 

13.2.2—  No  person  shall  be  eligible  for  a  license  to  perform 
welding  work  as  provided  in  this  section  unless  he  is  a 
citizen  of  the  United  States  of  America  or  unless  he  is  a 
North  American  Indian  by  birth. 

13.2.3—  The  Commissioner  of  Buildings  may  revoke  or 
suspend  a  license  of  any  person  if  workmanship  on  any 
structural  welding  is  such  as  to  indicate  incompetency  or 
negligence  which  might  endanger  a  structure  or  result  in 
injury  to  human  beings. 

13.2.4 —  Renewal  of  a  license  may  be  made  without  addi¬ 
tional  requalification  test  if  the  applicant  of  record  indi¬ 
cates  one  month  of  satisfactory  welding  experience  during  a 
previous  year. 

13.3 — Exceptions  to  requirements  for  welders  licenses. 

13.3.1—  Welders’  licenses  will  not  be  required  for  the 
attachment  of  steel  studs  directly  to  structural  beams  by 
semi-automatic  equipment  when  the  method  of  attachment 
has  been  approved  by  the  Board. 

13.3.2 —  Welders’  licenses  will  not  be  required  for  operators 
of  automatic  welding  equipment  of  a  type  approved  by  the 
Board  when  used  under  the  supervision  of  a  trained  welder 
holding  a  welder’s  license. 

Rule  14 — Qualification  tests  for  Welders 

14.1 — Before  the  examiners  for  welders  shall  issue  a 
welder’s  license,  the  applicant  shall  pass  the  applicable  tests 
prescribed  by  the  Department  of  Personnel.  In  the  case  of 
welders  performing  welding  work  out  of  town  on  structures 
to  be  erected  in  the  City  of  New  York,  documentary  evi¬ 
dence  from  a  testing  laboratory  acceptable  to  the  Department 
of  Buildings  and  to  the  engineer  or  architect  designated  for 
controlled  inspection,  attesting  that  the  applicant  has  passed 
the  prescribed  qualification  test  is  acceptable  for  a  specific 
structure. 


14.2 —  The  foregoing  provisions  are  not  intended  to  bar 
an  applicant  from  further  trial  in  the  case  of  one  or  more 
failures,  or  to  require  the  welder  who  has  passed  the  test 
to  qualify  anew  for  every  job  he  may  undertake,  except 
in  the  case  of  welders  qualified  by  a  testing  laboratory. 

14.3 —  Classifications  of  Licenses  : 

CLASS  1 

Shop  and  Field — For  groove  and  fillet  welding  of  un¬ 
limited  thickness  materials,  in  all  positions,  the  test  candi¬ 
date  shall  weld  test  plates  in  the  vertical  and  overhead 
positions,  using  1  inch  thick  test  plates. 

CLASS  1— RESTRICTED 

Shop  and  Field — For  groove  welding  materials  of  limited 
thickness  (J4  inch  maximum)  and  for  fillet  welding  of 
unlimited  thickness  materials,  in  all  positions,  the  test  candi¬ 
date  shall  weld  test  plates  in  the  vertical  and  overhead  posi¬ 
tions  using  3/  inch  thick  test  plates. 

CLASS  2 

Shop  and  Field — For  groove  welding  of  unlimited  thick¬ 
ness  in  the  flat  position  and  for  fillet  welding  in  the  flat  and 
horizontal  positions  only,  the  test  candidate  shall  weld  a  test 
plate  in  the  flat  position  using  1  inch  thick  test  plates. 

CLASS  2— RESTRICTED 

Shop  Only — For  groove  welding  of  limited  thickness  mate¬ 
rials  OVa  inch  maximum)  in  the  fiat  position  and  fillet  weld¬ 
ing  in  the  flat  and  horizontal  positions  only,  the  test  candi¬ 
date  shall  weld  a  test  plate  in  the  flat  position  using  /s  inch 
test  plates. 

CLASS  3 

Shop  and  Field — For  fillet  welding  of  unlimited  thickness 
materials  in  all  positions,  the  test  candidate  shall  weld  test 
plates  in  the  vertical  and  overhead  positions  using  3/8  inch 
thick  test  plates. 

CLASS  3— RESTRICTED 

Shop  Only — For  fillet  welding  of  unlimited  thickness  mate¬ 
rials  in  the  flat  and  horizontal  positions  only  the  test  candi¬ 
date  shall  weld  test  a  plate  in  the  horizontal  position  using 
inch  thick  test  plates. 

14.4 —  Qualification  Requirements. 

14.4.1 —  Pending  promulgation  of  qualification  requirements 
by  the  Commissioner  of  Buildings  pursuant  to  Section 
B26-1.3  of  the  Administrative  Code,  Rule  5.4  of  these  Rules, 
amended  December  13,  1968,  shall  remain  in  force. 

14.5 —  Re-test — In  case  a  welder  fails  to  meet  the  require¬ 
ments  of  one  or  more  test  welds,  a  re-test  may  be  allowed 
under  the  following  conditions : 

14.5.1 —  An  immediate  re-test  may  be  made  which  shall 
consist  of  two  test  welds  of  each  type  of  which  he  failed,  all 
of  which  shall  meet  all  the  requirements  specified  for  such 
welds. 

14.5.2 —  A  re-test  may  be  made  provided  there  is  evidence 
that  the  welder  has  had  further  training  or  practice.  In  this 
case  a  complete  re-test  shall  be  made. 

14.6 —  Welders  who  have  been  certified  by  the  Board  of 
Examiners  may  be  assigned  to  other  electric  arc  welding 
processes.  As  a  prerequisite  to  such  an  assignment,  the 
welder  shall  have  been  trained  in  the  process  by  his  employer 
and  said  welder  shall  be  given  a  certificate  for  the  required 
test.  No  further  certification  by  the  Board  of  Examiners  for 
Welders  will  be  required. 

14.7 —  Existing  Licenses.  All  persons  holding  a  valid  welder 
certificate  of  qualification  or  welder’s  license  issued  prior  to 
the  promulgation  of  these  revised  Rules  of  the  Board,  shall 
be  considered  to  have  qualified  under  the  tests  prescribed 
herein. 
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Rule  15 — Quality  Control 

15.1 —  The  quality  of  welds  permitted  under  the  Building 
Code  shall  conform  to  the  requirements  of  Section  6  (In¬ 
spection)  of  AWS  Dl.0-69 — Welding  in  Building  Construc¬ 
tion — and  with  all  other  requirements  of  these  Rules  and  the 
Building  Code. 

Rule  16 — Supervision  and  Inspection 

16.1 —  Any  welding  to  be  done  on  a  structure  or  any  part 
thereof  shall  be  performed  under  the  observation  of  a  repre¬ 
sentative  of  the  licensed  professional  engineer  or  registered 
architect  designated  for  controlled  inspection,  pursuant  to 
Section  C26-106.3  of  the  Administrative  Code.  The  architect 
or  engineer  designated  for  controlled  inspection  may  employ 
an  inspection  agency  responsible  to  him,  which  agency  shall 
be  acceptable  to  the  Commissioner  of  Buildings.  Welding 
inspection  agencies  shall  have  a  minimum  of  5  years  experi¬ 
ence  as  such. 

16.1.1 —  The  Commissioner  of  Buildings  may,  in  the  case  of 
minor  welding  operations,  including  stairs  and  fire  escapes, 
waive  the  requirements  for  inspection  if,  in  his  judgment, 
such  inspection  may  be  adequately  made  by  a  steel  inspector 
employed  regularly  by  the  Department  of  Buildings. 

16.1.2 —  Unless  personally  inspected  by  a  registered  archi¬ 
tect  or  licensed  professional  engineer,  each  welding  inspector 
shall  have  at  least  3  years  experience  in  the  field  of  welding 
and/or  welding  inspection  in  order  to  be  authorized  to  inspect 
any  welding.  Each  welding  inspector,  if  other  than  the  archi¬ 
tect  or  engineer  designated  for  controlled  inspection,  and  an 
affidavit  to  the  effect  that  said  inspector  has  the  prerequisite 
experience  and  is  acceptable,  is  to  be  filed  with  each  applica¬ 
tion  for  which  the  welding  work  is  being  performed,  before 
any  welding  operations  are  to  commence.  Unless  directly 
employed  by  the  architect  or  engineer  responsible  for  con¬ 
trolled  inspection  the  inspectors  shall  be  in  the  employ  of 
an  inspection  agency  acceptable  to  the  Commissioner  of 
Buildings. 

16.2 —  The  personnel  performing  the  inspection  shall  take 
adequate  means  to  assure  that  the  preparing,  oxygen  cutting, 
assembling,  and  welding  of  a  structure  conform  to  the  design 
and  that  the  resulting  structure  is  free  from  deficiencies  and 
injurious  effects.  Adequate  daily  records  of  the  progress  of 
the  work  shall  be  maintained,  and  submitted  daily  to  the 
registered  architect  or  licensed  professional  engineer  respon¬ 
sible  for  supervision  of  work.  Such  records  shall  be  avail¬ 
able  to  the  Building  Commissioner  or  his  representative  for 
a  period  of  at  least  2  years  after  the  completion  of  all  work 
in  the  course  of  construction.  The  records  shall  indicate  a 
definite  and  personal  responsibility  for  acceptance  of  every 
weld  as  to  size,  location,  type  of  filler  metal  used  and  quality 
of  workmanship,  and  show  evidence  that  no  weld  called  for 
in  the  design  has  been  omitted.  Each  welder  shall  place  his 
identification  symbol  on  his  work  and  the  inspector  after 
inspecting  each  weld  shall  do  likewise. 

16.2.1 —  The  inspector  shall  inspect  for  defects  and  irreg¬ 
ularities,  plate  cracks  adjacent  to  or  behind  welds,  crater 
cracks  or  cracks  in  the  weld  metal. 

16.2.2 —  The  inspector  shall  gauge  all  welds  for  deficiency 
of  throat  or  other  critical  cross  section. 

16.2.3 —  The  inspector  shall  carefully  observe  and  reject 
unallowable  or  out  of  tolerance  undercutting,  overlap  or  lack 
of  fusion  at  edges  of  weld,  lack  of  penetration  of  porosity, 
location  of  craters,  size  and  shape  of  bead  and  order  occa¬ 
sional  shipping  to  determine  penetration  and  correct  all  or 
any  irregularities  of  workmanship  contrary  to  the  design. 

16.2.4 —  A  staff  of  inspectors  numerous  enough  to  provide 
one  inspector  for  every  6  welders  of  each  job  at  all  times 
shall  be  required,  provided  that  the  welders  are  within  4 
tiers  of  each  other. 

16.3 — Daily  inspection  shall  be  made  of  preheating  equip¬ 
ment  to  see  that  it  is  functioning  properly.  Preheat  drying 
cabinets  for  low  hydrogen  electrodes  shall  be  maintained 
within  easy  access  of  all  welding  operators.  Above  infor¬ 
mation  is  to  be  included  in  daily  welding  inspectors’  reports. 


16.4 —  Before  equipment  used  to  supply  welding  current  is 
used  at  the  job  site,  it  shall  be  tested  at  the  job  site  by  a 
welding  inspector  to  ascertain  proper  functioning  of  the 
equipment  and  to  establish  the  arc  voltage  and  current  pro¬ 
duced  by  this  equipment.  This  certification  shall  be  filed 
with  the  welding  report. 

16.5 —  When  any  of  the  components  being  welded  exceeds 
1.5  inches  in  thickness,  either  of  the  following  additional 
requirements  shall  be  met : 

16.5.1 —  Non-destructive  testing  in  rule  17  shall  be  manda¬ 
tory,  for  the  weld  and  base  metal  in  the  region  of  the  weld, 
and  all  deficiencies  that  are  detected  are  to  be  remedied ;  or 

16.5.2 —  Preheating  and  insulated  cooling  techniques  shall 
be  employed. 

Rule  17 — Non-destructive  Testing 

17.1 —  Non-destructive  testing  may  be  specified  by  the 
architect  or  engineer  designated  for  controlled  inspection  to 
augment  other  inspection  requirements,  or  in  conformance 
with  rule  16.5.1,  or,  be  required  by  the  Commissioner  of 
Buildings  should  there  be  a  reasonable  doubt  as  to  the 
adequacy  of  any  welding. 

17.2 —  Non-destructive  testing  shall  conform  with  the  re¬ 
quirements  of  section  607  (Non-destructive  Testing),  and 
Appendices  B  (Radiographic  Inspection  of  Welds)  and  C 
(Ultrasonic  Testing  of  Groove  Welds)  contained  in  AWS 
DI.0-69-Welding  in  Building  Construction,  as  modified  by 
these  Rules.  Other  methods  of  non-destructive  testing  ac¬ 
ceptable  to  the  Commissioner  of  Buildings,  consistent  with 
good  practice,  may  be  used. 

17.3 —  Non-destructive  testing  equipment: 

(a)  Non-destructive  Systems,  methods  and  techniques  for 
testing  shop  and  field  welds  may  be  used  on  condition  that 
all  such  systems,  methods,  techniques  and  apparatus  shall 
first  be  acceptable  to  the  Commissioner  of  Buildings.  Such 
systems  may  use  x-ray,  radiography,  magnetic  particle,  ultra¬ 
sonic,  dye  pentrants,  etc. 

(b)  The  results  of  actual  performance  tests  by  each  sys¬ 
tem  for  which  authorization  is  sought  shall  be  the  criteria 
determining  the  limitations  under  which  the  authorization 
shall  be  granted. 

(c)  Each  system  of  testing  shall  prove  its  unfailing  ability 
to  distinguish  between  good  and  faulty  welds,  by  testing  at 
least  two  samples  of  every  class,  size  and  type  of  weld,  for 
which  approval  is  sought.  These  weld  samples  shall  be 
tested  under  conditions  duplicating  the  conditions  met  in 
actual  practice,  such  as : 

1.  Shop  welds  or  field  welds  or  both. 

2.  For  field  welds  the  test  samples  shall  be  tem¬ 
porarily  installed  in  the  most  inaccessible  parts  of  a 
structure  where  welding  is  to  be  tested. 

3.  Flat,  vertical  or  overhead  positions. 

4.  Maximum  sizes  (throats)  of  welds  for  which 
approval  is  sought. 

5.  Types  and  alloys  of  base  metals,  for  which 
approval  is  sought. 

(d)  Two  or  more  test  samples  for  each  type  of  weld 
shall  be  tested,  of  which  one  shall  be  a  perfect  weld,  and  at 
least  one  other  shall  include  a  flaw  or  imperfection,  deliber¬ 
ately  produced  in  the  weld,  by  lack  of  penetration,  inclusion 
of  slag  from  the  last  pass,  or  such  other  flaws  as  the  Board 
shall  specify. 

(e)  After  the  designation  and  rating  of  each  weld  sample, 
by  tbe  apparatus  under  test,  the  samples  with  flaws  shall 
be  machine  cut  apart,  through  the  throat  of  the  weld,  then 
polished  and  etched  with  acid  to  disclose  the  weld  with  the 
flaw.  The  samples  with  perfect  welds  shall  be  tested  to 
failure  by  tension. 

(f)  The  Commissioner  of  Buildings  shall  determine  the 
sizes,  types  and  number  of  the  samples  to  be  tested,  and  shall 
decide  which  test  results  shall  be  acceptable  for  the  approval 
of  the  method  and  type  of  apparatus  under  test,  and  what 
limitations,  if  any,  shall  be  included  in  any  acceptance. 
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COURT  DECISION 
CALENDAR  NUMBER  7-73-BZY 

Matter  of  Walsh  vs.  Building-  Department  City  of  New  York — 

On  April  3,  1973  the  Board  granted  the  application  and  time  to  com¬ 
plete  construction  was  extended.  Calendar  Number  7-73-BZY  Premises 
110  Henderson  Avenue,  Block  91,  Lots  43  and  70,  Borough  of 
Richmond. 

At  Richmond  County  Supreme  Court,  Special  Term,  Part  I, 
Mr.  Justice  Titone  rendered  the  following  decision: 

“.  .  .  Sustained  the  Board  issuance  of  a  permit  under  Section 
11-331  of  the  Zoning  Resolution,  indicated  there  was  substantial 
evidence  upon  which  the  Board  made  its  findings.  This  being  so, 
the  court  may  not  disturb  the  Board’s  determination. 

.  The  ruling  of  the  Board  is  affirmed  and  the  petition  is  dis¬ 
missed  .  .  .” 

(New  York  Law  Journal,  August  1,  1973,  page  13) 


John  B.  Cincotta,  Executive  Director 
Richard  B.  Atwell,  Deputy  Director 
Frances  M.  Waldron,  Secretary 


Avril  H.  Latham,  Chief  Clerk 
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Office — 80  Lafayette  Street,  9th  Floor,  Manhattan,  New 
York,  N.  Y.  10013. 


Minutes  of  Regular  Meeting,  Tuesday  Morning,  October 
2,  1973,  Affecting  Calendar  Numbers — 


T  elephone — 566-5 174. 


PUBLIC  NOTICES 

It  has  on  many  occasions  been  noted  that  additional 
papers  have  been  filed  by  the  applicant  after  a  case  has 
been  calendared  for  hearing. 

This  situation  will  no  longer  be  permitted.  The  only 
additional  papers  permitted  to  be  filed  will  be  communi¬ 
cations  from  the  local  community  planning  boards,  ob¬ 
jectors  or  other  city  agencies. 

If  at  the  hearing  an  applicant  wishes  to  submit  addi¬ 
tional  information  then  the  Board  will  consider  the 
request. 

JOSEPH  B.  KLEIN 
Chairman 


77-73-BZ 

103-73-BZ 

344-73-BZ 

98-73-BZ 

149-73-BZ 

741-72-BZ 

99-73-BZ 

336-73-BZ 

17-73-BZ 

Minutes  of 
October  2, 

Regular  Meeting,  Tuesday  Afternoon, 
1973,  Affecting  Calendar  Numbers — 

984-57-SA 

228-70-SM 

541-71-SA 

618-60-SM 

360-72-SM 

360-73- A 

95-61-SA 

435-72-SA 

408-73-A 

45-62-SM 

508-72-SA 

227-73-A 

77-62-SA 

823-72-SA 

282-73-A 

365-62-SA 

824-72-SA 

328-73-A 

893-62-SA 

6-73-SM 

356-73-A 

669-63-SA 

11-73-SA 

359-73-A 

799-65-SA 

13-73-SA 

371-73-A 

554-67-SM 

14-73-SA 

376-73-A 

539-71-SA 


The  resolutions  of  the  Board  of  Standards  and  Ap¬ 
peals  are  now  filed  the  day  following  public  hearings.  By 
virtue  of  recent  court  decisions  the  time  for  commencing 
review  proceedings  of  Board  determinations  starts  from 
the  date  of  the  filing  of  the  Board’s  resolution. 

JOSEPH  B.  KLEIN 
Chairman 


Proposed  Amendments  of  Rules  for  Arc  and  Gas  Weld¬ 
ing  and  Oxygen  Cutting  of  Steel,  Covering  The  Speci¬ 
fications  for  Design,  Fabrication  and^J^siTflctfcHEof  Arc 

truiuires  and  The  Qua 


and  Gas  Welded  Steel  Str 


Qualifica¬ 


tions  of  Welders  and  SupervisQrs,  - 
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CALENDAR 


DOCKET 

New  Cases  Filed  up  to  October  2,  1973 

Cal.  No.  Dept.  Premises  Affected 

525-73-BZ — B.Q. — 33-64  191st  Street,  west  side,  200  feet 
north  of  35th  Avenue,  Block  5259,  Lot  38,  Flushing,  Bor¬ 
ough  of  Queens,  Community  Board  #11,  N.B.  1090-73, 
re-  two  family  dwelling,  R2  district. 


526-73-BZ — B.Q. — 33-60  191st  Street,  west  side,  238.6  feet 
north  of  35th  Avenue,  Block  5259,  Lot  36,  Flushing, 
Borough  of  Queens,  Community  Board  #11,  Alt.  No. 
996-72,  re-  two  family  dwelling,  R2  district. 


527-73-BZ — B.Q. — 33-56  191st  Street,  west  side,  281.6  feet 
north  of  35th  Avenue,  Block  5259,  Lot  33,  Flushing,  Bor¬ 
ough  of  Queens,  Community  Board  #11,  N.B.  1086-72, 
re-  two  family  dwelling,  R2  district. 


528-73-A — B.B. — 3402  Clarendon  Road,  southeast  corner 
of  East  34th  Street,  Block  4951,  Lot  1,  Borough  of 
Brooklyn,  Alt.  No.  693-73,  re-  proposed  group  home, 
R4  district. 


529- 73-SM — American  Filter  Systems  Incorporated, 
AFSI  water  oil  separator,  manufactured  by  American 
Filter  Systems  Incorporated,  Material. 

530- 73-SA — General  Signal  Corporation,  fire  alarm  con¬ 
trol  panel  6500-1  series,  manufactured  by  General  Signal 
Corporation,  Appliance. 

531- 73-A — B.M. — 164  to  168  West  136th  Street,  south- 
side,  125  feet  east  of  Seventh  Avenue,  Block  1920,  Lots 
57,  58,  158,  Borough  of  Manhattan,  Alt.  No.  543-71, 
re-  egress  for  a  mixed  used  building,  R7-2  district. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


OCTOBER  30,  1973,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  October  30, 1973,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

643-70-A 

APPLICANT — Herman  J.  Jessor  for  Starrett  City,  Incor¬ 
porated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — appeal  from  a  decision  of  the 
Borough  Superintendent  re-  location  of  fuel  oil  tank ;  pre¬ 
viously  granted  on  condition. 

PREMISES  AFFECTED — 165  Elmira  Loop,  northeast  cor¬ 
ner  of  Schroeders  Avenue,  Block  4452,  Lot  85,  Borough 
of  Brooklyn. 


30-48-BZ — Vols.  I  and  II 

APPLICANT — Lama  and  Vassalotti  for  Moe  Friedel, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  November  30,  1970 — decision  of 
the  Borough  Superintendent;  previously  granted  on  condi¬ 


tion  under  Sections  7c,  7i,  7 A  and  7h  of  the  Zoning  Resolu¬ 
tion,  permitting  in  a  residence  and  business  use  district, 
the  maintenance  of  a  gasoline  service  station,  boiler  room, 
lubritorium,  auto  laundry,  motor  vehicle  repair  shop,  sale 
of  accessories,  office  and  parking  and  storage  of  more  than 
five  motor  vehicles  and  with  curb  cuts  more  than  the  per¬ 
mitted  distance  from  the  intersection  and  amendment,  re¬ 
wall. 

PREMISES  AFFECTED— 1701-1725  Bedford  Avenue  and 
109-131  Sullivan  Place,  northeast  corner,  Block  1304,  Lot  1, 
Borough  of  Brooklyn. 


634-54-BZ — Vol.  II 

APPLICANT — Abram  Shelfstein  for  James  J.  Mannix  and 
Joseph  M.  Mattone,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  December  16, 
1973 — decision  of  the  Borough  Superintendent,  previously 
granted  on  condition  under  Sections  7e  ,  7h  and  7i  of  the 
Zoning  Resolution,  permitting  in  a  retail  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station,  car 
wash  non-automatic,  minor  repairs  with  hand  tools  only, 
office  and  sale  of  auto  accessories,  parking  and  storage  of 
more  than  five  motor  vehicles  with  a  ground  sign  in  the 
local  retail  use  district. 

PREMISES  AFFECTED— 219-02— 219-12  Hempstead  Ave¬ 
nue  (219-06  Hempstead  Avenue  official)  and  103-01  219th 
Street,  southeast  corner,  Block  11154,  Lot  22,  Queens  Vil¬ 
lage,  Borough  of  Queens. 


457-56-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Jacob  Blei  and 
Kate  Trachtman,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  December  17, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7h  and  7e  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  residence  use  district,  the 
proposed  parking  of  motor  vehicles,  accessory  and  con¬ 
sumer  parking,  accessory  loading  and  unloading  in  conjunc¬ 
tion  with  adjoining  factory. 

PREMISES  AFFECTED — 152-154  India  Street,  south  side, 
150  feet  east  of  Manhattan  Avenue,  Block  2541,  Lots  12 
and  13,  Borough  of  Brooklyn. 


397-63-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Dabin  Equities 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  pi  term  of  variance  which  expired  September  10, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R8  district,  in  an  existing 
three  story  and  cellar  building,  the  maintenance  of  doctors 
offices  on  the  ground  floor. 

PREMISES  AFFECTED — 2015  Grand  Concourse,  south¬ 
west  corner  of  Bush  Street,  Block  2808,  Lot  93,  Borough 
of  The  Bronx. 

391-72-BZ 

APPLICANT — Samuel  H.  Lindenbaum  for  Congregation 
Beth  Hamedrash  Hachodosh  Talmud,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  September  12, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R8  district,  the  erection  of 
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an  11  story  Synagogue  and  multiple  dwelling,  that  exceeds 
the  permitted  floor  area  ratio  and  lot  coverage,  has  less 
than  the  required  lot  area,  open  space  ratio,  and  lot  area 
per  room  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 223  to  227  East  51st  Street, 
north  side,  260  feet  east  of  Third  Avenue  and  224  to  226 
East  52nd  Street,  Block  1325,  Lot  40,  Borough  of  Man¬ 
hattan. 


658- 72-BZ 

APPLICANT — Samuel  H.  Lindenbaum  for  Sam  and  Esther 
Minskoff  Cultural  Center-Park  East  Day  School,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution,  permitting  in  an  R8  and 
Cl-9  district,  the  erection  of  an  eight  story  school  and  com¬ 
munity  facility  structure  that  exceeds  the  permitted  lot 
coverage,  encroaches  on  the  required  rear  yard  above  23 
feet  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 162-166  East  68th  Street,  south 
side,  120  feet  west  of  3rd  Avenue,  Block  1402,  Lots  42,  43 
and  44,  Borough  of  Manhattan. 

. 

659- 72-A 

i 

APPLICANT — Samuel  H.  Lindenbaum  for  Sam  and  Esther 
Minskoff  Cultural  Center-Park  East  Day  School,  owners. 

■|  SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — appeal  from  a  decision  of  the 
Borough  Superintendent  re-  corridors,  minimum  width  of 
corridors  and  ramp  for  exits ;  previously  granted  on  con¬ 
dition. 

PREMISES  AFFECTED— 162-166  East  68th  Street,  south 
side,  120  feet  west  of  3rd  Avenue,  Block  1402,  Lots  42,  43 
and  44,  Borough  of  Manhattan. 


204-73-BZ 

APPLICANT — Otto  J.  and  Warren  A.  Sambach  for  C.  & 
M.  Holding  Corporation,  owner ;  Battery  Oil  Corporation, 
lessee. 

SUBJECT — April  5,  1973 — decision  of  the  Borough  Super¬ 
intendent,  under  Sections  72-21  and  11-412  of  the  Zoning 
Resolution  to  permit  in  an  R6  district,  the  enlargement  in 
area  and  reconstruction  of  an  automotive  service  station 
with  accessory  uses  previously  before  the  Board. 

PREMISES  AFFECTED — 8865  24th  Avenue,  southwest 
corner  of  Cropsey  Avenue,  Block  6927,  Lots  45,  47  and 
55,  Borough  of  Brooklyn.  Community  Board  #13. 

'  - 

211-73-BZ 

APPLICANT — Edwin  Storch  for  Andrew  Perillo,  owner. 

SUBJECT — Application  April  9,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  district,  the  change  in  use 
of  an  existing  one  story  and  cellar  building  from  automobile 
and  truck  showroom  to  an  automobile  and  truck  repair 
shop. 

PREMISES  AFFECTED — 198-25  Jamaica  Avenue,  north 
side,  30.90  feet  east  of  93rd  Avenue,  Block  10473,  Lot  26, 
Jamaica,  Borough  of  Queens.  Community  Board  #12. 


219-73-BZ 


Zoning  Resolution,  to  permit  in  an  R3-2  district,  the 
erection  of  a  two  story  enlargement  to  a  non-complying 
dwelling  that  increases  the  degree  of  non-  compliance 
within  the  side  and  rear  yards  and  creates  non-compliance 
in  open  space  ratio. 

PREMISES  AFFECTED — 163  Marine  Way,  north  side, 
100.00  feet  west  of  Cedar  Grove  Avenue,  Block  4085,  Lot 
11,  New  Dorp  Beach,  Borough  of  Richmond.  Community 
Board  #3. 


418-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Howard  J.  Heller 
and  Mary  Colitti,  owners. 

SUBJECT — Application  July  10,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  R3-1  district,  in  an  existing  two 
story  building,  the  conversion  and  alteration  of  the  second 
floor  apartment  for  medical  office  use. 

PREMISES  AFFECTED — 100-20  159th  Avenue,  southwest 
corner  of  101st  Street,  Block  14180,  Lot  10,  Howard  Beach, 
Borough  of  Queens.  Community  Board  #10. 


479-73-BZ 

APPLICANT — Ingram  S.  Carner  for  Thomas  E.  &  Robert 
J.  Halloran,  owners,  ABC  Elastic  Corporation,  contract 
purchaser. 

SUBJECT — Application  August  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  11-413 
of  the  Zoning  Resolution,  to  permit  in  a  C2-3  district,  the 
change  in  occupancy  of  an  existing  one  story  building 
previously  before  the  Board  from  foundry  products  finish¬ 
ing  and  storage  of  patterns  to  a  clothing  manufacturing 
establishment. 

PREMISES  AFFECTED — 889  Metropolitan  Avenue,  north 
side,  100  feet  west  of  Olive  Street,  Block  2912,  Lot  30, 
Borough  of  Brooklyn.  Community  Board  #1. 


480-73-BZ 

APPLICANT — Ingram  S.  Carner  for  Thomas  E.  &  Robert 
J.  Halloran,  owners,  Martin  Dellacona  &  James  Smith, 
contract  purchaser. 

SUBJECT — Application  August  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  11-413  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  and  C2-3  district  the 
change  in  use  of  an  iron  foundry  previously  before  the 
Board,  to  a  private  sanitation  and  carting  establishment 
with  accessory  repairs. 

PREMISES  AFFECTED — 890  Metropolitan  Avenue,  south 
side,  97.8  feet  west  of  Olive  Street,  Block  2916,  Lots  32 
and  33,  Borough  of  Brooklyn.  Community  Board  #1. 


489-73-BZ 

APPLICANT — Lama  &  Vassalotti,  for  Mobil  Oil  Corpora¬ 
tion,  owner. 

SUBJECT — Application  August  23,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C6-3  and  Ml -5  district, 
the  reconstruction  of  an  automotive  service  station  with 
accessory  parking. 

PREMISES  AFFECTED — 543  to  551  10th  Avenue,  south¬ 
west  corner  506  West  41st  Street,  Block  1069,  Lot  34, 
Borough  of  Manhattan.  Community  Board  #4. 


APPLICANT — Frank  A.  Vaccaro  for  Frank  Schimenti,  .„q  a 
owner. 

SUBJECT — Application  April  12,  1973 — decision  of  the  APPLICANT — Lama  &  Vassalotti  for  Mobil  Oil  Corpora- 
Borough  Superintendent,  under  Section  72-21  of  the  tion,  owner. 
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SUBJECT— Application  August  23,  1973— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  gasoline  dis¬ 
pensing  system. 

PREMISES  AFFECTED— 543  to  551  10th  Avenue,  south¬ 
west  corner  and  506  West  41st  Street,  Block  1069,  Lot  34, 
Borough  of  Manhattan. 


500-73-BZ 

APPLICANT — Max  Siegel  Associates  for  Statland  Holi¬ 
day  Associates,  owner ;  Holrich  Operating  Company,  lessee. 

SUBJECT — Application  August  30,  1973 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and 
72-21  of  the  Zoning  Resolution,  666  NYC  Charter,  to 
permit  in  a  C2-1  district,  at  a  hotel  under  construction,  the 
installation  of  three  wall  and  ground  signs  that  exceed  the 
permitted  surface  area  and  wall  signs  that  exceed  the 
height  above  curb  level. 

PREMISES  AFFECTED — 1415  Richmond  Avenue,  east 
side,  80  feet  south  of  Lamberts  Lane,  Block  1544,  Lot  25, 
Graniteville,  Borough  of  Richmond.  Community  Board 

#3. 

JOSEPH  B.  KLEIN,  Chairman 


OCTOBER  30,  1973,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  October  30,  1973,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  follow¬ 
ing  matters : 

1-38-SR — Vol.  II 

SUBJECT — Proposed  Amendments  of  Rules  for  Arc  and 
Gas  Welding  and  Oxygen  Cutting  of  Steel  Covering  The 
Specifications  for  Design,  Fabrication  and  Inspection  of 
Arc  and  Gas  Welded  Steel  Structures  and  The  Qualifica¬ 
tions  of  Welders  and  Supervisors. 


21-73-SM 

APPLICANT — Armstrong  Cork  Company — impact  noise 
reducing  floor  covering. 


22-73-SM 

APPLICANT — Clark  Door  Company — automatic  operator 
of  fire  doors. 


25-73-SM 

APPLICANT — United  States  Gypsum  Company — two  hour 
fire  rated  wall  assembly. 


26-73-SM 

APPLICANT — Richmond  Fireproof  Door  Company — ll/2 
hour  fire  rated  doors. 


42-73-SA 

APPLICANT — Safety  First  Products  Corporation— dry 
chemical  automatic  fire  extinguishing  systems. 


47-73-SM 

APPLICANT — Golding  Brothers,  Division  of  W.  R.  Grace 
and  Company — material  for  drapes. 


178-73-SA 

APPLICANT — Honeywell,  Incorporated — fire  alarm  system. 


228-73-SA 

APPLICANT — Environment/One  Corporation — fire  detec¬ 
tor. 


443-73-SA 

APPLICANT — Singmaster  and  Bryer,  Incorporated — pump. 


452-73-SA 

APPLICANT — House  of  Interphones,  Incorporated — com¬ 
ponents  of  Class  E  Fire  Alarm  Systems. 


482-73-SA 

APPLICANT — Security  Supervision  Corporation — fire 

alarm  system. 


279-73-A 

APPLICANT — Bernard  Goodman  for  Tenants. 

OWNER  OF  PREMISES— Burton  E.  Eaton. 
SUBJECT— Application  May  4,  1973 — Revocation  of  Alter¬ 
ation  Permit  Nos.  1595-69  and  1596-69. 

PREMISES  AFFECTED— 206  and  210  East  17th  Street, 
south  side,  120  feet  east  of  Third  Avenue,  Block  897, 
Lots  69  and  71,  Borough  of  Manhattan. 


383-73-A 

APPLICANT — Alfonso  Duarte  for  Michael  Parrino,  owner. 

SUBJECT — Application  June  18,  1973 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  inadequate  egress 
from  first  and  second  floors. 

PREMISES  AFFECTED— 2479  to  2491  Amsterdam  Av¬ 
enue,  east  side,  428.8  feet  north  of  Washington  Bridge, 
Block  2149,  Lot  16,  Borough  of  Manhattan. 


386-73-A 

APPLICANT — Essex  Chemical  Corporation,  owner. 

SUBJECT — Application  June  22,  1973 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  packaging  of  flam¬ 
mable  mixture  known  as  “Webtex  #168  Dry  wall  & 
Construction  Adhesive”  in  1 JJ4  ounce  and  30  ounce  paper 
cartridge  with  plastic  spouts,  not  in  compliance  with  regu¬ 
lations  of  the  Administrative  Code  of  New  York  City. 


400-73-A 

APPLICANT — Gulf  Oil  Corporation,  owner. 

SUBJECT — Application  July  3,  1973 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “Gulfpride  Marine-G  Outboard 
Lubricant”,  in  eight  (8)  ounces  sealed  metal  can  and  one 
(1)  quart  plastic  container,  not  in  compliance  with  regu¬ 
lations  of  Administrative  Code  of  New  York  City. 


410-73-A 

APPLICANT — Sol  Arker  for  Grasmere  Gardens  Incorpo¬ 
rated,  owner. 

SUBJECT — Application  July  9,  1973— filed  pursuant  to  Sec¬ 
tion  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 
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PREMISES  AFFECTED — 161  Brook  Avenue,  southeast 
corner  of  Fairbanks  Avenue,  Block  4691,  Lot  23,  Oakwood, 
Borough  of  Richmond. 


411-71-A 

APPLICANT — Sol  Arker  for  Grasmere  Gardens  Incorpo¬ 
rated,  owner. 

SUBJECT — Application  July  9,  1973 — filed  pursuant  to  Sec¬ 
tion  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — 153  Brook  Avenue,  south  side, 
45  feet  east  of  Fairbanks  Avenue,  Block  4691,  Lot  25, 
Oakwood,  Borough  of  Richmond. 


412- 73-A 

APPLICANT — Sol  Arker  for  Grasmere  Gardens  Incorpo¬ 
rated,  owner. 

SUBJECT — Application  July  9,  1973 — filed  pursuant  to  Sec¬ 
tion  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — 151  Brook  Avenue,  south  side, 
88.5  feet  east  of  Fairbanks  Avenue,  Block  4691,  Lot  27, 
Oakwood,  Borough  of  Richmond. 

413- 73-A 

APPLICANT — Sol  Arker  for  Grasmere  Gardens  Incorpo¬ 
rated,  owner. 

SUBJECT — Application  July  9,  1973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED— 147  Brook  Avenue,  south  side, 
132  feet  east  of  Fairbanks  Avenue,  Block  4691,  Lot  29, 
Oakwood,  Borough  of  Richmond. 


414- 73-A 

APPLICANT — Sol  Arker  for  Grasmere  Gardens  Incorpo¬ 
rated,  owner. 

SUBJECT— Application  July  9,  1973— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — 143  Brook  Avenue,  south  side, 
175.6  feet  east  of  Fairbanks  Avenue,  Block  4691,  Lot  31, 
Oakwood,  Borough  of  Richmond. 

415- 73-A 

APPLICANT — Sol  Arker  for  Grasmere  Gardens  Incorpo¬ 
rated,  owner. 

SUBJECT — Application  July  9,  1973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — 139  Brook  Avenue,  south  side, 
219  feet  east  of  Fairbanks  Avenue,  Block  4691,  Lot  34, 
Oakwood,  Borough  of  Richmond. 


416-73-A 

APPLICANT — Sol  Arker  for  Grasmere  Gardens  Incorpo¬ 
rated,  owner. 

SUBJECT — Application  July  9,  1973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — 135  Brook  Avenue,  south  side, 
306  feet  east  of  Fairbanks  Avenue,  Block  4691,  Lot  36, 
Oakwood,  Borough  of  Richmond. 


417-73-A 

APPLICANT — Sol  Arker  for  Grasmere  Gardens  Incorpo¬ 
rated,  owner. 

SUBJECT — Application  July  9,  1973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — 131  Brook  Avenue,  south  side, 
262  feet  east  of  Fairbanks  Avenue,  Block  4691,  Lot  1, 
Oakwood,  Borough  of  Richmond. 

JOSEPH  B.  KLEIN,  Chairman 


NOVEMBER  7,  1973,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  morning,  November  7 ,  1973,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  tire 
following  matters : 

341-72-A 

APPLICANT— Salamon  and  Salamon  for  Wallace  and 
Wallace  Fuel  Oil  Company,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — appeal  from  a  decision  of  the 
Fire  Commissioner  re-  Fuel  Oil  Transportation  trucks; 
previously  granted  on  condition. 


917-68-BZ 

APPLICANT — McGee  and  Morsellino  for  Caldo  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  September 
26,  1973 — decision  of  the  Borough  Superintendent,  pre¬ 
viously  granted  on  condition  under  Section  72-21  of  the 
Zoning  Resolution,  permitting  in  a  Cl-2  and  R6  district, 
at  an  existing  two  story  office  and  store  building,  the  erec¬ 
tion  of  a  six  floor  enlargement  that  exceeds  the  permitted 
floor  area  ratio,  penetrates  the  sky  exposure  plane  and 
extends  into  the  residence  district. 

PREMISES  AFFECTED — 41-60  to  41-80  Main  Stret, 
southwest  corner  of  Sanford  Avenue,  Block  5121,  Lot  23, 
Flushing,  Borough  of  Queens. 


746-22-BZ — Vol.  II 

APPLICANT — Larry  Meltzer  for  N.  W.  E.  122nd  Street 
Corporation,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  for  extension  of  term  of  vari¬ 
ance  which  expired  July  28,  1968 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Sections  7f,  7i  and  7h  of  the  Zoning  Resolution,  permitting 
in  a  business  use  district,  the  erection  and  maintenance  of 
a  gasoline  service  station,  lubritorium,  car  wash,  motor 
vehicle  of  a  gasoline  service  station,  lubritorium,  car  wash, 
motor  vehicles  repairs  and  office,  and  to  permit  the  parking 
of  more  than  five  motor  vehicles  (previously  denied,  the 
erection  of  a  garage  for  more  than  five  motor  vehicles). 

PREMISES  AFFECTED— 1760-1766  Park  Avenue,  north¬ 
west  corner  of  East  122nd  Street,  Block  1748,  Lot  14, 
Borough  of  Manhattan. 


280-55-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Fishbro  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  July  7,  1974— 
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decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Sections  7e  and  7f  of  the  Zoning 
Resolution,  permitting  in  a  business  use  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station  and  an 
automatic  auto  laundry;  and  to  permit  the  parking  and 
storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 879  East  149th  Street,  north¬ 
east  corner  of  Timpson  Place,  Block  2603,  Lots  55,  60  and 
106,  Borough  of  The  Bronx. 


93-57-BZ 

APPLICANT— Ludwig  P.  Bono  for  Paul  Minieri,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  November  26, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  undqr  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  main¬ 
tenance  of  a  parking  lot  for  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED — 2316  Beaumont  Avenue,  east 
side,  315  feet  north  of  East  183rd  Street,  Block  3103,  Lot 
14,  Borough  of  The  Bronx. 


5-58-BZ 

APPLICANT— Herbert  Gallin  for  Salverio  Piscane,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  October  15, 
1973 — decision  of  the  Borough  Superintendent,  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  parking 
and  storage  of  more  than  five  (5)  cars  on  a  vacant  plot  of 
land. 

PREMISES  AFFECTED— 717-719  East  217th  Street,  north 
side,  130.35  feet  east  of  White  Plains  Road,  Block  4665, 
Lots  40  and  43,  Borough  of  The  Bronx. 


205-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Max  Berman, 
Miklos  and  Regina  Tischler,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  July  5,  1973 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  72-21  of  the  Zoning  Resolution, 
permitting  in  an  R5  district,  the  erection  of  a  five  story 
health  related  facility  that  exceeds  the  permitted  floor  area 
ratio  and  lot  coverage,  encroaches  on  the  required  front 
and  side  yards  and  penetrates  the  sky  exposure  plane. 
PREMISES  AFFECTED— 3002-3038  West  35th  Street, 
3502-3512  Surf  Avenue,  southwest  corner  and  3501-3511 
Riegelman  Boardwalk,  Block  7065,  Lot  25,  Borough  of 
Brooklyn. 


336-73-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Orbitco,  Incor¬ 
porated,  owner. 

SUBJECT — Application  June  5,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-50  of  the  Zoning 
Resolution,  to  permit  in  a  Ml-1  district  the  erection  of  a 
one  story  enlargement  to  an  existing  commercial  building 
that  will  encroach  on  the  required  yard  along  a  district 
boundary. 

PREMISES  AFFECTED — 1360  Utica  Avenue,  west  side, 
135  feet  south  of  Foster  Avenue,  Block  4784,  Lot  13, 
Borough  of  Brooklyn.  Community  Board  #9. 

Laid  over  from  October  2,  1973,  at  the  request  of  the 

community  planning  board. 


242-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Madison  Prop¬ 
erties  Company,  owner. 

SUBJECT — Application  April  5,  1972 — decision  of  the  Bor¬ 
ough  Superintendent  under  Sections  11-413  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  an  R6  district,  in  an 
existing  one  story  and  cellar  building  previously  before 
the  Board,  the  change  in  occupancy  from  accessory  storage 
to  offices  and  retail  store. 

PREMISES  AFFECTED— 1612-1624  East  16th  Street, 
west  side,  100  feet  south  of  Avenue  P,  Block  6778,  Lot  10, 
Borough  of  Brooklyn.  Community  Board  #14. 


130-73-BZ 

APPLICANT — Alphonse  J.  Calvanico  for  John  Lagana,  Jr., 
Trustee,  Russo’s  Drive  In,  Incorporated,  lessee. 

SUBJECT — -Application  February  27,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  maintenance 
of  a  one  story  enlargement  to  a  restaurant  that  increases 
the  degree  of  non-compliance. 

PREMISES  AFFECTED— 4677  Hylan  Boulevard,  north 
side,  75.56  feet  east  of  Harold  Avenue,  Block  5408,  Lot  43, 
Annadale,  Borough  of  Richmond.  Community  Board  #4. 


287-73-BZ 

APPLICANT — Nicholas  J.  Salvadeo  for  Salvatore  J. 
Morreale,  owner. 

SUBJECT — Application  May  10,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  and  R3-2  district,  the 
erection  of  a  one  story  building  for  use  as  retail  stores 
with  accessory  parking  in  the  open  area. 

PREMISES  AFFECTED— 1789  Richmond  Road,  west  side, 
180.25  feet  south  of  Four  Corners  Road,  Block  890,  Lot 
32,  Borough  of  (Dongan  Hills)  Richmond.  Community 
Board  #3. 


420-73-BZ 

APPLICANT — Lama  &  Vassalotti  for  Mobil  Oil  Corpo¬ 
ration,  owner. 

SUBJECT— Application  July  10,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-211  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  district,  the  reconstruction 
of  an  automotive  service  station  with  accessory  uses  pre¬ 
viously  before  the  Board. 

PREMISES  AFFECTED— 43-20  Main  Street  and  134-49 
Dehlia  Avenue,  northwest  corner,  Block  5125,  Lot  36, 
Flushing,  Borough  of  Queens.  Community  Board  #7. 


423-73-BZ 

APPLICANT — Thomas  P.  Crinnion  for  1199  First  Avenue 
Associates,  owner,  Mr.  Laffs,  lessee. 

SUBJECT — Application  July  ,13,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-241  of  the  Zoning 
Resolution,  to  permit  in  a  C2-8  district,  for  a  term  of 
5  years,  in  an  existing  20  story  mixed  building,  the  addi¬ 
tion  to  the  uses  of  the  first  floor  restaurant  to  include 
cabaret. 

PREMISES  AFFECTED— 1189  to  1199  First  Avenue  and 
352  East  65th  Street,  southwest  corner,  Block  1439,  Lot  30, 
Borough  of  Manhattan.  Community  Board  #8. 

497-73-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  South  Ferry  Building  Company,  owner. 
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SUBJECT — Application  August  28,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  666  NYC  Charter  to  permit  in  a  C5-5  CR 
district  the  construction  of  a  first  floor  mezzanine  within 
a  32  story  office  building  previously  before  the  Board  that 
will  exceed  the  permitted  floor  area  ratio. 

PREMISES  AFFECTED — 1  to  6  State  Street,  34  to  50 
Whitehall  Street,  northwest  corner,  20  to  22  Pearl  Street, 
Block  9,  Lots  1,  23  and  28,  Borough  of  Manhattan.  Com¬ 
munity  Board  #1. 

JOSEPH  B.  KLEIN,  Chairman 


NOVEMBER  7,  1973,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  afternoon  November  7,  1973,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

282-73-A 

APPLICANT — 'Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Elaine  Products  Company. 
SUBJECT — Application  May  7,  1973 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 208-22  Jamaica  Avenue,  south 
side,  552.018  feet  west  of  211th  Street,  Block  10835,  Lot  34, 
Jamaica,  Borough  of  Queens. 


356-73-A 

APPLICANT — Lichtner — Lamkay  Associates  for  Ely  Reiss, 
owner. 

SUBJECT — Application  June  12,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  on  a  legal  street. 

PREMISES  AFFECTED — Merrick  Court,  north  side, 
143-33  feet  east  of  Woodhaven  Avenue,  Block  864,  Lot 
510,  Todt  Hill,  Borough  of  Richmond. 


405-73-A 

APPLICANT — Rampulla  Associates  for  Cacciamani  Broth¬ 
ers,  owners. 

SUBJECT — Application  July  5,  1973 — filed  pursuant  to  Sec¬ 
tion  36,  Article  3  of  the  General  City  Law  re-  building  not 
on  legally  mapped  street. 


PREMISES  AFFECTED — 1632  Richmond  Terrace,  south 
side,  105.7  feet  west  of  Tompkins  Center,  Block  187,  Lot 
42,  West  New  Brighton,  Richmond. 

421-73-A 

APPLICANT — Lichtner-Lamkay  Associates  for  Thomas 
Romano,  owner. 

SUBJECT— Application  July  13,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 40  Dolson  Place,  west  side, 
124.91  feet  north  of  Kinsey  Place,  Block  1290,  Lot  315,  Old 
Place,  Borough  of  Richmond. 


426-73-A 

APPLICANT — Albert  Melniker  for  M.R.G.  Realties,  In¬ 
corporated,  owner. 

SUBJECT — Application  July  17,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 26  Oxholm  Avenue,  south  side, 
205.19  feet  west  of  Bard  Place,  Block  256,  Lot  50,  Silver 
Lake,  Borough  of  Richmond. 


430-73-A 

APPLICANT — Jerome  L.  Grushkin  for  Frank  Quinn, 
owner. 

SUBJECT — Application  July  19,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 61  Cedarcliff  Road,  north  side, 
153.33  feet  east  of  Nesmythe  Terrace,  Block  618,  Lot  105, 
Grymes  Hill,  Borough  of  Richmond. 


465-73-A 

APPLICANT — Jerome  L.  Grushkin  for  Dorothy  Borg, 
owner. 

SUBJECT — Application  August  15,  1973— appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  Interpretation  of 
Zoning  Matter. 

PREMISES  AFFECTED — 96  Tarring  Street,  south  side, 
163.16  feet  east  of  Adelaide  Avenue,  Block  4660,  Lot  36, 
Oakwood,  Borough  of  Richmond. 

JOSEPH  B.  KLEIN,  Chairman 


MINUTES 


REGULAR  MEETING 

TUESDAY  MORNING,  OCTOBER  2,  1973  10  A.M. 

Present:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Horns  tein,  Commissioner  Walsh  and 
Commissioner  Carroll. 


The  minutes  of  the  regular  meeting  of  the  Board  held  on 
Tuesday  morning  and  afternoon,  September  18,  1973,  were 
approved  as  printed  in  the  Bulletin  of  September  27,  1973, 
Vol.  58,  No.  39. 


77-73-BZ 

APPLICANT — Andrew  Tsarsis  for  Shiloh  Homes,  Incor¬ 
porated,  owner. 

SUBJECT — Application  January  31,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  R5  district,  the  erection  of 
a  one  story  building  for  use  as  retail  stores  with  accessory 
parking  in  the  open  area. 

PREMISES  AFFECTED — 8301-8309  Flatlands  Avenue, 
763-775  East  83rd  Street,  northeast  corner,  Block  8004, 
Lots  7,  9,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Andrew  Tsarsis. 

For  Opposition :  Monroe  Cohen,  Lenore  Hochman,  Sam 
A.  Torillo,  and  Gladys  Torillo. 

ACTION  OF  BOARD — Laid  over  to  October  16,  1973  at 
10  A.M.,  for  decision;  hearing  closed. 


98-73-BZ 

APPLICANT — Dominick  Salvati  &  Son  for  Aron  Moskal, 
owner. 

SUBJECT — Application  February  14,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  two  story  mixed 
building  that  increases  the  degree  of  non-compliance  in 
the  lot  area  requirements. 

PREMISES  AFFECTED — 1932  Rockaway,  southwest  cor¬ 
ner  of  Avenue  N,  Block  8299,  Lot  41,  Borough  of  Brook¬ 
lyn.  Community  Board  #17. 

APPEARANCES— 

For  Applicant:  Anthony  M.  Salvati  and  Alex  Liberman. 
For  Opposition:  James  C.  Keinecke. 

ACTION  OF  BOARD — Laid  over  to  October  16,  1973  at 
10  A.M.,  for  decision;  hearing  closed. 


99-73-BZ 

APPLICANT — Otto  J.  &  Warren  A.  Sambach  for  Edward 
D.  Jamie,  owner. 

SUBJECT — Application  February  14,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  73-27  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  and  R6  district,  the 
erection  of  a  two  story  building  for  use  as  a  funeral  estab¬ 
lishment  with  accessory  parking  and  with  a  garage  ramp 
within  the  required  rear  yard. 

PREMISES  AFFECTED— 141-26  Northern  Boulevard, 
south  side,  202.54  feet  east  of  Bowne  Street,  Block  5012, 
Lot  33,  Flushing,  Borough  of  Queens.  Community  Board 

#7. 

APPEARANCES - 

For  Applicant:  Warren  A.  Sambach,  Edward  D.  Jamie, 
and  Edward  D.  Jamie,  Jr. 

For  Opposition:  None. 


ACTION  OF  BOARD— Laid  over  to  October  16,  1973  at 
10  A.M.,  for  decision;  hearing  closed. 


103-73-BZ 

APPLICANT — A.  H.  Salkowitz  for  Zeborex  Corporation, 
owner. 

SUBJECT — Application  February  15,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  and  Cl-2  district,  the 
erection  of  a  six  story  and  cellar  multiple  dwelling  that 
exceeds  the  permitted  floor  area  ratio  and  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED — 87-06  Justice  Avenue,  south 
side,  139.77  feet  east  of  Broadway,  Block  1842,  Lot  18, 
Elmhurst,  Borough  of  Queens.  Community  Board  '#4. 

APPEARANCES— 

For  Applicant :  Carl  Heimberger. 

For  Opposition :  Michael  G.  Dowd,  Steve  Toufexis,  Mrs. 

Minna  Winton,  and  John  P.  Costello. 

ACTION  OF  BOARD — Laid  over  to  October  16,  1973  at 
10  A.M.,  for  decision;  hearing  closed. 


149-73-BZ 

APPLICANT — Arno  Fischer  and  Meier-Marus  for  Flush¬ 
ing  Savings  Bank,  owner. 

SUBJECT — Application  March  7,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  and  R2  district,  the  en¬ 
largement  in  area  of  the  accessory  parking  facility  for  a 
bank  into  the  residence  district  that  encroaches  on  the  re¬ 
quired  front  yard  and  without  the  required  screening. 
PREMISES  AFFECTED— 159-18  Northern  Boulevard, 
south  side,  105.10  feet  east  of  159th  Street,  Block  5278, 
Lots  1,  21,  Flushing,  Borough  of  Queens.  Community  Board 

#7. 

APPEARANCES— 

For  Applicant:  Arno  Fischer,  Edward  J.  Cunningham. 
For  Opposition:  Joseph  R.  Conte,  Frank  A.  Caunella, 
Freddie  Glover,  and  Don  Tirone. 

ACTION  OF  BOARD — Laid  over  to  October  16,  1973  at 
10  A.M.,  for  decision;  hearing  closed. 


336-73-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Orbitco,  Incor¬ 
porated,  owner. 

SUBJECT — Application  June  5,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-50-BZ  in  an  Ml-1 
district  of  the  Zoning  Resolution,  to  permit  the  erection  of 
a  one  story  enlargement  to  an  existing  commercial  build¬ 
ing  that  will  encroach  on  the  required  yard  along  a  dis¬ 
trict  boundary. 

PREMISES  AFFECTED— 1360  Utica  Avenue,  west  side, 
135  feet  south  of  Foster  Avenue,  Block  4784,  Lot  13, 
Borough  of  Brooklyn.  Community  Board  #9. 

APPEARANCES— 

For  Applicant :  Frederick  A.  Ketcher. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  November  7,  1973, 
at  10  A.M.,  at  the  request  of  the  community  planning 
board. 


344-73-BZ 

APPLICANT — Stanley  H.  Klein  for  Russell  C.  Siebert, 
owner,  Village  Chevrolet,  Incorporated,  lessee. 
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SUBJECT — Application  June  7,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-412  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  at  an  existing 
automobile  sales  and  service  establishment  previously  be¬ 
fore  the  Board,  the  enlargement  in  lot  area  and  the  addition 
to  the  uses  to  include  open  parking,  display  and  sale  of 
cars,  car  rental  office  and  the  sale  of  motor  homes. 

PREMISES  AFFECTED — 222-22  Jamaica  Avenue,  south 
side,  75  feet  east  of  222nd  Street,  Block  10813,  Lots  4  and 
5,  Queens  Village,  Borough  of  Queens.  Community  Board 
#13. 

APPEARANCES— 

For  Applicant :  Stanley  H.  Klein,  Susan  M.  Noreika, 
Community  Board  #13  and  Russell  C.  Seibert. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  October  23,  1973,  at 
at  10  A.M.,  for  decision;  hearing  closed. 

741-72-BZ 

APPLICANT — Thomas  P.  Crinnion  for  Fred  C.  Smith,  Jr., 
owner. 

SUBJECT — Application  November  20,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R2  district,  the  erection 
of  a  two  story,  one  family  dwelling  and  Doctors  Office 
that  has  less  than  the  required  open  space  ratio  and  lot 
area  and  encroaches  on  the  required  front  and  side  yard. 

PREMISES  AFFECTED— 213-218  26th  Avenue  and  26-06 
Bell  Boulevard,  southeast  corner,  Block  6000,  Lot  24,  Bay- 
side,  Borough  of  Queens.  Community  Board  #11. 

APPEARANCES— 

For  Applicant:  Thomas  P.  Crinnion. 

For  Opposition:  Jerome  and  Judith  Ferber. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative : .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
September  18,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  October  9,  1973;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  19,  1972,  acting  on  N.B.  Applic.  524/1972, 
reads : 

“1.  Open  space  ratio  is  contrary  to  Sec.  24-173  Z.R. 

2.  Lot  area  is  contrary  to  Sec.  24-21  Z.R. 

3.  Front  yard  is  contrary  to  Sec.  24-34  Z.R. 

4.  Side  yard  is  contrary  to  Sec.  24-35  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R2  district,  the  erection  of  a  two  story  one  family  dwell¬ 
ing  and  doctor’s  office  that  has  less  than  the  required  open 


space  ratio  and  lot  area  and  encroaches  on  the  required  front 
yard  and  side  yard,  on  condition  that  all  work  shall  sub¬ 
stantially  conform  to  drawings  filed  with  this  application 
marked  “Received  November  20,  1972”,  4  sheets,  and  “Sep¬ 
tember  28,  1973”,  2  sheets;  and  that  all  laws,  rules  and  regu¬ 
lations  applicable  be  complied  with,  and  that  substantial 
construction  be  completed  within  one  year  from  the  date 
of  this  resolution. 


17-73-BZ 

APPLICANT — Nicholas  J.  Salvadeo  for  Samuel  A.  Julian, 
owner. 

SUBJECT — Application  January  11,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Rl-2  district,  the  erection 
of  a  one  story  and  cellar  one  family  dwelling  on  a  plot  with 
less  than  the  required  lot  area  and  lot  width. 

PREMISES  AFFECTED — 175  Mason  Street,  east  side, 
332  feet  north  of  Vista  Avenue,  Block  850,  Lot  24,  Dongan 
Hills,  Borough  of  Richmond.  Community  Board  #3. 

APPEARANCES— 

For  Applicant:  Nicholas  J.  Salvadeo. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  o 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  July  17,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  September  18,  1973;  laid  over  to  Octo¬ 
ber  9,  1973;  and 

W hereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  3,  1973,  acting  on  N.B.  ^Applic.  2184/1972, 
reads : 

“1.  Proposed  one  family  dwelling  on  lot  less  than 
5,700  sq.  ft.  lot  area  and  less  than  minimum  60  width 
contrary  to  Sec.  23-32  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  Rl-2 
district,  the  erection  of  a  one  story  and  cellar  one  family 
dwelling  on  a  plot  with  less  than  the  required  lot  area  and 
lot  width,  on  condition  that  all  work  shall  substantially 
conform  to  drawings  filed  with  this  application  marked 
“Received  January  11,  1973”,  4  sheets;  and  that  all  laws, 
rules  and  regulations  applicable  be  complied  with,  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 


Adjourned:  11:55  A.M. 

John  B.  Cincotta,  Executive  Director 
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REGULAR  MEETING 

TUESDAY  AFTERNOON,  OCTOBER  2,  1973,  2  P.M. 

Present:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 
Commissioner  Carroll. 


984-57-SA 

APPLICANT — Tokheim  Corporation,  owner. 

SUBJECT — Additional  dispensing  pumps. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 

Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
984-57-SA — Amendment  to  resolution  to  include  additional 
dispensing  pumps. 

Tokheim  Corporation,  Fort  Wayne,  Indiana,  requested 

that  the  resolution  adopted  April  15,  1958  and  amended 
through  February  10,  1970  under  Calendar  Number 

984-57-SA  be  reopened  and  amended  to  include  additional 
dispensing  pumps. 

PROPOSED  USE:  Gasoline  dispensing  pumps. 
DESCRIPTION:  The  additional  pumps,  Models  550  and 
660,  are  basically  the  same  as  those  which  were  previously 
approved  under  this  Calender  Number.  The  two  models 
differ  from  each  other  in  that  the  Model  550  has  a  syn¬ 
thetic  rubber  gasket  and  is  used  with  petroleum  products; 
the  Model  660  has  a  teflon  gasket  and  is  used  for  general 
industrial  applications. 

INSPECTION  AND  TEST :  The  pumps  have  been  ap¬ 
proved  by  Underwriters’  Laboratories  (File  MH4948). 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  April  15,  1958  and 
amended  through  February  10,  1970  under  Calendar  Num¬ 
ber  984-57-SA  be  reopened  and  amended  to  include  addi¬ 
tional  gasoline  dispensing  pumps,  Models  550  and  660,  on 
condition  that  the  requirements  of  the  original  resolution 
and  previous  amendments  adopted  under  this  Calendar  Num¬ 
ber  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  corporate  name,  change  of  address  or  to 
submit  the  annual  affidavit  will  be  cause  for  revocation  of 
approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 


618-60-SM 

APPLICANT — Donn  Products  Incorporated,  owner. 
SUBJECT — Additional  suspended  ceiling  components. 

APPEARANCES— 

For  Applicant:  Gene  Carraro. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommendation 
of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  . .' .  5 

N  egative .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads  :  _ 
618-60-SM — Amendment  to  resolution  to  include  additional 
suspended  ceiling  components. 

Donn  Products  Incorporated,  Westlake,  Ohio,  requested 
that  the  resolution  adopted  February  21,  1961  and  amended 
through  April  22,  1969  under  Calendar  Number  618-60-SM 
be  reopened  and  amended  to  include  additional  suspended 
ceiling  components. 

PROPOSED  USE : Components  of  suspended  ceiling  system. 
DESCRIPTION :  The  following  components  have  design 
loads  as  shown. 

DV-DB  216  Cross  Tee — .015"  thick  cold  roll  steel  with 

electro-zinc  coating,  double  web  tee  with  15/16"  face,  3/16" 
x  1/8"  bulb  section,  1"  overall  height,  .010"  face  cap,  24" 
simple  span — 33.5  lb./linear  foot  design  load. 

DV-DB  416  Cross  Tee — .016"  thick  cold  roll  steel  with 

electro-zinc  coating,  double  web  tee  with  15/16"  face,  3/16" 
x  1/8"  bulb  section,  1"  overall  height,  .010"  face  cap,  48" 
simple  span — 5.0  lb./linear  foot  design  load. 

DV-DB  424  Cross  Tee — .016"  thick  cold  roll  steel  with 

electro-zinc  coating,  double  web  tee  with  15/16"  face,  1/4" 
x  1/2"  bulb  section,  overall  height,  .011"  face  cap,  48" 

simple  span — 13.7  lb./linear  foot  design  load. 

AB-AV  26  Main  Tee — .025"  thick  finished  aluminum,  double 
web  tee  with  15/16"  face,  1/4"  x  1/2"  bulb  section,  1-1/2" 
overall  height,  .012"  face  cap,  48"  simple  span — 6.9  lb./linear 
foot  design  load,  five  48"  continuous  spans — 27.0  lb./linear 
foot  design  load. 

AB-AV  424  Cross  Tee — .018"  thick  finished  aluminum,  double 
web  tee  with  15/16"  face,  1/4"  x  1/2"  bulb  section,  1-1/2" 
overall  height,  .013"  face  cap,  48"  simple  span — 5.8  lb./ 
linear  foot  design  load. 

Paralock  Main  Tee — .021"  thick  cold  roll  steel  with  electro¬ 
zinc  coating,  double  web  tee  with  15/16"  face,  1/4"  x  1/2" 
bulb  section,  1-1/2"  overall  height,  .010"  steel  face  cap,  pairs 
of  locking  tabs  25/64"  height  x  5/8"  wide  punched  into  face 
4"  o.c.  to  receive  Paraline  Pan,  48"  simple  span — 11.8  lb./ 
linear  foot  design  load,  60"  simple  span— 6.2  lb./linear  foot 
design  load,  five  48"  continuous  spans — 60.5  lb./linear  foot 
design  load,  four  60"  continuous  spans — 39.0  lb./linear  foot 
design  load. 

Paraline  Pans — .015"  or  .021"  thick  cold  roll  steel  with 
electro-zinc  coating,  3-1/4"  wide  x  3/4"  high,  continuous 
arrowhead  locking  bead  on  vertical  legs  engages  tabs  on 
Paralock  Main  Tee,  49  lb.  (.021"  pan)  and  53  lb.  (.015  pan) 
required  to  release  pan  from  Paralock  Main  Tee. 

Further,  the  applicant  has  submitted  test  data  certifying 
that  the  Donn  DB  exposed  grid  system  has  the  same  cross 
section,  section  modulas,  and  moment  of  inertia  as  the  DV 
exposed  grid  system.  The  DB  system  also  has  a  greater 
pull-out  value  than  the  DV  system.  Thus,  the  applicant  re¬ 
quests  that  the  DB  Main  Tees  miay  be  substituted  for  the 
DV  Main  Tees  in  its  application. 

INSPECTION  AND  TEST :  The  design  loads  listed  above 
are  based  on  tests  performed  by  Herron  Testing  Laboratories, 
Incorporated,  Cleveland,  Ohio. 
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RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  February  21,  1961  and 
amended  through  April  22,  1969  under  Calendar  618-60-SM 
be  reopened  and  amended  to  include  the  additional  suspended 
ceiling  components  described  above  on  condition  that  they 
shall  be  used  with  hangers  and  purlins  in  accordance  with  the 
requirements  of  Article  5  and  RS  5-16  of  the  Building  Code 
of  the  City  of  New  York,  the  original  resolution  and  pre¬ 
vious  amendments  adopted  under  this  Calendar  Number,  and 
the  listed  design  loads. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  or  previous  approvals  under  this  Calendar 
Number,  bailure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with 
the  above  report. 


95-61-SA 

APPLICANT — Pow-R-Matic,  Incorporated,  owner. 
SUBJECT — To  eliminate  requirement  on  heaters. 
APPEARANCES— 

For  Applicant:  John  E.  Craig. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads : 
95-61-SA — Amendment  to  resolution  to  eliminate  requirement 
on  heaters. 

Pow-R-Matic,  Incorporated,  Finksburg,  Maryland,  re¬ 
quested  that  the  resolution  adopted  October  31,  1961  and 
amended  April  30,  1963  under  Calendar  Number  95-61-SA  be 
reopened  and  amended  to  eliminate  a  requirement  on  heaters. 

PROPOSED  USE:  Suspended  unit  heater  for  commercial 
occupancies. 

DESCRIPTION:  The  heaters  (Models  UH80,  UH140, 
UH180,  DH80)  are  vented,  oil  fired  unit  heaters  which  are 
suspended  at  least  eight  feet  above  floor  level.  A  requirement 
of  the  previous  approval  is  to  provide  a  40/40  mesh  screen  at 
the  combustion  air  intake  of  the  oil  burner.  The  applicant 
requests  that  this  requirement  be  eliminated. 

INSPECTION  AND  TEST :  The  heaters  are  approved  by 
Underwriters’  Laboratories  (File  MP2089)  for  use  without 
screens.  U.  L.  states  that  it  would  not  approve  a  unit  heater 
with  a  screen  over  the  air  intake. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  31,  1961  and 
amended  April  30,  1963  under  Calendar  Number  95-61-SA  be 
reopened  and  amended  to  eliminate  the  requirements  of  a 


40/40  mesh  screen  at  the  combustion  air  intake  of  Models 
UH80,  UH140,  UH180,  and  DH80  oil  fired  unit  heaters  under 
the  provisions  of  Article  14  and  RS  14  of  the  Building  Code 
of  the  City  of  New  York  on  condition  that  all  other  require¬ 
ments  of  the  original  resolution  and  the  previous  amendment 
adopted  under  this  Calendar  Number  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this  ap¬ 
proval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change  of 
corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr.; 

Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 


45-62-SM 

APPLICANT — K  S  M  Welding  Systems  Division,  Omark 
Industries,  Incorporated,  owner. 

SUBJECT — To  show  a  change  of  owner-manufacturer. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  q 

THE  RESOLUTION— 


^Whereas,  the  report  of  a  Committee  on  Test  reads: 
45-62-SM — Amendment  to  resolution  so  as  to  show  a  change 
of  owner-manufacturer. 

K  S  M  Welding  Systems  Division,  Omark  Industries, 
Incorporated,  Moorestown,  New  Jersey,  requested  that  the 
resolution  adopted  June  30,  1964  under  Calendar  Number 
45-62-SM  be  reopened  and  amended  so  as  to  show  a  change 
of  owner-manufacturer. 

PROPOSED  USE:  Fastening  device  for  use  for  interior 
suspension  systems. 

DESCRIPTION :  There  has  been  no  change  in  the  material 
used  nor  in  the  method  of  manufacture  of  the  fastening 
device. 

K  S  M  Welding  Systems  Division,  Omark  Industries, 
Incorporated  has  submitted  an  affidavit  showing  that  KSM 
Products,  Incorporated  has  been  merged  into  Omark  Indus¬ 
tries,  Incorporated  and  the  name  of  the  new  owner-manu¬ 
facturer  is  K  S  M  Welding  Systems  Division,  Omark 
Industries,  Incorporated. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  30,  1964  under  Cal¬ 
endar  Number  45-62-SM  be  reopened  and  amended  so  as  to 
show  a  change  of  owner-manufacturer,  new  owner-manufac¬ 
turer  being  KSM  Welding  Systems  Division,  Omark 
Industries,  Incorporated  on  condition  that  the  requirements 
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of  the  resolution  adopted  June  30,  1964  under  Calendar 
Number  45-62-SM  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  an¬ 
nual  affidavit  will  be  cause  of  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 
Stuart  Lowentital, 

Asst.  Engr., 
Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with 
the  above  report. 

77-62-SA 

APPLICANT — Process  Engineering,  Incorporated,  owner. 
SUBJECT — To  include  additional  storage  tanks. 

APPEARANCES— 

For  Applicant:  Jack  O’Rourke. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
77-62-SA — Amendment  to  resolution  to  include  additional 
storage  tanks. 

Process  Engineering,  Incorporated,  Plaistow,  New 
Hampshire,  requested  that  the  resolution  adopted  December 
18,  1962  and  amended  through  April  1,  1969  under  Calendar 
Number  77-62-SA  be  reopened  and  amended  to  include  addi¬ 
tional  storage  tanks. 

PROPOSED  USE:  Storage  tanks  for  liquefied  oxygen, 
nitrogen,  or  argon. 

DESCRIPTION :  The  tanks  Models  675  and  H-10,500,  are 
double  wall  construction  with  the  annular  space  filled  wifh 
perlite.  Internal  piping  is  Type  304  stainless  steel  with 
welded  joints.  External  piping  is  stainless  steel  or  Type  K 
copper  tubing  with  silver  soldered  or  screwed  joints  and 
bronze  or  brass  valves.  The  inner  vessels  are  protected 
by  pop  safety  valves  and  rupture  disc  safety  heads  con¬ 
nected  to  the  tank  vent  line.  Specifications  are  as  follows : 


Model  675 

Model  H-10,500 

Capacity 

675  gallons 

10,500  gallons 

Weight 

5,200  lbs. 

31,000  lbs. 

Inner  Vessel : 

-320 °F. 

-320 °F. 

Design  Temperature 

265  psig 

83.6  psig 

Design  Pressure 

398  psi 

125.4  psi 

Test  Pressure 

Type  304 

Type  304 

Material 

stainless  steel 

stainless  steel 

Head  Thickness 

.219" 

.406" 

Shell  Thickness 

.350" 

.285" 

Safety  Valve  Setting 

250  psig 

65  psig 

Rupture  Disc  Rating 

365  psig 

95  psig 

Outer  Vessel: 

Material 

steel 

steel 

Head  Thickness 

3/8" 

7/16" 

Shell  Thickness 

3/8" 

3/8" 

INSPECTION  AND  TEST:  The  tanks  are  designed  and 
built  in  accordance  with  ASME  specifications. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  18,  1962  and 
amended  through  April  1,  1969  under  Calendar  Number 
77-62-SA  be  reopened  and  amended  to  include  additional 
storage  tanks  for  liquefied  oxygen,  nitrogen,  or  argon,  Models 
675  and  H-10,500  on  condition  that  the  requirements  of  the 
original  resolution  and  previous  amendments  adopted  under 
this  Calendar  Number  and  Calendar  Number  1180-65-GR 
be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board  certifying  'that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this  ap¬ 
proval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change  of 
corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 


365-62-SA 

APPLICANT— General  Electric  Company,  owner. 
SUBJECT — Additional  air  conditioners  and  heat  pumps. 

APPEARANCES— 

For  Applicant:  E.  Schoenberg. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  . .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
365-62-SA — Amendment  to  resolution  to  include  additional 
air  conditioners  and  heat  pumps. 

General  Electric  Company,  New  York,  requested  that  the 
resolution  adopted  October  22,  1963  and  amended  through 
September  28,  1971  under  Calendar  Number  365-62-SA  be 
reopened  and  amended  to  include  additional  air  conditioners 
and  heat  pumps. 

PROPOSED  USE:  Air  conditioners  and  heat  pumps. 
DESCRIPTION :  All  models  are  used  with  or  without 
electric  duct  heaters,  with  clearances  to  combustible  mate¬ 
rials  as  shown  in  the  Underwriters’  Laboratories  approvals. 
The  “TC”  Series  uses  the  same  components  as  models  pre¬ 
viously  approved  under  this  Calendar  Number.  The  “B” 
suffix  designates  horizontal  discharge  condenser  air  flow  and 
over-and-under  evaporator  air  flow.  The  “C”  suffix  desig¬ 
nates  vertical  discharge  condenser  air  flow  and  side-by  side 
evaporator  air  flow.  Additional  suffixes  indicate  production 
sequence,  power  supply  voltage,  and  type  of  electric  heater. 
Prefixes  “21”  and  “BG”  designate  the  marketing  department 
of  General  Electric. 
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The  Weather tr on  heat  pump  “WC”  Series  has  auto¬ 
matically  controlled  refrigerant  reversing  valves  for  heating 
operation.  The  listed  models  have  the  same  cabinet  configu¬ 
ration  and  similar  protective  devices  to  those  previously  ap¬ 
proved  under  this  Calendar  Number. 

The  models  are  as  follows : 


Model 

TC024A 

TC030A 

TC036A 

TC048B 

TC048C 

TC060B 

TC060C 

TC090A 

TC0120A 

WC024A 

WC030A 

WC036A 

WC048B 

WC060B 

WC090A 

WC0120A 

INSPECTION  AND  TEST 


BTU/HR 

23,000 

30,000 

36,000 

48,000 

48,000 

60,000 

60,000 

90,000 

120,000 

22,000 

29,000 

35,000 

47,000 

59,000 

90,000 

120,000 

The  air  conditioners  and 


heat  pumps  have  been  approved  by  the  Underwriters’  Labo¬ 
ratories  (Report  No.  SA653 — “TC”  Series,  Report  No. 
SA2200— “WC”  Series). 


RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  22,  1963  and 
amended  through  September  28,  1971  under  Calendar  Num¬ 
ber  365-62-SA  be  reopened  and  amended  to  include  the  addi¬ 
tional  air  conditioners  and  heat  pumps  listed  above  under 
the  provisions  of  Articles  12  and  13  and  RS  12  and  13  of 
the  Building  Code  of  the  City  of  New  York  on  condition 
that  the  units  comply  with  all  applicable  noise  level  regula¬ 
tions  of  Article  12,  that  dampers  or  shutters  used  in  com¬ 
bined  air  conditioning-heating  systems  be  constructed  or 
controlled  to  prevent  at  all  times  closure  of  greater  than  80% 
of  the  duct  area,  and  that  the  requirements  of  the  original 
resolution  and  previous  amendments  adopted  under  this  Cal¬ 
endar  Number  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this  ap¬ 
proval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 


(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 


893-62-SA 

APPLICANT — The  Celotex  Corporation,  a  Subsidiary  of 
Jim  Walter  Corporation,  owner. 

SUBJECT — To  show  a  change  of  owner-manufacturer. 
APPEARANCES— 

For  Applicant :  None. 


ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recommen¬ 
dation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
893-62-SA — Amendment  to  resolution  so  as  to  show  a  change 
of  owner-manufacturer. 

The  Celotex  Corporation,  a  Subsidiary  of  Jim  Walter  Cor¬ 
poration,  Tampa,  Florida  requested  that  the  resolution  adopted 
September  13,  1966  and  amended  January  16,  1973  under 
Calendar  Number  893-62-SA  be  reopened  and  amended  so 
as  to  show  a  change  of  owner-manufacturer. 

PROPOSED  USE:  One  piece  water  closet. 

DESCRIPTION :  There  has  been  no  change  in  the  material 
used  nor  in  the  method  of  manufacture  of  the  water  closet. 

The  Celotex  Corporation,  a  Subsidiary  of  Jim  Walter  Cor¬ 
poration  has  submitted  an  affidavit  showing  that  on  June  30, 
1972  Panacon  Corporation,  a  Michigan  Corporation  was 
merged  into  the  Celotex  Corporation,  a  Delaware  Corpora¬ 
tion  and  the  name  of  the  new  owner-manufacturer  is  the 
Celotex  Corporation,  a  Subsidiary  of  the  Jim  Walter  Cor¬ 
poration. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  September  13,  1966  and 
amended  January  16,  1973  under  Calendar  Number  893-62-SA 
be  reopened  and  amended  so  as  to  show  a  change  of  owner- 
manufacturer,  new  owner-manufacturer  being  the  Celotex 
Corporation,  a  Subsidiary  of  the  Jim  Walter  Corporation  on 
condition  that  the  requirements  of  the  resolution  adopted 
September  13,  1966  and  amended  January  16,  1973  under 
Calendar  Number  893-62-SA  are  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 


669-63-SA 

APPLICANT — Old  Dominion  Iron  and  Steel  Company,  a 
Subsidiary  of  Adamson  Company  Incorporated,  owner. 

SUBJECT — To  show  a  change  of  owner-manufacturer. 

APPEARANCES— 

For  Applicant:  Lawrence  A.  Nigio. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 


MINUTES 


THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
669-63-SA — Amendment  to  resolution  so  as  to  show  a  change 
of  owner-manufacturer. 

Old  Dominion  Iron  and  Steel  Company,  a  Subsidiary  of 
Adamson  Company,  Incorporated,  Quinton,  Virginia,  re¬ 
quested  that  the  resolution  adopted  April  7,  1964  and 
amended  January  12,  1965  under  Calendar  Number  669-63-SA 
be  reopened  and  amended  so  as  to  show  a  change  of  owner- 
manufacturer. 

PROPOSED  USE:  Preheater  for  heavy  fuel  oil. 
DESCRIPTION  :  There  has  been  no  change  in  the  materials 
used  nor  in  the  method  of  manufacture  of  the  heaters. 

Old  Dominion  Iron  and  Steel  Company,  a  Subsidiary  of 
Adamson  Company,  Incorporated  has  submitted  an  affidavit 
showing  that  on  September  30,  1966,  Adamson  Company 
purchased  Old  Dominion  Iron  and  Steel  Corporation  of 
Richmond  and  that  said  company  remains  a  wholly-owned 
subsidiary  of  Adamson  Company,  Incorporated  and  the  name 
of  the  new  owner-manufacturer  is  Old  Dominion  Iron  and 
Steel  Company,  a  Subsidiary  of  Adamson  Company,  Incor¬ 
porated. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  April  7,  1964  and  amended 
January  12,  1965,  under  Calendar  Number  669-63-SA  be 
reopened  and  amended  so  as  to  show  a  change  of  owner- 
manufacturer,  new  owner-manufacturer  being  Old  Dominion 
Iron  and  Steel  Company,  a  Subsidiary  of  Adamson  Company, 
Incorporated  on  condition  that  the  requirements  of  the  reso¬ 
lution  adopted  April  7,  1964  and  amended  January  12,  1965 
under  Calendar  Number  669-63-SA  are  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 


799-65-SA 

APPLICANT — Pow-R-Matic,  Incorporated,  owner. 
SUBJECT — To  include  additional  heaters. 

APPEARANCES— 

For  Applicant:  John  E.  Craig. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 


Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
799-65-SA — Amendment  to  resolution  to  include  additional 
heaters. 

Pow-R-Matic,  Incorporated,  Finksburg,  Maryland,  re¬ 
quested  that  the  resolution  adopted  March  29,  1966  and 
amended  July  20,  1971  under  Calendar  Number  799-65-SA 
be  reopened  and  amended  to  include  additional  heaters. 
PROPOSED  USE:  Gas  and  oil  fired  burners  for  furnaces, 
make-up  air  heaters,  and  duct  heaters. 

DESCRIPTION :  The  basic  heating  units,  the  CA  Series, 
differ  from  previously  approved  units  in  that  they  have 
smaller  capacities.  The  Series  consists  of  the  following 
Models :  CA  20,  CA  25,  CA  30,  and  CA  40.  Their  outputs, 
in  10,000  BTU/HR,  are  indicated  by  the  numerical  portion 
of  the  model  designations. 

The  previously  approved  units  (CA  Series)  are  used  as 
make-up  air  heaters  with  the  addition  of  a  fresh  air  damper 
with  a  controller  to  open  and  close  the  damper  and  the  use 
of  blower  motors  one  horsepower  size  larger  than  would 
be  used  for  the  CA  Series.  The  make-up  air  heaters  are 
designated  as  the  M A  Series  as  follows :  MA  200,  M A  250, 
MA  300,  MA  350,  MA  400,  MA  500,  MA  600,  MA  700,  MA 
800,  MA  1000,  MA  1500,  MA  1750,  and  MA  2000.  Heating 
capacities  are  designated  in  the  same  manner  as  they  are  for 
the  CA  Series. 

The  same  basic  units  are  adopted  for  use  as  dust 
heaters  by  modifying  the  blower  section  and  designing  for 
installation  in  ducts.  The  duct  heaters  are  designated  as 
the  DH  Series  as  follows :  DH  200,  DH  250,  DH  300, 
DH  350,  DH  400,  DH  500,  DH  600,  DH  700,  DH  800, 
DH  1000,  DH  1500,  DH  1750  and  DH  2000.  Heating 
capacities  are  designated  in  the  same  manner  as  they  are 
for  the  CA  Series. 

INSPECTION  AND  TEST:  All  burners  are  U.  L.  or 
A.  G.  A.  approved.  Motors,  blowers,  controls,  and  other 
components  are  U.  L.  approved. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  29,  1966  and 
amended  July  20,  1971  under  Calendar  Number  799-65-SA 
be  reopened  and  amended  to  include  the  additional  furnaces, 
make-up  air  heaters,  and  duct  heaters  listed  above  under 
the  provisions  of  Article  14  and  RS  14  of  the  Building  Code 
of  the  City  of  New  York  on  condition  that  the  require¬ 
ments  of  the  original  resolution  and  previous  amendment 
adopted  under  this  Calendar  Number  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  corporate  name,  change  of  address  or  to 
submit  the  annual  affidavit  will  be  cause  for  revocation  of 
approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 
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554-67-SM 

APPLICANT — Magnetrol  Division,  Schaub  Engineering 
Company,  owner. 

SUBJECT — To  show  a  change  of  owner-manufacturer. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recommen¬ 
dation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
554-67-SM — Amendment  to  resolution  so  as  to  show  a  change 
of  owner-manufacturer. 

Magnetrol  Division,  Schaub  Engineering  Company,  Down¬ 
ers  Grove,  Illinois,  requested  that  the  resolution  adopted 
November  6,  1968  under  Calendar  Number  554-67-SM  be  re¬ 
opened  and  amended  to  show  a  change  of  owner-manufacturer. 
PROPOSED  USE:  To  indicate  fuel  oil  levels  in  a  storage 
tank  by  operating  electrical  alarms  and  other  controls  at 
high  and  low  levels. 

DESCRIPTION  :  There  has  been  no  change  in  the  material 
used  nor  in  the  method  of  manufacture  of  the  controls. 

Magnetrol  Division,  Schaub  Engineering  Company,  has 
submitted  an  affidavit  showing  that  on  December  31,  1968, 
Magnetrol,  Incorporated  was  liquidated  and  dissolved  and 
that  all  assets  were  assigned,  transferred,  and  conveyed  to 
Schaub  Engineering  Company  and  the  name  of  the  new 
owner-manufacturer  is  Magnetrol  Division,  Schaub  En¬ 
gineering  Company. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  6,  1968  under 
Calendar  Number  554-67-SM  be  reopened  and  amended  to 
show  a  change  of  owner-manufacturer,  new  owner-manu¬ 
facturer  being  Magnetrol  Division,  Schaub  Engineering 
Company  on  condition  that  the  requirements  of  the  resolu¬ 
tion  adopted  November  6,  1968  mider  Calendar  Number 
554-67-SM  are  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,' change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with 
the  above  report. 


228-70-SM 

APPLICANT — Process  Engineering,  Incorporated,  owner. 
SUBJECT — Additional  storage  tanks. 


APPEARANCES— 

For  Applicant :  Jack  O’Rourke. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommenda¬ 
tion  of  the  Committee  on  Test. 


THE  VOTE— 


Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  q 


THE  RESOLUTION— 


W hereas,  the  report  of  a  Committee  on  Test  reads : 
228-70-SM — Amendment  to  resolution  to  include  additional 
storage  tanks. 

Process  Engineering,  Incorporated,  Plaistow,  New  Hamp¬ 
shire,  requested  that  the  resolution  adopted  January  26,  1971 
under  Calendar  Number  228-70-SM  be  reopened  and  amended 
to  include  additional  storage  tanks. 

PROPOSED  USE:  Storage  tanks  for  liquefied  oxygen, 
nitrogen,  or  argon. 

DESCRIPTION :  The  tanks,  Models  1625-2,  1625-3,  6050-3, 
9200,  and  11,300,  are  similar  to  tanks  previously  approved 
under  this  Calendar  Number.  They  are  double  wall  con¬ 
structed,  with  an  inner  wall  of  alloy  5083  aluminum,  a  steel 
outer  wall,  and  perlite  filling.  Specifications  are  as  follows : 


Model  1625-2 

and 

Capacity  (gallons) 

Weight  (pounds) 

Inner  Vessel : 

Design  Temperature  (°F) 

Design  Pressure  (psig) 

Test  Pressure  (psi) 

Head  Thickness  (in.) 

Shell  Thickness  (in.) 

Safety  Valve  Setting  (psig) 

Rupture  Disc  Rating  (psig) 

Outer  Vessel : 

Head  Thickness  (in.) 

Shell  Thickness  (in.) 

INSPECTION  AND  TEST :  The  tanks  are  designed  and 
built  in  accordance  with  AS  ME  specifications. 


1625-3 

6050-3 

9200 

11,300 

1625 

6050 

9200 

11,300 

10,500 

28,800 

38,500 

45,000 

-320 

-320 

-320 

-320 

264.7 

264.7 

264.7 

264.7 

397 

420 

417 

421 

.816 

1.093 

1.436 

1.440 

.973 

1.104 

1.435 

1.450 

250 

250 

250 

250 

365 

365 

365 

365 

3/8 

3/8 

3/8 

3/8 

3/8 

3/8 

3/8 

3/8 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  January  26,  1971  under 
Calendar  Number  228-70-SM  be  reopened  and  amended  to 
include  additional  storage  tanks  for  liquefied  oxygen,  nitrogen, 
or  argon,  Models  1625-2,  1625-3,  6050-3,  9200,  and  11,300  on 
condition  that  the  requirements  of  the  original  resolution 
adopted  under  this  Calendar  Number  and  Calendar  Number 
1180-65-GR  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 
Stuart  Lowenthal, 

Asst.  Engr., 
Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with  the 
above  report. 


i 
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360-72-SM 

APPLICANT — Zurn  Industries,  Incorporated. 

SUBJECT — Additional  pressure  reducing  valves. 

APPEARANCES— 

For  Applicant :  Robert  A.  Knott. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads  : 
360-72-SM — Amendment  to  resolution  to  include  additional 
pressure  reducing  valves. 

Zurn  Industries,  Incorporated,  Erie,  Pennsylvania,  re¬ 
quested  that  the  resolution  adopted  September  26,  1972  under 
Calendar  Number  360-72-SM  be  reopened  and  amended  to 
include  additional  pressure  reducing  valves. 

PROPOSED  USE:  Pressure  reducing  valves. 
DESCRIPTION:  The  valves,  Nos.  Z-2004  (2 y2")  and 
Z-2104  (1)4"),  are  bronze,  diaphragm  type.  They  are  used 
to  reduce  high  water  pressure  in  standpipe  and  sprinkler 
systems.  The  valves  are  identical  to  Nos.  Z-2000  and 
Z-2100,  respectively,  previously  approved  under  this  Calen¬ 
dar  Number,  except  that  Nos.  Z-2004  and  Z-2104  have  a  ris¬ 
ing  stem  indicator  bonnet  for  use  on  sprinkler  branches. 
INSPECTION  AND  TEST:  The  reducing  valves  have 
been  approved  by  Underwriters’  Laboratories  for  use  in 
standpipe  and  sprinkler  systems  (File  EX2754). 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  September  26,  1972  under 
Calendar  Number  360-72-SM  be  reopened  and  amended  to 
include  additional  pressure  reducing  valves,  Nos.  Z-2004  and 
Z-2104,  for  use  in  standpipe  and  sprinkler  systems,  under 
the  provisions  of  Article  17  and  RS  17  of  the  Building  Code 
of  the  City  of  New  York  on  condition  that  the  requirements 
of  the  original  resolution  adopted  under  this  Calendar  Num¬ 
ber  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this  ap¬ 
proval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with 
the  above  report. 


APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommenda¬ 
tion  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll .  5 

N egative :  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
435-72-SA — Amendment  to  resolution  to  include  additional 
trade  names  of  waterflow  indicators. 

Alpha  Systems,  Incorporated,  a  Subsidiary  of  Hochiki 
America  Corporation,  Hawaiian  Gardens,  California,  for 
Amerace-Esna  Corporation,  Elizabeth,  New  Jersey,  requested 
that  the  resolution  adopted  November  8,  1972  under  Calendar 
Number  435-72-SA  be  reopened  and  amended  to  include 
additional  trade  names  of  waterflow  indicators. 

PROPOSED  USE:  Indicators  of  the  flow  of  water  in  a 
sprinkler  system. 

DESCRIPTION :  The  indicators  have  been  previously  ap¬ 
proved  as  the  3003  Series,  marketed  by  the  Agastat  Division 
of  the  Amerace-Esna  Corporation. 

The  identical  indicators  are  also  marketed  by  the  Alpha 
Systems,  Incorporated,  Division  of  the  Amerace-Esna  Cor¬ 
poration  as  Alpha  Systems  AVS-2-X,  where  x  is  2,  2 )4,  3, 
3)4,  4,  5,  6,  or  8,  indicating  the  diameter  of  the  pipe  for  which 
the  indicator  is  used. 

INSPECTION  AND  TEST :  The  indicators  have  been 
approved  by  Factory  Mutual  (Report  No.  20989)  and  Under¬ 
writers’  Laboratories  (File  S1412). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  8,  1972  under 
Calendar  Number  435-72-SA  be  reopened  and  amended  to 
include  the  additional  trade  names  of  waterflow  indicators 
listed  above  on  condition  that  the  requirements  of  the  original 
resolution  adopted  under  this  Calendar  Number  be  complied 
with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  corporate  name,  change  of  address  or  to 
submit  the  annual  affidavit  will  be  cause  for  revocation  of 
approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 

508-72-SA 

APPLICANT — Little  Giant  Pump  Company,  owner; 

Closter  Brothers,  Incorporated,  agent. 

SUBJECT — Application  August  1,  1972 — Model  Nos. 
LGH-PW,  LGH-BW,  LGH-P1,  LGH-S1,  LGH-PB, 
LGH-SB,  C-CIM,  8-CBM,  10-CIM,  10-CIA,  12-CBA, 
12-CBM,  l-ABS,  2EC-SPT,  3EC-SPT,  4EC-SPT, 
VC-10,  VC-20,  VC-35,  6-CIA,  8-CBA,  8-CIA,  approval  of. 


435-72-SA 

APPLICANT — Amerace-Esna  Corporation,  owner. 
SUBJECT — Additional  trade  names  of  waterflow  indicators. 
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>i 


APPEARANCES— 

For  Applicant :  Robert  Closter. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
508-72-SA — Little  Giant  Pump  Company,  Oklahoma  City, 
Oklahoma,  filed  for  approval  of  humidifiers,  Models  LGH- 
PW,  LGH-BW,  LGH-P1,  LGH-S1,  LGH-PB,  LGH-SB, 
under  the  provisions  of  C26-107.2  of  the  Building  Code  of 
the  City  of  New  York. 

PROPOSED  USE:  Humidifiers. 

DESCRIPTION:  Models  LGH-PW  and  LGH-BW  humid¬ 
ify  by  utilizing  a  moisturizing  medium  which  turns  within 
a  tank,  accumulating  water  from  the  bottom  of  the  tank 
and  exposing  it  to  the  hot  air  in  the  plenum  of  a  heating 
J  system  where  it  is  evaporated. 

Models  LGH-P1  and  LGH-S1  are  power-type  humidifiers 
which  use  their  own  fans  to  pull  hot  air  across  a  moisturiz¬ 
ing  medium. 

Models  LGH-PB  and  LGH-SB  are  humidifiers  which 
utilize  the  differential  pressure  generated  within  a  heating 
system  to  pull  hot  air  across  a  moisturizing  medium. 
INSPECTION  AND  TEST :  The  equipment  described 
above  was  approved  by  Underwriters’  Laboratories  (Files 
E 34370,  E 35786). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  equipment  described  above  under 
the  provisions  of  C26-107.2  of  the  Building  Code  of  the  City 
of  New  York.  The  equipment  shall  be  labeled :  “Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in  New 
York  City  under  Calendar  Number  508-72-SA. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  con¬ 
trols  of  the  product  manufactured,  shall  be  filed  annually 
with  this  Board,  certifying  that  such  materials,  processes 
and  controls  are  being  maintained  as  were  in  effect  at  the 
time  of  this  approval  or  previous  approvals  under  this 
Calendar  Number.  Failure  to  notify  the  Board  of  change 
of  ownership,  change  of  corporate  name,  change  of  ad¬ 
dress  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


823-72-SA 

APPLICANT — Rixson-Firemark,  Incorporated,  owner; 
Fred  G.  MacKenzie  Company,  agent. 

SUBJECT — Application  December  22,  1972 — Smok-Chek 
III,  1640  Series,  approval  of. 

APPEARANCES— 

For  Applicant :  Gordon  L.  Coulter  and  Laurence  S.  Glover. 


ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

823- 72-SA — Rixson-Firemark,  Incorporated,  Franklin  Park, 
Illinois,  filed  for  approval  of  the  Series  1640  Smok-Chek 
III  Combination  Door  Closer  and  Holder  under  the  pro¬ 
visions  of  Articles  6  and  17  and  RS  17  of  the  Building  Code 
of  the  City  of  New  York. 

PROPOSED  USE:  Combination  door  closer  and  holder. 
DESCRIPTION :  The  device  is  mounted  on  the  face  of  a 
swinging  fire  door.  An  electromagnet  holds  the  door  open. 
An  integral  smoke  detector  operates  a  set  of  contacts  in  the 
main  assembly  which  releases  the  electromagnet  and  closes 
the  door. 

INSPECTION  AND  TEST  :  The  device  has  been  approved 
by  Underwriters’  Laboratories  (File  R6461)  and  recom¬ 
mended  for  approval  by  the  Division  of  Fire  Prevention. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Series  1640  Smok-Chek  III  Com¬ 
bination  Door  Closer  and  Holder  under  the  provisions  of 
Articles  6  and  17  and  RS  17  of  the  Building  Code  of  the 
City  of  New  York  on  condition  that  its  uses  shall  comply 
with  the  requirements  of  the  Fire  Department.  The  device 
shall  be  permanently  labeled :  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  823-72-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  acordance  with  the  above 
report. 

824- 72-SA 

APPLICANT — Acme  Fire  Alarm  Company,  Incorporated 
for  Rixson-Firemark,  Incorporated,  owner. 

SUBJECT— Application  December  22,  1972— Model  #FM- 
1601,  smoke  detector,  approval  of. 

APPEARANCES— 

For  Applicant:  Gordon  R.  Coulter  and  Laurence  S. 
Glover. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


MINUTES 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
824-72-SA — Acme  Fire  Alarm  Company,  New  York,  New 
York  for  Rixson-Firemark,  Incorporated,  Franklin  Park, 
Illinois,  filed  for  approval  of  the  Model  FM-1601  Smoke 
Detector  under  the  provision  of  Article  17  and  RS  17  of  the 
Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Smoke  detector. 

DESCRIPTION :  The  detector  uses  the  Americium  241  ion 
contained  in  a  chamber  to  detect  the  products  of  com¬ 
bustion.  Alarm  and  trouble  relays  indicate  a  response. 
The  detector  is  powered  by  a  24  volt  DC  or  self-contained 
120  volt  AC  source. 

INSPECTION  AND  TEST:  The  detector  has  been  ap¬ 
proved  by  Underwriters’  Laboratories  (File  S982)  and  rec¬ 
ommended  for  approval  by  the  Division  of  Fire  Prevention. 
RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Model  FM-1601  Smoke  Detector 
under  the  provisions  of  Article  17  and  RS  17  of  the  Building 
Code  of  the  City  of  New  York  on  condition  that  its  uses 
shall  comply  with  the  requirements  of  the  Fire  Department. 
The  detector  shall  be  permanently  labeled:  “Approved  by 
the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  824-72-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  corporate  name,  change  of  address  to  sub¬ 
mit  the  annual  affidavit  will  be  cause  for  revocation  of 
approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


6-73-SM 

APPLICANT — Master  Builders,  Division  of  Martin 
Marietta  Corporation,  owner. 

SUBJECT — Application  January  3,  1973 — Embeco  636 

Grout,  approval  of. 

APPEARANCES— 

For  Applicant:  John  A.  Razzano. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
6-73-SM — Master  Builders,  Division  of  Martin  Marietta 
Corporation,  Cleveland,  Ohio,  filed  for  approval  of  Embeco 
636  Grout  under  the  provisions  of  Article  10  and  RS  10  of  the 
City  of  New  York. 


PROPOSED  USE:  Grout. 

DESCRIPTION :  Embeco  636  Grout  is  similar  to  Master- 
flow  713  Grout,  previously  approved  under  Calendar  Number 
11-72-SM.  The  exact  composition  is  filed  confidentially. 
Embeco  636  differs  from  Masterflow  713  in  that  it  contains 
metallic  particles  for  internal  reinforcement.  The  grout  is 
a  non-shrink  type  used  in  machinery  foundations,  building 
constructions,  etc.  Embeco  636  is  packaged  in  100  lb.  bags, 
which  are  mixed  with  17  lbs.  of  water  to  provide  0.74  cubic 
feet  of  flowable  grout.  Compressive  strengths  are  shown  on 
Form  E636G-2b  (on  file). 

INSPECTION  AND  TEST:  Tests  which  support  the 
compressive  strength  data  were  performed  by  Herron  Test¬ 
ing  Laboratories,  Incorporated,  Cleveland,  Ohio  (File  F-322- 
4,  on  file). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Embeco  636  Grout  under  the  provisions 
of  Article  10  and  RS  10  of  the  Building  Code  of  the  City 
of  New  York.  Packaging  of  the  grout  shall  be  labeled: 
“Approved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Calendar  Number  6-73-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  corporate  name,  change  of  address  or  to 
submit  the  annual  affidavit  will  be  cause  for  revocation  of 
approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


11-73-SA 

APPLICANT — Pow  R  Matic,  Incorporated,  owner ;  John  E. 
Craig,  agent. 

SUBJECT — Application  January  10,  1973 — Pow  R  Matic 
Roof-Top  Units,  Models  RH AC-05,  RH AC-07,  RH AC-10, 
RHAC-1S,  RHAC-20,  RHAC-25,  approval  of. 

APPEARANCES— 

For  Applicant :  John  E.  Craig. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll . .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
11-73-SA — Pow-R-Matic,  Incorporated,  Finksburg,  Mary¬ 
land,  filed  for  approval  of  Pow-R-Matic  Roof-Top  Units, 
Models  RHAC-05,  RHAC-07,  RHAC-10,  RHAC-15, 
RHAC-20,  and  RHAC25,  under  the  provisions  of  Articles 
13  and  14  and  RS  13  and  14  of  the  Building  Code  of  the 
City  of  New  York. 

PROPOSED  USE:  Combination  heating  and  cooling  units. 
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DESCRIPTION :  Components  of  the  cooling  section  of  the 
units  include  a  hermetically  sealed  compressor,  four  raw 
evaporator  coil,  “V”  belt  drive  evaporator  blower  direct 
drive  condenser,  and  R 22  charge.  The  heating  section  is 
either  natural  gas  fired  or  No.  2  oil  fired.  Gas  heating 
components  include  a  stainless  steel  primary  heat  exchanger, 
CA  Series  power  burner  (Calendar  Number  799-65-SA), 
air  flow  safety  switch,  main  and  pilot  gas  valve,  main  gas 
pressure  regulator,  and  on-off  fixed  fire.  Oil  heating  com¬ 
ponents  include  a  stainless  steel  primary  heat  exchanger, 
CA  Series  power  burner  (Calendar  Number  799-65-SA), 
two  stage  fuel  unit,  direct  spark  ignition,  cad  cell  primary 
relay,  and  on-off  fixed  fire.  Capacities  of  the  various  models 


as  follows : 

Cooling  Capacity 

Heating  Capacity 

Model 

(BTU/HR) 

(BTU/HR) 

RHAC-05 

60,000 

112,000-180,000 

RHAC-07 

90,000 

140,000-224,000 

RHAC-10 

120,000 

180,000-280,000 

RHAC-15 

180,000 

300,000-400,000 

RHAC-20 

240,000 

300,000-500,000 

RHAC-25 

275,000 

400,000-600,000 

INSPECTION  AND  TEST :  All  burners  and  cooling  units 
are  U.  L.  or  A.  G.  A.  approved.  Motors,  blowers,  controls, 
and  other  components  are  U.  L.  approved. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Pow-R-Matic  Roof-Top  Units, 
Models  RHAC-05,  RHAC-07,  RHAC-10,  RHAC-15, 
RHAC-20,  and  RHAC-25,  under  the  provisions  of  Articles 
13  and  14  and  RS  13  and  14  of  the  Building  Code 
of  the  City  of  New  York  on  condition  that  the  noise  require¬ 
ments  of  Article  12  of  the  Building  Code  be  met  and  that 
all  duct  dampers  be  constructed  to  prevent  the  closure  of 
more  than  80%  of  the  duct  area.  The  units  shall  be 
permanently  labeled :  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  11 -73- SAT 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  con¬ 
trols  of  the  product  manufactured,  shall  be  filed  annually 
with  this  Board,  certifying  that  such  materials,  processes 
and  controls  are  being  maintained  as  were  in  effect  at  the 
time  of  this  approval  or  previous  approvals  under  this 
Calendar  Number.  Failure  to  notify  the  Board  of  change 
of  ownership,  change  of  corporate  name,  change  of  address 
or  to  submit  the  annual  affidavit  will  be  cause  for  revoca¬ 
tion  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


13-73-SA 

APPLICANT — Star  Sprinkler  Corporation,  owner;  Fred 
A.  Gloeckler,  agent. 

SUBJECT — Application  January  11,  1973 — 10"  Model  “A” 
Swing  Check  Valve,  approval  of. 

APPEARANCES— 

For  Applicant:  Fred  A.  Gloeckler. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 


THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

13- 73-SA — Star  Sprinkler  Corporation,  Philadelphia,  Penn¬ 
sylvania,  filed  for  approval  of  the  Model  A  10"  Swing  Check 
Valve  under  the  provisions  of  Article  17  and  RS  17  of  the 
Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Swing  check  valve. 

DESCRIPTION :  The  valve  is  used  in  fire  protection  sys¬ 
tems  where  it  is  necessary  to  restrict  the  flow  of  water  to 
one  direction.  The  valve  is  10"  NPS,  175  psi  rated.  The 
body  and  cover  are  cast  iron,  the  clapper  is  ductile  iron,  the 
valve  cover  gasket  is  waterproof  paper,  the  seat  ring  is 
copper  tubing,  the  hinge  pin  is  stainless  steel  or  brass,  and 
the  clapper  bushing  and  hinge  pin  bushing  are  sintered 
bronze.  The  clapper  swings  open  on  its  hinge  pin  to  allow 
forward  flows  of  water.  Reverse  flows  of  water  return  the 
clapper  to  its  seat  and  close  the  valve.  The  weight  of  the 
clapper  keeps  it  on  its  seat  when  there  is  no  flow. 
INSPECTION  AND  TEST :  The  valve  has  been  approved 
by  Underwriters’  Laboratories  (File  Ex2443,  Project  72 
NK3210,  on  file)  and  Factory  Mutual  (Serial  No.  22208, 
on  file). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Model  A  10"  Swing  Check  Valve 
under  the  provisions  of  Article  17  and  RS  17  of  the  Building 
Code  of  the  City  of  New  York.  The  valve  shall  be  per¬ 
manently  labeled:  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  13-73-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  corporate  name,  change  of  address  or  to 
submit  the  annual  affidavit  will  be  cause  for  revocation  of 
approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 

14- 73-SA 

APPLICANT — Star  Sprinkler  Corporation,  owner;  Fred  A. 
Gloeckler,  agent. 

SUBJECT — Application  January  11,  1973 — Stargard  Model 
“QE”  Automatic  Sprinkler,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
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Commissioner  Hornstein,  Commissioner  Walsh  and 

Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
14-73-SA— Star  Sprinkler  Corporation,  Philadelphia,  Penn¬ 
sylvania,  filed  for  approval  of  Stargard  Model  QE  Automatic 
Sprinkler  Heads  under  the  provisions  of  Article  17  and 
RS  17  of  the  Building  Code  of  the  City  of  New  York. 
PROPOSED  USE:  Automatic  sprinkler  heads. 
DESCRIPTION :  The  sprinkler  heads  are  or  V4"  NPT 
and  are  available  with  ratings  of  135°F.,  165°F.,  212°F., 
286°F.,  and  360°F.  The  sprinkler  heads  have.  two  copper 
strut  fins  which  collect  heat  and  decrease  the  time  required 
for  actuation.  The  frame,  strut,  compression  screw,,  and 
cap  are  bronze.  The  disc  is  copper.  The  actuator,  restriction 
disc,  and  ball  are  stainless  steel. 

INSPECTION  AND  TEST:  The  sprinkler  heads  have 
been  approved  by  Underwriters’  Laboratories  (File  EX1585, 
Project  72NK3235,  on  file). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Stargard  Model  QE  Automatic  Sprin¬ 
kler  Heads  under  the  provision  of  Article  17  and  RS  17 
of  the  Building  Code  of  the  City  of  New  York.  The  sprin¬ 
klers  shall  be  permanently  labeled :  “Approved  by  the  Board 
of  Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  14-73-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  corporate  name,  change  of  address  or  to 
submit  the  annual  affidavit  will  be  cause  for  revocation  of 
approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 

539-71-SA 

APPLICANT — W.  C.  Dillon  and  Company,  Incorporated, 
owner. 

SUBJECT — Application  August  11,  1971 — Dillon  “Crane- 
gard”  Load  Indicating  Alarm  System,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  zvithdrazvn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  . .  5 

Negative:  .  0 


541-71-SA 

APPLICANT — W.  C.  Dillon  and  Company,  Incorporated, 
owner. 


SUBJECT — Application  August  11,  1971 — Dillon  “Crane- 
gard”  Boom  Angle  Indicating  Alarm  System,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

N  egative :  .  0 


360-73-A 

APPLICANT — E.  E.  La  Rue  for  Siloo  Incorporated, 
owner. 

SUBJECT- — Application  June  13,  1973 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner,  re-  packaging  of  a  flam¬ 
mable  mixture  known  as  “Siloo  Gas  Treatment”  in  12 
ounce  metal  sealed  can  with  pull-tab  top,  not  in  com¬ 
pliance  with  regulation  of  the  Administrative  Code  of  the 
City  of  New  York. 

APPEARANCES— 

For  Applicant:  E.  E.  La  Rue. 

For  Administration:  Capt.  J.  F.  Petraglia,  F.  D. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
June  11th,  1973,  on  Folder  #122-1967,  reads: 

“We  regret  to  inform  you  that  your  application  to 
register  your  product  “Siloo  Gas  Treatment”  a  flam¬ 
mable  mixture  (F.  P.  95°  F.  T.  O.  C.)  in  containers  as 
follows :  12  ounce  metal  sealed  can  with  pull-tab  top  is 
disapproved.  Such  containers  are  not  in  compliance  with 
our  regulations  to  wit:  C19.59.o.c.  NYC  Adm.  code 
requires  that  containers  used  for  packaging  flammable 
mixtures  be  equipped  with  replaceable  tops  or  caps.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be 
granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  June  11,  1973  acting  on  Folder  #122-1967  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  container  substantially  comply 
with  drawing  filed  June  13,  1973,  1  sheet;  that  the  label 
have  prominently  displayed  instructions  that  the  entire  con¬ 
tents  are  to  be  emptied  upon  initial  opening  and  .  that  the 
label  be  in  such  style  as  is  satisfactory  to  the  Fire  Com¬ 
missioner,  and  that  in  all  other  respects  all  applicable  laws, 
rules  and  regulations  shall  be  complied  with. 


408-73-A 

APPLICANT — Frank  E.  Fischer  for  Consolidated  Edison 
Company  of  New  York,  Incorporated,  owner. 

SUBJECT — Application  July  19,  1973 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  waiver  of  qualified 
operator  requirement. 

PREMISES  AFFECTED— 34-48  to  34-58  Vernon  Boule¬ 
vard,  west  side,  79.2  feet  north  of  35th  Avenue,  Block  322, 
Lot  101,  Long  Island  City,  Borough  of  Queens. 
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APPEARANCES— 

For  Applicant:  Frank  E.  Fischer,  Steven  P.  Walldorf  and 
William  R.  Miller. 

For  Administration :  Capt.  J.  F.  Petraglia,  F.  D. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
June  11,  1973,  reads: 

“In  response  to  your  letter  of  May  17,  1973  be  ad¬ 
vised  that  the  refrigeration  equipment  as  outlined  comes 
within  the  scope  of  F.P.  Directive  1,-61  revised,  dated 
May  8,  1968. 

Your  request  for  a  waiver  of  the  qualified  machine  op¬ 
erator  requirements  must  therefore  be  denied.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
June  11,  1973,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  a  person  hold¬ 
ing  a  Fire  Department  Certificate  of  Qualification  for  re¬ 
frigerating  systems  is  available  at  all  times  to  respond  to  any 
emergency  and  on  further  conditions  that  the  refrigeration 
equipment  shall  substantially  conform  to  drawings  marked 
“Received”  July  9,  1973,  7  sheets ;  and  that  all  laws,  rules 
and  regulations  shall  be  complied  with. 

227-73-A 

APPLICANT — Airco  Cryogenics,  owner. 

SUBJECT — Application  April  18,  1973 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  LNG  pumps. 
PREMISES  AFFECTED — Arthur  Kill  Road,  north  side, 
Blocks  7167  and  7162,  Lots  28,  52,  1,  10,  47,  49,  and  50, 
Borough  of  (Arthur  Kill)  Richmond. 

APPEARANCES— 

For  Applicant :  Peter  R.  Hassinger. 

For  Administration:  Capt.  J.  F.  Petraglia,  F.  D. 
ACTION  OF  BOARD — Laid  over  to  October  16,  1973,  at 
2  P.M.,  for  decision;  hearing  closed. 

282-73-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Elaine  Products  Company. 
SUBJECT — Application  May  7,  1973 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 208-22  Jamaica  Avenue,  south 
side,  552.018  feet  west  of  211th  Street,  Block  10835,  Lot  34, 
Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Capt.  J.  F.  Petraglia,  F.  D. 

For  Opposition:  Floyd  S.  Weil,  Esq. 

ACTION  OF  BOARD — Laid  over  to  November  7,  1973,  at 
2  P.M.,  for  decision;  hearing  closed. 

328-73-A 

APPLICANT — Kenneth  H.  Koons  for  Olinbark  Realty 
Company,  Incorporated,  owner. 

SUBJECT — Application  May  29,  1973 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  cellar  apart¬ 
ments. 

PREMISES  AFFECTED — 4660  Manhattan  College  Park¬ 


way,  east  side,  91.58  feet  north  of  West  242nd  Street,  Block 
5801,  Lot  1060,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  K.  H.  Koons  and  J.  O’Connell. 

ACTION  OF  BOARD — Laid  over  to  October  9,  1973,  at 
2  P.M.,  for  decision;  hearing  closed. 

356-73-A 

APPLICANT — Lichtner-Lamkay  Associates  for  Ely  Reiss, 
owner. 

SUBJECT — Application  June  12,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  on  a  legal  street. 

PREMISES  AFFECTED — Merrick  Court,  north  side, 
143.33  feet  east  of  Woodhaven  Avenue,  Block  864,  Lot 
510,  Todt  Hill,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Wm.  Lichtner. 

ACTION  OF  BOARD — Laid  over  to  November  7,  1973, 
at  2  P.M.,  for  decision ;  hearing  closed. 

359-73-A 

APPLICANT — Atkin  &  Bassolino  for  B  &  B  Realty 
Company,  owner. 

SUBJECT — Application  June  12,  1973 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  basement 
apartment. 

PREMISES  AFFECTED — 1325  Grand  Concourse,  north¬ 
west  corner  of  Clarke  Place,  Block  2840,  Lot  77,  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Harry  Atkin. 

ACTION  OF  BOARD — Laid  over  to  October  23,  1973, 
at  2  P.M.,  for  decision;  hearing  closed. 

371-73-A 

APPLICANT — Charles  Spindler  for  Estate  of  Robert  Eis¬ 
ner  c/o  Leo  Ring,  owner. 

SUBJECT — Application  June  14,  1973 — appeal  from  a  de¬ 
cision  of  the  Fire  Commisioner  re-  elevator  in  readiness. 

PREMISES  AFFECTED — 251  Park  Avenue  South,  north¬ 
east  corner  of  East  20th  Street,  Block  876,  Lot  1,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  B.  J.  Amato. 

For  Administration :  Capt.  J.  F.  Petraglia,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  October  16,  1973,  at 
2  P.M.,  for  decision;  hearing  closed. 

376-73-A 

APPLICANT — Samuel  Garnett  for  Floromar  Corporation, 
owner;  Avis  Rent-A-Car,  lessee. 

SUBJECT — Application  June  18,  1973 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  provision  of  Oil  Sep¬ 
arator  for  open  type  garage. 

PREMISES  AFFECTED— -6  Carlisle  Street  and  111  to  121 
Washington  Street,  southeast  corner,  Block  53,  Lot  12, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  Garnett. 

For  Administration :  Capt  J.  F.  Petraglia,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  October  9,  1973,  at 
2  P.M.,  for  decision;  hearing  closed. 


Adjourned:  3:10  P.M. 

John  B.  Cincotta,  Executive  Director 
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RULES  FOR  ARC  AND  GAS  WELDING  AND  OXYGEN  CUTTING  OF  STEEL  COVERING  THE 
SPECIFICATIONS  FOR  DESIGN,  FABRICATION  AND  INSPECTION  OF  ARC  AND  GAS  WELDED 
STRUCTURES  AND  THE  QUALIFICATIONS  OF  WELDERS  AND  SUPERVISORS 

(CAL.  NO.  1-38-SR— VOL.  II) 


Adopted  by  the  Board  of  Standards  and  Appeals  February 
25,  1938,  effective  March  31,  1938,  amended  May  17,  1940, 
effective  June  10,  1940;  amended  September  17,  1954,  effec¬ 
tive  October  18,  1954,  amended  May  25,  1956,  effective 
June  25,  1956,  amended  December  13,  1968,  effective  Janu¬ 
ary  18,  1969,  and  amended  1973,  effective 

1973. 

Authority:  Pursuant  to  the  authority  vested  in  the 
Board  of  Standards  and  Appeals  by  Section  666,  paragraph 
2,  of  the  Charter  of  the  City  of  New  York. 

Scope:  These  rules,  as  amended  up  to  and  including 
the  rules  amended  on  December  13,  1968,  are  supplementary 
and  additional  to  the  requirements  of  the  provisions  of  the 
Administrative  Code  (Building  Code)  in  effect  prior  to 
enactment  of  Local  Law  No.  76/68. 

The  following  rules  are  supplementary  and  additional  to 
the  requirements  of  the  Administrative  Code  (Building 
Code),  as  enacted  by  Local  Law  No.  76/68. 

Rule  13 — The  Board  of  Examiners  for  Welders 

13.1 —  The  Board  of  Examiners  for  Welders  shall  be  ap¬ 
pointed  by  the  Commissioner  of  Buildings  from  members  of 
the  staff  of  the  department.  All  welders’  licenses  issued 
should  be  uniform  for  the  five  boroughs.  There  shall  be  a 
separate  license  for  electric  arc  welding,  and  for  gas  welding, 
which  licenses  shall  not  be  interchangeable,  and  shall  apply 
specifically  to  the  type  of  work  to  be  done  and  shall  be 
issued  in  accordance  with  Rule  2. 

13.2 —  Welders  to  be  licensed.  No  person  shall  perform 
welding  work  on  any  structural  member  of  a  structure 
without  having  obtained  a  welder’s  license  from  the  Board 
of  Examiners  for  welders. 

13.2.1 —  Before  a  welder’s  license  may  be  issued  author¬ 
izing  a  person  to  perform  welding  work  on  a  structural 
member  of  a  structure,  the  person  applying  for  such  certifi¬ 
cate  shall  have  been  qualified  as  provided  in  Section  C26- 
1005.3(b)(1). 

13.2.2 —  No  person  shall  be  eligible  for  a  license  to  perform 
welding  work  as  provided  in  this  section  unless  he  is  a 
citizen  of  the  United  States  of  America  or  unless  he  is  a 
North  American  Indian  by  birth. 

13.2.3 —  The  Commissioner  of  Buildings  may  revoke  or 
suspend  a  license  of  any  person  if  workmanship  on  any 
structural  welding  is  such  as  to  indicate  incompetency  or 
negligence  which  might  endanger  a  structure  or  result  in 
injury  to  human  beings. 

13.2.4 —  Renewal  of  a  license  may  be  made  without  addi¬ 
tional  requalification  test  if  the  applicant  of  record  indi¬ 
cates  one  month  of  satisfactory  welding  experience  during  a 
previous  year. 

13.3 — Exceptions  to  requirements  for  welders’  licenses. 

13.3.1 —  Welders’  licenses  will  not  be  required  for  the 
attachment  of  steel  studs  directly  to  structural  beams  by 
semi-automatic  equipment  when  the  method  of  attachment 
has  been  approved  by  the  Board. 

13.3.2 —  Welders’  licenses  will  not  be  required  for  operators 
of  automatic  welding  equipment  of  a  type  approved  by  the 
Board  when  used  under  the  supervision  of  a  trained  welder 
holding  a  welder’s  license. 

Rule  14 — Qualification  tests  for  Welders 

14.1 — Before  the  examiners  for  welders  shall  issue  a 
welder’s  license,  the  applicant  shall  pass  the  applicable  tests 
prescribed  by  the  Department  of  Personnel.  In  the  case  of 
welders  performing  welding  work  out  of  town  on  structures 
to  be  erected  in  the  City  of  New  York,  documentary  evi¬ 
dence  from  a  testing  laboratory  acceptable  to  the  Department 
of  Buildings  and  to  the  engineer  or  architect  designated  for 
controlled  inspection,  attesting  that  the  applicant  has  passed 
the  prescribed  qualification  test  is  acceptable  for  a  specific 
structure. 


14.2 —  The  foregoing  provisions  are  not  intended  to  bar 
an  applicant  from  further  trial  in  the  case  of  one  or  more 
failures,  or  to  require  the  welder  who  has  passed  the  test 
to  qualify  anew  for  every  job  he  may  undertake,  except 
in  the  case  of  welders  qualified  by  a  testing  laboratory. 

14.3 —  Classifications  of  Licenses  : 

CLASS  1 

Shop  and  Field — For  groove  and  fillet  welding  of  un¬ 
limited  thickness  materials,  in  all  positions,  the  test  candi¬ 
date  shall  weld  test  plates  in  the  vertical  and  overhead 
positions,  using  1  inch  thick  test  plates. 

CLASS  1— RESTRICTED 

Shop  and  Field — For  groove  welding  materials  of  limited 
thickness  (J4  inch  maximum)  and  for  fillet  welding  of 
unlimited  thickness  materials,  in  all  positions,  the  test  candi¬ 
date  shall  weld  test  plates  in  the  vertical  and  overhead  posi¬ 
tions  using  $4  inch  thick  test  plates. 

CLASS  2 

Shop  and  Field — For  groove  welding  of  unlimited  thick¬ 
ness  in  the  flat  position  and  for  fillet  welding  in  the  flat  and 
horizontal  positions  only,  the  test  candidate  shall  weld  a  test 
plate  in  the  flat  position  using  1  inch  thick  test  plates. 

CLASS  2— RESTRICTED 

Shop  Only — For  groove  welding  of  limited  thickness  mate¬ 
rials  (jkt  inch  maximum)  in  the  flat  position  and  fillet  weld¬ 
ing  in  the  flat  and  horizontal  positions  only,  the  test  candi¬ 
date  shall  weld  a  test  plate  in  the  flat  position  using  24  inch 
test  plates. 

CLASS  3 

Shop  and  Field — For  fillet  welding  of  unlimited  thickness 
materials  in  all  positions,  the  test  candidate  shall  weld  test 
plates  in  the  vertical  and  overhead  positions  using  24  inch 
thick  test  plates. 

CLASS  3— RESTRICTED 

Shop  Only — For  fillet  welding  of  unlimited  thickness  mate¬ 
rials  in  the  flat  and  horizontal  positions  only  the  test  candi¬ 
date  shall  weld  test  a  plate  in  the  horizontal  position  using  24 
inch  thick  test  plates. 

14.4 —  Qualification  Requirements. 

14.4.1 —  Pending  promulgation  of  qualification  requirements 
by  the  Commissioner  of  Buildings  pursuant  to  Section 
B26-1.3  of  the  Administrative  Code,  Rule  5.4  of  these  Rules, 
amended  December  13,  1968,  shall  remain  in  force. 

14.5—  Re-test — In  case  a  welder  fails  to  meet  the  require¬ 
ments  of  one  or  more  test  welds,  a  re-test  may  be  allowed 
under  the  following  conditions : 

14.5.1 —  An  immediate  re-test  may  be  made  which  shall 
consist  of  two  test  welds  of  each  type  of  which  he  failed,  all 
of  which  shall  meet  all  the  requirements  specified  for  such 
welds. 

14.5.2 —  A  re-test  may  be  made  provided  there  is  evidence 
that  the  welder  has  had  further  training  or  practice.  In  this 
case  a  complete  re-test  shall  be  made. 

14.6 —  Welders  who  have  been  certified  by  the  Board  of 
Examiners  may  be  assigned  to  other  electric  arc  welding 
processes.  As  a  prerequisite  to  such  an  assignment,  the 
welder  shall  have  been  trained  in  the  process  by  his  employer 
and  said  welder  shall  be  given  a  certificate  for  the  required 
test.  No  further  certification  by  the  Board  of  Examiners  for 
Welders  will  be  required. 

14.7 —  Existing  Licenses.  All  persons  holding  a  valid  welder 
certificate  of  qualification  or  welder’s  license  issued  prior  to 
the  promulgation  of  these  revised  Rules  of  the  Board,  shall 
be  considered  to  have  qualified  under  the  tests  prescribed 
herein. 
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Rule  15 — Quality  Control 

15.1 — The  quality  of  welds  permitted  under  the  Building 
Code  shall  conform  to  the  requirements  of  Section  6  (In¬ 
spection)  of  AWS  Dl.0-69 — Welding  in  Building  Construc¬ 
tion — and  with  all  other  requirements  of  these  Rules  and  the 
Building  Code. 

Rule  16 — Supervision  and  Inspection 


16.1 — Any  welding  to  be  done  on  a  structure  or  any  part 

I  thereof  shall  be  performed  under  the  observation  of  a  repre¬ 
sentative  of  the  licensed  professional  engineer  or  registered 
architect  designated  for  controlled  inspection,  pursuant  to 
Section  C26-106.3  of  the  Administrative  Code.  The  architect 
or  engineer  designated  for  controlled  inspection  may  employ 
an  inspection  agency  responsible  to  him,  which  agency  shall 
be  acceptable  to  the  Commissioner  of  Buildings.  Welding 

!  inspection  agencies  shall  have  a  minimum  of  5  years  experi¬ 
ence  as  such. 

16.1.1 — The  Commissioner  of  Buildings  may,  in  the  case  of 
minor  welding  operations,  including  stairs  and  fire  escapes, 
waive  the  requirements  for  inspection  if,  in  his  judgment, 
such  inspection  may  be  adequately  made  by  a  steel  inspector 
employed  regularly  by  the  Department  of  Buildings. 

16.1.2 — Unless  personally  inspected  by  a  registered  archi¬ 
tect  or  licensed  professional  engineer,  each  welding  inspector 
shall  have  at  least  3  years  experience  in  the  field  of  welding 
and/or  welding  inspection  in  order  to  be  authorized  to  inspect 

Uany  welding.  Each  welding  inspector,  if  other  than  the  archi¬ 
tect  or  engineer  designated  for  controlled  inspection,  and  an 
affidavit  to  the  effect  that  said  inspector  has  the  prerequisite 
experience  and  is  acceptable,  is  to  be  filed  with  each  applica¬ 
tion  for  which  the  welding  work  is  being  performed,  before 
any  welding  operations  are  to  commence.  Unless  directly 
employed  by  the  architect  or  engineer  responsible  for  con¬ 
trolled  inspection  the  inspectors  shall  be  in  the  employ  of 
an  inspection  agency  acceptable  to  the  Commissioner  of 
Buildings. 

16.2 — The  personnel  performing  the  inspection  shall  take 
adequate  means  to  assure  that  the  preparing,  oxygen  cutting, 
assembling,  and  welding  of  a  structure  conform  to  the  design 
and  that  the  resulting  structure  is  free  from  deficiencies  and 
injurious  effects.  Adequate  daily  records  of  the  progress  of 
the  work  shall  be  maintained,  and  submitted  daily  to  the 
registered  architect  or  licensed  professional  engineer  respon¬ 
sible  for  supervision  of  work.  Such  records  shall  be  avail¬ 
able  to  the  Building  Commissioner  or  his  representative  for 
a  period  of  at  least  2  years  after  the  completion  of  all  work 
in  the  course  of  construction.  The  records  shall  indicate  a 
definite  and  personal  responsibility  for  acceptance  of  every 
weld  as  to  size,  location,  type  of  filler  metal  used  and  quality 

I  of  workmanship,  and  show  evidence  that  no  weld  called  for 
in  the  design  has  been  omitted.  Each  welder  shall  place  his 
identification  symbol  on  his  work  and  the  inspector  after 
inspecting  each  weld  shall  do  likewise. 

16.2.1 — The  inspector  shall  inspect  for  defects  and  irreg¬ 
ularities,  plate  cracks  adjacent  to  or  behind  welds,  crater 
cracks  or  cracks  in  the  weld  metal. 

16.2.2 — The  inspector  shall  gauge  all  welds  for  deficiency 
of  throat  or  other  critical  cross  section. 

16.2.3 — The  inspector  shall  carefully  observe  and  reject 
unallowable  or  out  of  tolerance  undercutting,  overlap  or  lack 
of  fusion  at  edges  of  weld,  lack  of  penetration  of  porosity, 
(  location  of  craters,  size  and  shape  of  bead  and  order  occa- 

Isional  shipping  to  determine  penetration  and  correct  all  or 
any  irregularities  of  workmanship  contrary  to  the  design. 

16.2.4— A  staff  of  inspectors  numerous  enough  to  provide 
one  inspector  for  every  6  welders  of  each  job  at  all  times 
shall  be  required,  provided  that  the  welders  are  within  4 
tiers  of  each  other. 

16.3 — Daily  inspection  shall  be  made  of  preheating  equip¬ 
ment  to  see  that  it  is  functioning  properly.  Preheat  drying 
cabinets  for  low  hydrogen  electrodes  shall  be  maintained 
within  easy  access  of  all  welding  operators.  Above  infor¬ 
mation  is  to  be  included  in  daily  welding  inspectors’  reports. 


16.4 —  Before  equipment  used  to  supply  welding  current  is 
used  at  the  job  site,  it  shall  be  tested  at  the  job  site  by  a 
welding  inspector  to  ascertain  proper  functioning  of  the 
equipment  and  to  establish  the  arc  voltage  and  current  pro¬ 
duced  by  this  equipment.  This  certification  shall  be  filed 
with  the  welding  report. 

16.5 —  When  any  of  the  components  being  welded  exceeds 
1.5  inches  in  thickness,  either  of  the  following  additional 
requirements  shall  be  met : 

16.5.1 —  Non-destructive  testing  in  rule  17  shall  be  manda¬ 
tory,  for  the  weld  and  base  metal  in  the  region  of  the  weld, 
and  all  deficiencies  that  are  detected  are  to  be  remedied ;  or 

16.5.2 —  Preheating  and  insulated  cooling  techniques  shall 
be  employed. 

Rule  17 — Non-destructive  Testing 

17.1 —  Non-destructive  testing  may  be  specified  by  the 
architect  or  engineer  designated  for  controlled  inspection  to 
augment  other  inspection  requirements,  or  in  conformance 
with  rule  16.5.1,  or,  be  required  by  the  Commissioner  of 
Buildings  should  there  be  a  reasonable  doubt  as  to  the 
adequacy  of  any  welding. 

17.2 —  Non-destructive  testing  shall  conform  with  the  re¬ 
quirements  of  section  607  (Non-destructive  Testing),  and 
Appendices  B  (Radiographic  Inspection  of  Welds)  and  C 
(Ultrasonic  Testing  of  Groove  Welds)  contained  in  AWS 
DI.0-69-Welding  in  Building  Construction,  as  modified  by 
these  Rules.  Other  methods  of  non-destructive  testing  ac¬ 
ceptable  to  the  Commissioner  of  Buildings,  consistent  with 
good  practice,  may  be  used. 

17.3 —  Non-destructive  testing  equipment: 

(a)  Non-destructive  Systems,  methods  and  techniques  for 
testing  shop  and  field  welds  may  be  used  on  condition  that 
all  such  systems,  methods,  techniques  and  apparatus  shall 
first  be  acceptable  to  the  Commissioner  of  Buildings.  Such 
systems  may  use  x-ray,  radiography,  magnetic  particle,  ultra¬ 
sonic,  dye  pentrants,  etc. 

(b)  The  results  of  actual  performance  tests  by  each  sys¬ 
tem  for  which  authorization  is  sought  shall  be  the  criteria 
determining  the  limitations  under  which  the  authorization 
shall  be  granted. 

(c)  Each  system  of  testing  shall  prove  its  unfailing  ability 
to  distinguish  between  good  and  faulty  welds,  by  testing  at 
least  two  samples  of  every  class,  size  and  type  of  weld,  for 
which  approval  is  sought.  These  weld  samples  shall  be 
tested  under  conditions  duplicating  the  conditions  met  in 
actual  practice,  such  as : 

1.  Shop  welds  or  field  welds  or  both. 

2.  For  field  welds  the  test  samples  shall  be  tem¬ 
porarily  installed  in  the  most  inaccessible  parts  of  a 
structure  where  welding  is  to  be  tested. 

3.  Flat,  vertical  or  overhead  positions. 

4.  Maximum  sizes  (throats)  of  welds  for  which 
approval  is  sought. 

5.  Types  and  alloys  of  base  metals,  for  which 
approval  is  sought. 

(d)  Two  or  more  test  samples  for  each  type  of  weld 
shall  be  tested,  of  which  one  shall  be  a  perfect  weld,  and  at 
least  one  other  shall  include  a  flaw  or  imperfection,  deliber¬ 
ately  produced  in  the  weld,  by  lack  of  penetration,  inclusion 
of  slag  from  the  last  pass,  or  such  other  flaws  as  the  Board 
shall  specify. 

(e)  After  the  designation  and  rating  of  each  weld  sample, 
by  the  apparatus  under  test,  the  samples  with  flaws  shall 
be  machine  cut  apart,  through  the  throat  of  the  weld,  then 
polished  and  etched  with  acid  to  disclose  the  weld  with  the 
flaw.  The  samples  with  perfect  welds  shall  be  tested  to 
failure  by  tension. 

(f)  The  Commissioner  of  Buildings  shall  determine  the 
sizes,  types  and  number  of  the  samples  to  be  tested,  and  shall 
decide  which  test  results  shall  be  acceptable  for  the  approval 
of  the  method  and  type  of  apparatus  under  test,  and  what 
limitations,  if  any,  shall  be  included  in  any  acceptance. 
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PUBLIC  NOTICES 

It  has  on  many  occasions  been  noted  that  additional 
papers  have  been  filed  by  the  applicant  after  a  case  has 
been  calendared  for  hearing. 

This  situation  will  no  longer  be  permitted.  The  only 
additional  papers  permitted  to  be  filed  will  be  communi¬ 
cations  from  the  local  community  planning  boards,  ob¬ 
jectors  or  other  city  agencies. 

If  at  the  hearing  an  applicant  wishes  to  submit  addi¬ 
tional  information  then  the  Board  will  consider  the 
request. 

JOSEPH  B.  KLEIN 
Chairman 


The  resolutions  of  the  Board  of  Standards  and  Ap¬ 
peals  are  now  filed  the  day  following  public  hearings.  By 
virtue  of  recent  court  decisions  the  time  for  commencing 
review  proceedings  of  Board  determinations  starts  from 
the  date  of  the  filing  of  the  Board’s  resolution. 

JOSEPH  B.  KLEIN 
Chairman 


COURT  DECISION 
CALENDAR  NUMBER  17-73-BZY 

Matter  of  Association  for  Better  Communities  vs.  (Klein) — On 

April  25,  1973  the  Board  granted  the  application  and,  time  to  complete 
construction  was  extended.  Calendar  Number  17-73-BZY,  Premises  2355, 
Ely  Avenue,  Block  4422,  Lots  1,  8,  9,  11,  IS,  Borough  of  The  Bronx. 

At  Bronx  County  Supreme  Court,  Special  Term,  Part  I,  Mr.  Justice 
Dollmger,  rendered  the  following  decision: 

•  •  •  Held  that  the  evidence  was  sufficient  to  support  re- 
spondent  Board’s  finding  that  this  was  a  major  development,  and 
there  is  no  warrant  to  interfere  with  that  determination.  The 
respondents  may  enter  judgment  dismissing  the  petition  with  costs 
and  disbursements  .  .  .” 

(New  York  Law  Journal,  August  7,  1973,  page  11) 
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New  Cases  Filed  up  to  October  9,  1973 
Cal.  No.  Dept.  Premises  Affected 

532- 73-SM — Preferred  Instruments  Corporation,  pre¬ 
ferred  instruments  tank  gauges,  various  models,  manu¬ 
factured  by  Preferred  Instruments  Corporation,  Material. 

533- 73-SA — Standard  Electric  Time  Corporation,  interior 
fire  alarm  and  communication  system  for  various  mod¬ 
ules,  manufactured  by  Standard  Electric  Time  Corpora¬ 
tion,  Appliance. 


534-73-SA — Standard  Electric  Time  Corporation,  interior 
fire  alarm,  fan  shut  down,  smoke  detection  and  sprinkler 
for  various  modules,  manufactured  by  Standard  Electric 
Time  Corporation,  Appliance. 


535-73-BZ — B.B. — 4218  13th  Avenue,  west  side,  40  feet 
2J4  inches  north  of  43rd  Street,  Block  5598,  Lot  43,  Bor¬ 
ough  of  Brooklyn,  Community  Board  #12,  Alt.  No. 
1210-73,  re-  proposed  enlargement  to  a  mixed  building, 
Cl-3  in  R-6  district. 


536-73-A — B.B. — 1462  to  1464  56th  Street,  south  side,  180 
feet  west  of  15th  Avenue,  Block  5692,  Lot  27,  Borough  of 
Brooklyn,  N.B.  4-72,  re-  omission  of  ramp,  R-6  district. 


537-73-BZ — B.B. — 5110  51  Street,  southwest  corner  of 
Old  New  Utrecht  Road,  Block  5467,  Lot  25,  Borough  of 
Brooklyn,  Community  Board  #12,  N.B.  438-73,  re-  two 
family  dwelling,  front  yard,  excessive  floor  area  ratio, 
R-5  district. 


538-73-A — B.R. — 197  Arbutus  Avenue,  eastside,  1925.43 
feet  south  from  Amboy  Road,  Bloomingdale,  Borough  of 
Richmond,  N.B.  1646-73,  re-  building  not  fronting  legal 
street,  General  City  Law. 


539-73-SM — Sika  Chemical  Corporation,  692  sikagard 
aqua  top  and  693  sikagard  aqua  base,  manufactured  by 
Sika  Chemical  Corporation,  Material. 


540-73-BZ — B.Q. — 89-18  63rd  Drive,  east  side,  260  feet 
south  of  Alderton  Street,  Block  3117,  Lot  22,  Rego  Park, 
Borough  of  Queens,  Community  Board  #6,  Alt.  No. 
944-73,  re-  proposed  animal  hospital,  R3-1  district. 


541-73-BZ — B.R. — 490  Clove  Road,  west  side,  233.24  feet 
south  of  Delafield  Avenue,  Block  230,  Lot  54,  Port  Rich¬ 
mond,  Borough  of  Richmond,  Community  Board  #1, 
N.B.  23-73,  re-  proposed  six  story  multiple  dwelling,  R5 
district. 


542-73-SM — Wm.  Bortolotti  and  Sons  Pretest  Company 
Incorporated,  pretest  precast  aggregate  panels,  manufac¬ 
tured  by  Wm.  Bortolotti  and  Sons  Pretest  Company 
Incorporated,  Material. 


543-73-SM — Battelle  Development  Corporation,  wirand 
concrete,  manufactured  by  Battelle  Development  Cor¬ 
poration,  Material. 


544-73-BZ — B.R. — 4609  Amboy  Road,  northeast  corner  of 
Waimer  Place,  Block  5585,  Lot  99,  Eltingville,  Borough 
of  Richmond,  Community  Board  #4,  N.B.  1813-73,  re¬ 
proposed  retail  store,  R3-2  district. 


545-73-BZ — B.R. — 855  Manor  Road,  southeast  corner  of 
Westwood  Avenue,  Block  702,  Lot  19,  Borough  of  Rich¬ 
mond,  Community  Board  #3,  N.B.  1764-73,  re-  proposed 
retail  stores  and  offices,  R3-2  district. 


546-73-BZ — B.R. — 1300  Hylan  Boulevard,  east  side, 
181.76  feet  north  of  Old  Town  Road,  Block  3224,  Lot  14, 
Grasmere,  Borough  of  Richmond,  Community  Board  #3, 
Alt.  No.  20-73,  re-  proposed  relocation  of  miniature  golf 
course,  eating  and  drinking  place  with  entertainment, 
dancing,  amusement  machines,  C2-1  district. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


NOVEMBER  7,  1973,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Wednesday  morning,  November  7,  1973,  at  10  o’clock  at  80 

Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 

following  matters : 

341-72-A 

APPLICANT — Salamon  and  Salamon  for  Wallace  and 
Wallace  Fuel  Oil  Company,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — appeal  from  a  decision  of  the 
Fire  Commissioner  re-  Fuel  Oil  Transportation  trucks ; 
previously  granted  on  condition. 

_ 

917-68-BZ 

APPLICANT — McGee  and  Morsellino  for  Caldo  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  September 
26,  1973 — decision  of  the  Borough  Superintendent,  pre¬ 
viously  granted  on  condition  under  Section  72-21  of  the 
Zoning  Resolution,  permitting  in  a  Cl-2  and  R6  district, 
at  an  existing  two  story  office  and  store  building,  the  erec¬ 
tion  of  a  six  floor  enlargement  that  exceeds  the  permitted 
floor  area  ratio,  penetrates  the  sky  exposure  plane  and 
extends  into  the  residence  district. 

PREMISES  AFFECTED — 41-60  to  41-80  Main  Stret, 
southwest  corner  of  Sanford  Avenue,  Block  5121,  Lot  23, 
Flushing,  Borough  of  Queens. 

_ 

746-22-BZ — Vol.  II 

APPLICANT — Larry  Meltzer  for  N.  W.  E.  122nd  Street 
Corporation,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  for  extension  of  term  of  vari¬ 
ance  which  expired  July  28,  1968 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Sections  7f,  7i  and  7h  of  the  Zoning  Resolution,  permitting 
in  a  business  use  district,  the  erection  and  maintenance  of 
a  gasoline  service  station,  lubritorium,  car  wash,  motor 
vehicle  of  a  gasoline  service  station,  lubritorium,  car  wash, 
motor  vehicles  repairs  and  office,  and  to  permit  the  parking 
of  more  than  five  motor  vehicles  (previously  denied,  the 
erection  of  a  garage  for  more  than  five  motor  vehicles). 

PREMISES  AFFECTED — 1760-1766  Park  Avenue,  north¬ 
west  corner  of  East  122nd  Street,  Block  1748,  Lot  14, 
Borough  of  Manhattan. 


280-55-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Fishbro  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  July  7,  1974 — 
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decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Sections  7e  and  7f  of  the  Zoning 
Resolution,  permitting  in  a  business  use  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station  and  an 
automatic  auto  laundry ;  and  to  permit  the  parking  and 
storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 879  East  149th  Street,  north¬ 
east  corner  of  Timpson  Place,  Block  2603,  Lots  55,  60  and 
106,  Borough  of  The  Bronx. 


93-57-BZ 

APPLICANT — Ludwig  P.  Bono  for  Paul  Minieri,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  November  26, 
1973 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  main¬ 
tenance  of  a  parking  lot  for  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED — 2316  Beaumont  Avenue,  east 
side,  315  feet  north  of  East  183rd  Street,  Block  3103,  Lot 
14,  Borough  of  The  Bronx. 


5-58-BZ 

APPLICANT — Herbert  Gallin  for  Salverio  Piscane,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  October  15, 
1973 — decision  of  the  Borough  Superintendent,  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  parking 
and  storage  of  more  than  five  (5)  cars  on  a  vacant  plot  of 
land. 

PREMISES  AFFECTED— 717-719  East  217th  Street,  north 
side,  130.35  feet  east  of  White  Plains  Road,  Block  4665, 
Lots  40  and  43,  Borough  of  The  Bronx. 


205-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Max  Berman, 
Miklos  and  Regina  Tischler,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  July  5,  1973 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  72-21  of  the  Zoning  Resolution, 
permitting  in  an  R5  district,  the  erection  of  a  five  story 
health  related  facility  that  exceeds  the  permitted  floor  area 
ratio  and  lot  coverage,  encroaches  on  the  required  front 
and  side  yards  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 3002-3038  West  35th  Street, 
3502-3512  Surf  Avenue,  southwest  corner  and  3501-3511 
Riegelman  Boardwalk,  Block  7065,  Lot  25,  Borough  of 
Brooklyn. 


336-73-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Orbitco,  Incor¬ 
porated,  owner. 

SUBJECT — Application  June  5,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-50  of  the  Zoning 
Resolution,  to  permit  in  a  Ml-1  district  the  erection  of  a 
one  story  enlargement  to  an  existing  commercial  building 
that  will  encroach  on  the  required  yard  along  a  district 
boundary. 

PREMISES  AFFECTED — 1360  Utica  Avenue,  west  side, 
135  feet  south  of  Foster  Avenue,  Block  4784,  Lot  13, 
Borough  of  Brooklyn.  Community  Board  #9. 

Laid  over  from  October  2,  1973,  at  the  request  of  the 

community  planning  board. 


224-73-BZ 

APPLICANT — Consolidated  Edison  Company  of  New  York 
for  City  of  New  York,  owner;  Consolidated  Edison  Com¬ 
pany  of  New  York,  lessee. 

SUBJECT — Application  April  13,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  M3  district,  the  erection  of  a 
replacement  accessory  stack  for  an  existing  steam  plant. 

PREMISES  AFFECTED — 1100  York  Avenue,  northeast 
comer  of  69th  Street,  Block  1474,  Lot  7,  Borough  of  Man¬ 
hattan.  Community  Board  #8. 

Laid  over  to  November  11,  1973,  for  hearing. 


242-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Madison  Prop¬ 
erties  Company,  owner. 

SUBJECT — Application  April  5,  1972 — decision  of  the  Bor¬ 
ough  Superintendent  under  Sections  11-413  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  an  R6  district,  in  an 
existing  one  story  and  cellar  building  previously  before 
the  Board,  the  change  in  occupancy  from  accessory  storage 
to  offices  and  retail  store. 

PREMISES  AFFECTED— 1612-1624  East  16th  Street, 
west  side,  100  feet  south  of  Avenue  P,  Block  6778,  Lot  10, 
Borough  of  Brooklyn.  Community  Board  #14. 


130-73-BZ 

APPLICANT — Alphonse  J.  Calvanico  for  John  Lagana,  Jr., 
Trustee,  Russo’s  Drive  In,  Incorporated,  lessee. 

SUBJECT — Application  February  27,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  maintenance 
of  a  one  story  enlargement  to  a  restaurant  that  increases 
the  degree  of  non-compliance. 

PREMISES  AFFECTED — 4677  Hylan  Boulevard,  north 
side,  75.56  feet  east  of  Harold  Avenue,  Block  5408,  Lot  43, 
Annadale,  Borough  of  Richmond.  Community  Board  #4. 


287-73-BZ 

APPLICANT — Nicholas  J.  Salvadeo  for  Salvatore  J. 
Morreale,  owner. 

SUBJECT — Application  May  10,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl -2  and  R3-2  district,  the 
erection  of  a  one  story  building  for  use  as  retail  stores 
with  accessory  parking  in  the  open  area. 

PREMISES  AFFECTED — 1789  Richmond  Road,  west  side, 
180.25  feet  south  of  Four  Corners  Road,  Block  890,  Lot 
32,  Borough  of  (Dongan  Hills)  Richmond.  Community 
Board  #3. 


420-73-BZ 

APPLICANT — Lama  &  Vassalotti  for  Mobil  Oil  Corpo¬ 
ration,  owner. 

SUBJECT — Application  July  10,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-211  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  district,  the  reconstruction 
of  an  automotive  service  station  with  accessory  uses  pre¬ 
viously  before  the  Board. 

PREMISES  AFFECTED— 43-20  Main  Street  and  134-49 
Dehlia  Avenue,  northwest  corner,  Block  5125,  Lot  36, 
Flushing,  Borough  of  Queens.  Community  Board  #7. 

423-73-BZ 

APPLICANT — Thomas  P.  Crinnion  for  1199  First  Avenue 
Associates,  ownerj  Mr.  Laffs,  lessee. 
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SUBJECT — Application  July  13,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-241  of  the  Zoning 
Resolution,  to  permit  in  a  C2-8  district,  for  a  term  of 
5  years,  in  an  existing  20  story  mixed  building,  the  addi¬ 
tion  to  the  uses  of  the  first  floor  restaurant  to  include 
cabaret. 

PREMISES  AFFECTED— 1189  to  1199  First  Avenue  and 
352  East  65th  Street,  southwest  corner,  Block  1439,  Lot  30, 
Borough  of  Manhattan.  Community  Board  #8. 


497-73-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  South  Ferry  Building  Company,  owner. 

SUBJECT — Application  August  28,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  666  NYC  Charter  to  permit  in  a  C5-5  CR 
district  the  construction  of  a  first  floor  mezzanine  within 
a  32  story  office  building  previously  before  the  Board  that 
will  exceed  the  permitted  floor  area  ratio. 

PREMISES  AFFECTED — 1  to  6  State  Street,  34  to  50 
Whitehall  Street,  northwest  corner,  20  to  22  Pearl  Street, 
Block  9,  Lots  1,  23  and  28,  Borough  of  Manhattan.  Com¬ 
munity  Board  #1. 

JOSEPH  B.  KLEIN,  Chairman 


NOVEMBER  7,  1973,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  afternoon  November  7 ,  1973,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

282-73-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Elaine  Products  Company. 
SUBJECT — Application  May  7,  1973 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 208-22  Jamaica  Avenue,  south 
side,  552.018  feet  west  of  211th  Street,  Block  10835,  Lot  34, 
Jamaica,  Borough  of  Queens. 


356-73-A 

APPLICANT — Lichtner-Lamkay  Associates  for  Ely  Reiss, 
owner. 

SUBJECT — Application  June  12,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  on  a  legal  street. 

PREMISES  AFFECTED — Merrick  Court,  north  side, 
143-33  feet  east  of  Woodhaven  Avenue,  Block  864,  Lot 
510,  Todt  Hill,  Borough  of  Richmond. 


335-73-A 

APPLICANT — Spector  Freight  System,  Incorporated, 
owner. 

SUBJECT — Application  May  31,  1973 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  installation  of  ap¬ 
proved  standpipe. 

PREMISES  AFFECTED — 1313  Grand  Street,  north  side, 
490  feet  east  of  Gardner  Avenue,  Block  2930,  Lots  90 
and  26,  Borough  of  Brooklyn. 


405-73-A 

APPLICANT — Rampulla  Associates  for  Cacciamani  Broth¬ 
ers,  owners. 


SUBJECT — Application  July  5,  1973 — filed  pursuant  to  Sec¬ 
tion  36,  Article  3  of  the  General  City  Law  re-  building  not 
on  legally  mapped  street. 

PREMISES  AFFECTED — 1632  Richmond  Terrace,  south 
side,  105.7  feet  west  of  Tompkins  Center,  Block  187,  Lot 
42,  West  New  Brighton,  Richmond. 


421-73-A 

APPLICANT — Lichtner-Lamkay  Associates  for  Thomas 
Romano,  owner. 

SUBJECT — Application  July  13,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 40  Dolson  Place,  west  side, 
124.91  feet  north  of  Kinsey  Place,  Block  1290,  Lot  315,  Old 
Place,  Borough  of  Richmond. 


426-73-A 

APPLICANT — Albert  Melnikar  for  M.  R.  G.  Realties,  In¬ 
corporated,  owner. 

SUBJECT — Application  July  17,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 26  Oxholm  Avenue,  south  side, 
205.19  feet  west  of  Bard  Place,  Block  256,  Lot  50,  Silver 
Lake,  Borough  of  Richmond. 


430-73-A 

APPLICANT — Jerome  L.  Grushkin  for  Frank  Quinn, 
owner. 

SUBJECT — Application  July  19,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 61  Cedarcliff  Road,  north  side, 
153.33  feet  east  of  Nesmythe  Terrace,  Block  618,  Lot  105, 
Grymes  Hill,  Borough  of  Richmond. 


465-73-A 

APPLICANT — Jerome  L.  Grushkin  for  Dorothy  Borg, 
owner. 

SUBJECT — Application  August  15,  1973 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  Interpretation  of 
Zoning  Matter. 

PREMISES  AFFECTED — 96  Tarring  Street,  south  side, 
163.16  feet  east  of  Adelaide  Avenue,  Block  4660,  Lot  36, 
Oakwood,  Borough  of  Richmond. 

JOSEPH  B.  KLEIN,  Chairman 


NOVEMBER  13,  1973,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  November  13,  1973,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

354-71-BZ 

APPLICANT — Edwin  Brunjes  for  City  of  New  York,  De¬ 
partment  of  Public  Works,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  September  6, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  73-49  of  the  Zoning 
Resolution,  _  permitting  in  an  Ml-2  district,  at  a  proposed 
3  story  police  facility,  the  addition  to  the  uses  to  include 
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roof  parking  and  the  reduction  in  the  number  of  accessory 
parking  spaces. 

PREMISES  AFFECTED— 59-06  Brooklyn  Queens  Ex¬ 
pressway,  southwest  corner  of  59th  Place,  Block  2344,  Lot 
30,  Jackson  Heights,  Borough  of  Queens. 

344-72-BZ 

APPLICANT — Stephen  B.  Jacobs  for  N.  Elghanayan, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  October  3, 
1973 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  C6-1  district,  the  conversion  of 
an  existing  factory  to  a  seven  story  multiple  dwelling  that 
creates  non-compliance  in  floor  area  ratio,  open  space  ratio, 
lot  area  per  room  and  encroachment  into  the  rear  yard. 

PREMISES  AFFECTED— 67  East  11th  Street  and  801 
Broadway,  northwest  corner,  Block  563,  Lot  37,  Borough 
of  Manhattan. 


434-68-BZ 

APPLICANT — Lama  and  Vassalotti  for  Paul  Wiener, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution,  permitting  in  a  C6-2  dis¬ 
trict,  in  an  existing  18  story  and  penthouse  building,  the 
erection  of  an  enlargement  to  the  fourth  floor  for  use  as 
clothing  store  that  increases  the  degree  of  non-compliance 
in  lot  area  requirement,  encroaches  on  the  required  open 
space  requirements  and  without  additional  loading  berth. 

PREMISES  AFFECTED— 101-111  Seventh  Avenue,  157- 
163  West  16th  Street,  northeast  corner,  Block  792,  Lot  1, 
Borough  of  Manhattan. 


435-68-A 

APPLICANT — Lama  and  Vassalotti  for  Paul  Wiener, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  re-  appeal  pursuant  to  Section  310  of  the  Multiple 
Dwelling  Law  for  variance  of  Section  26,  subd.  8  of  the 
Multiple  Dwelling  Law  re-  bulk,  required  open  spaces  and 
minimum  dimensions  of  yard  or  courts ;  previously  granted 
on  condition. 

PREMISES  AFFECTED— 101-111  Seventh  Avenue,  157- 
163  West  16th  Street,  northeast  corner,  Block  792,  Lot  1, 
Borough  of  Manhattan. 


161-68-BZ 

APPLICANT — Alfonso  Duarte  for  Kinghaven  Corporation, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  October  29, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  C5-2  district,  the  construction 
and  maintenance  of  a  public  parking  lot. 

PREMISES  AFFECTED— 6-8  East  33rd  Street,  south  side, 
70  feet  east  of  Fifth  Avenue,  Block  862,  Lot  69,  Borough  of 
Manhattan. 

863-48-BZ 

APPLICANT — Michael  Seth  Krout  for  Freda  K.  Berger, 
owner. 


SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  November  25, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7e,  7i  and  7h  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  district, 
the  erection  and  maintenance  of  a  gasoline  service  station, 
lubritorium,  car  wash,  office  and  sales,  storage,  minor  auto 
repairs  with  hand  tools  only,  parking  and  storage  of  motor 
vehicles  and  less  than  the  required  15  feet  from  the  street 
line. 

PREMISES  AFFECTED — 259-16  Union  Turnpike,  south 
side,  from  259th  to  260th  Streets,  259-11  to  259-21  79th 
Avenue  and  77-02  to  77-06  260th  Street,  Block  8676,  Lot  1, 
Glen  Oaks,  Borough  of  Queens. 


274-73-BZ 

APPLICANT — Diffendale  &  Kubec  for  Brooks  &  Farris, 
Incorporated,  owner. 

SUBJECT — Application  May  2,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  in  an  existing  two 
story  mixed  building,  the  conversion  of  the  second  floor 
from  an  apartment  to  offices. 

PREMISES  AFFECTED — 1146  Forest  Avenue,  southeast 
corner  of  Dubois  Avenue,  Block  352,  Lot  30,  (West 
Brighton),  Borough  of  Richmond.  Community  Board  #1. 


258-73-BZ 

APPLICANT — Lichtner  Associates  for  Louis  Mintz,  owner. 

SUBJECT — Application  April  30,  1973- — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of  a 
three  story  multiple  dwelling  that  exceeds  the  permitted 
floor  area  ratio  has  less  than  the  required  open  space  ratio, 
lot  area  per  room  and  accessory  parking  and  with  balconies 
and  parking  in  the  required  open  space. 

PREMISES  AFFECTED— 160-46  to  160-50  102nd  Street, 
west  side,  140  feet  south  of  160th  Avenue,  Block  14225, 
Lot  40,  (Howard  Beach),  Borough  of  Queens.  Community 
Board  #10. 


259-73-BZ 

APPLICANT — Lichtner  Associates  for  Louis  Mintz,  owner. 

SUBJECT — Application  April  30,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of  a 
three  story  multiple  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  has  less  than  the  required  open  space  ratio, 
lot  area  per  room  and  accessory  parking  and  with  balconies 
and  parking  in  the  required  open  space. 

PREMISES  AFFECTED— 160-38  to  160-42  102nd  Street, 
west  side,  140  feet  south  of  160th  Avenue,  Block  14225, 
Lot  40,  (Howard  Beach),  Borough  of  Queens.  Community 
Board  #10. 


260-73-BZ 

APPLICANT — Lichtner  Associates  for  Louis  Mintz,  owner. 

SUBJECT — Application  April  30,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of  a 
three  story  multiple  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  has  less  than  the  required  open  space  ratio, 
lot  area  per  room  and  accessory  parking  and  with  balconies 
and  parking  in  the  required  open  space. 

PREMISES  AFFECTED— 160-16  to  160-20  102nd  Street, 
west  side,  140  feet  south  of  160th  Avenue,  Block  14225, 
Lot  40,  (Howard  Beach),  Borough  of  Queens.  Community 
Board  #10. 
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261-73-B  Z 

APPLICANT — Lichtner  Associates  for  Louis  Mintz,  owner. 

SUBJECT— Application  April  30,  1973— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of 
a  three  story  multiple  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  has  less  than  the  required  open  space 
ratio,  lot  area  per  room  and  accessory  parking  and  with 
balconies  and  parking  in  the  required  open  space. 

PREMISES  AFFECTED— 160-24  to  160-34  102nd  Street, 
west  side,  240  feet  south  of  160th  Avenue,  Block  14225, 
Lot  40,  (Howard  Beach),  Borough  of  Queens.  Com¬ 
munity  Board  #10. 


286-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Interstate  Lath, 
Plaster  &  Drywall  Corporation,  owner. 

SUBJECT — Application  May  9,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-21  and  73-52  of 
the  Zoning  Resolution,  to  permit  in  a  Cl-2  and  R5  dis¬ 
trict,  a  one  story  and  two  story  enlargement  to  an  existing 
one  story  building  and  the  change  in  use  from  restaurant 
to  a  building  contractors  establishment  with  offices  that 
will  encroach  on  the  required  rear  yard. 

PREMISES  AFFECTED— 1050  East  Gun  Hill  Road  and 
3340  Hone  Avenue,  southeast  corner,  Block  4638,  Lot  25, 
Borough  of  The  Bronx.  Community  Board  #13. 


316-73-BZ 

APPLICANT — Charles  M.  Spindler  for  Richard  J.  Grever, 
owner. 

SUBJECT — Application  May  24,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  reconstruction 
of  an  automotive  service  station  with  accessory  uses. 

PREMISES  AFFECTED— 31-02  68th  Street,  southwest 
corner  of  31st  Avenue,  Block  1138,  Lot  27,  Jackson 
Heights,  Borough  of  Richmond. 


404-73-BZ 

APPLICANT — Louis  Striar  for  Ford  Leasing  Development 
Company,  owner. 

SUBJECT — Application  July  5,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-01  (b)  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  C8-1  district,  in  conjunc¬ 
tion  with  the  erection  of  an  automobile  showroom  with 
sales  and  service,  the  installation  of  accessory  signs  that 
will  exceed  the  surface  area  along  a  residence  district 
boundary. 

PREMISES  AFFECTED — 1560  and  1570  Bruckner  Boule¬ 
vard,  1555  Story  Avenue,  southeast  corner  of  Boynton 
Avenue,  Block  3653,  Lot  1,  Borough  of  The  Bronx. 
Community  Board  #8. 


503-73-BZ 

APPLICANT — Sheldon  Lobel  for  Charles  A.,  Jack  and 
Simon  Zuckerman,  owners. 

SUBJECT — Application  September  11,  1973 — decision  of 
the  Borough  Superintendent,  under  Sections  72-21  and 
73-50  of  the  Zoning  Resolution,  to  permit  in  an  Ml-1 
district,  the  erection  of  a  one  story  and  mezzanine  manu¬ 
facturing  building  that  will  exceed  the  permitted  floor 
area  ratio  and  encroaches  on  the  required  yard  along  a 
district  boundary. 


PREMISES  AFFECTED — 923  Longfellow  Avenue,  west 
side,  100  feet  south  of  Garrison  Avenue,  Block  2716,  Lot 
120,  Borough  of  The  Bronx.  Community  Board  #2. 

JOSEPH  B.  KLEIN,  Chairman 


NOVEMBER  13,  1973,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon ,  November  13,  1973,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

428-73-A 

APPLICANT — Alphonse  J.  Calvanico  for  Carmine  Esposito, 
owner. 

SUBJECT — Application  July  17,  1973 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  two  story  and 
basement  frame  building  for  two  families  contrary  to 
Section  C26-254. 

PREMISES  AFFECTED — 166  Dalton  Avenue,  northwest 
corner  of  Tysens  Lane,  Block  4316,  Lot  49,  New  Dorp, 
Borough  of  Richmond. 


429-73-A 

APPLICANT — Jerome  L.  Grushkin  for  C  N  A  Lombardi, 
Incorporated,  owner. 

SUBJECT — Application  July  18,  1973 — filed  to  Section  36, 
Article  3  of  the  General  City  Law  re-  building  not  fronting 
on  a  legal  street. 

PREMISES  AFFECTED — 139  Weiner  Avenue,  southeast 
corner  of  Meade  Street,  Block  7566,  Lot  139,  Richmond 
Valley,  Borough  of  Richmond. 

434-73-A 

APPLICANT — James  J.  Trexel  for  E.  I.  du  Pont  de 
Nemours  and  Company,  owner. 

SUBJECT — Application  July  23,  1973 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner,  re-  packaging  of  flammable 
mixture  known  as  “DuPont  Windshield  Washer  Concen¬ 
trated  Solvent  &  Anti-Freeze”,  in  fourteen  (14)  ounce 
polyethylene  bottle  with  screw  cap,  not  in  compliance  with 
regulations  of  the  Administrative  Code  of  New  York  City. 


436-73-A 

APPLICANT — Lauria  &  Rowe  for  Marie  Pavia,  owner. 
SUBJECT — Application  July  26,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 90  East  Loop  Road,  south  side, 
351.95  feet  west  of  Eastentry  Road,  Block  885,  Lot  15, 
Todt  Hill,  Borough  of  Richmond. 


531-73-A 

APPLICANT — Charles  L.  Gittens  for  Theodore  W.  Daniels, 
owner. 

SUBJECT — Application  October  2,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  public  hall 
access  from  every  apartment. 

PREMISES  AFFECTED— 164,  166  and  168  West  136th 
Street,  south  side,  125  feet  east  of  Seventh  Avenue,  Block 
1920,  Lots  57,  58  and  158,  Borough  of  Manhattan. 

JOSEPH  B.  KLEIN,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  OCTOBER  9,  1973,  10  A.M. 

Present :  Chairman  Klein,  Vice  Chairman  Agusta, 

Commissioner  Hornstein,  Commissioner  Walsh  and 
Commissioner  Carroll. 
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The  minutes  of  the  regular  meeting  of  the  Board  held  on 
Tuesday  morning  and  afternoon,  September  25,  1973,  were 
approved  as  printed  in  the  Bulletin  of  October  4,  1973,  Vol. 
58,  No.  40. 


541-72-A 

APPLICANT — Larry  Meltzer  for  Associated  Equities, 
owner. 

SUBJECT — Application  for  consideration — to  reopen  and 
reconsider  the  Board’s  action  of  November  28,  1972 — de¬ 
cision  of  the  Borough  Superintendent  re-  egress,  previously 
denied. 

PREMISES  AFFECTED— 137-139  Grand  Street,  south 
side,  50.1,  feet  east  of  Crosby  Street,  Block  233,  Lot  10, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Larry  Meltzer. 

ACTION  OF  BOARD — Application  reopened  to  reconsider 
the  resolution  adopted  on  November  28,  1972.  Referred  to 
the  examiner.  Hearing  date  to  be  set. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 


624-57-BZ 

APPLICANT — Thomas  P.  Crinnion  for  Robert  Ahders, 
owner. 

SUBJECT- — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  May  28,  1973 — decision  of  the 
Borough  Superintendent ;  previously  granted  on  condition 
under  Section  7h  of  the  Zoning  Resolution,  permitting  in  a 
local  retail  and  residence  use  district,  the  change  in  use  of 
two  existing  buildings  from  stores  to  garages  and  the  use 
of  the  unbuilt  upon  portion  for  the  parking  and  storage  of 
more  than  five  motor  vehicles. 

I  PREMISES  AFFECTED— 1210-1212  Ogden  Avenue,  east 
side,  128  feet  south  of  West  168th  Street,  Block  2516,  Lot 
17  (formerly  Lots  17  and  18),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Thomas  Crinnion. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
April  22,  1958,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
October  9,  1973,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 

k 


/ 


the  resolution  adopted  on  April  22,  1958,  as  amended  through 
September  10,  1968,  only  as  to  the  term  of  the  variance,  so 
that  as  amended  this  portion  of  the  resolution  shall  read: 

“ granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  . ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.”  (Alt.  737-56) 


844-57-BZ 

APPLICANT — Upham,  Meeker  and  Withorn  for  Theo¬ 
dore  Tannor  and  Herman  Tannor,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  April  15,  1973 
and  for  amendment — decision  of  the  Borough  Superin¬ 
tendent  ;  previously  granted  on  condition  under  the  Section 
7f  of  tire  Zoning  Resolution,  permitting  in  a  business  use 
district,  the  erection  and  maintenance  of  a  modern  gasoline 
service  station,  auto  washing  (non-automatic),  lubrica¬ 
tion,  office  and  accessory  sales,  minor  repairs  with  hand 
tools  only,  auto  safety  inspection  station,  parking  and 
storage  of  motor  vehicles. 

PREMISES  AFFECTED— 87-13  to  87-25  Rockaway 
Boulevard  (87-19  official)  and  97-48  to  97-58  88th  Street, 
northwest  corner,  Block  9060,  Lot  25,  Woodhaven,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant :  Arthur  Levine. 

ACTION  OF  BOARD — Application  reopened,  term  of  vari¬ 
ance  extended  and  resolution  amended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
'Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
April  15,  1958,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
October  9,  1973,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  April  15, 
1958,  by  adding  thereto : 

“that  this  variance  shall  continue  for  a  term  of  ten 
years  from  the  date  of  this  amended  resolution;  and 
that  the  premises  shall  substantially  conform  to  revised 
drawing  of  proposed  conditions  marked  ‘Received  July 
20,  1973’,  one  sheet,  on  condition  that  all  fences  comply 
with  the  requirements  of  Section  36-56  of  the  Zoning 
Resolution ;  that  other  than  as  herein  amended  the  reso¬ 
lution  above  cited  shall  be  complied  with  in  all  respects ; 
and  that  a  new  Certificate  of  Occupancy  shall  be  ob¬ 
tained.  (N.B.  3449-57) 


211-58-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Louis  Fayne  and 
Ben  Kurtin,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  July  2,  1973 — 
decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district  the  parking 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 726-730  West  187th  Street, 
south  side,  100  feet  west  of  Bennett  Avenue,  Block  2180, 
Lot  190,  Borough  of  Manhattan. 


S 

j 


i 


'  3 


P 


<*nr 

•  II 


1^:11 


3 

■J 


1 


.a 

jl 


_ 


795 


BB 


MINUTES 


APPEARANCES— 

For  Applicant:  Frederick  A.  Ketcher. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
July  29,  1958,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
October  9,  1973,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  29, 
1958,  as  amended  through  July  16,  1968,  only  as  to  the  term 
of  variance,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“ granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.”  (Alt.  731-68) 

1845-61-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Louis  Fayne  and 
Ben  Kurtin,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  July  16,  1973 
— decision  of  the  Borough  Superintendent,  previously 
granted  on  condition  under  Section  7c  and  Section  21  of  the 
Zoning  Resolution,  permitting  in  a  local  retail  and  resi¬ 
dence  use  district,  the  maintenance  of  non-transient  park¬ 
ing  lot  for  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 950-966  Summit  Avenue  and 
161-169  West  162nd  Street,  northeast  corner,  Block  2524, 
Lots  33,  36,  38  and  39,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Frederick  A.  Ketcher. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

N  egative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
July  16,  1963,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
October  9,  1973,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  16, 
1963,  as  amended  through  January  25,  1966,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the  reso¬ 
lution  shall  read : 

“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.”  (Alt.  1063-61) 

874-68-BZ 

APPLICANT — Goldwater  and  Flynn  for  Ferris  Place  Cor¬ 
poration,  owner. 


SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  September  12, 
1973 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  73-49  of  the  Zoning 
Resolution,  permitting  in  an  M3-1  district,  in  conjunction 
with  the  erection  of  a  two  story  manufacturing  and  garage 
building,  the  addition  to  the  uses  to  include  roof  parking. 

PREMISES  AFFECTED — 1400  Ferris  Place,  east  side, 
between  Butler  Place  and  Commerce  Avenue,  Block  3838, 
Lot  260,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Milton  A.  Chambers. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
June  10,  1969,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  work  was 
last  extended  on  September  12,  1972;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June  10, 
1969,  as  amended  through  September  12,  1972,  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(Dept,  of  Ports  and  Terminals  No.  680590) 


298-71-BZ 

APPLICANT— Samuel  H.  Lindenbaum  for  Staten  Island 
Mall,  owner. 

SUBJECT- — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  September  6, 
1973 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Sections  73-48  and  73-482  of 
the  Zoning  Resolution,  permitting  in  a  C4-1  district,  in  a 
proposed  shopping  center,  the  maintenance  of  a  retail  serv¬ 
ice  and  convenience  center  with  accessory  parking  that 
exceeds  the  permitted  size. 

PREMISES  AFFECTED — 280  Marsh  Avenue,  northwest 
corner  of  Platinum  Avenue,  Block  2400,  Lot  tentatively 
300,  New  Springville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
July  6,  1971,  on  certain  conditions ;  and 
Whereas,  time  to  obtain  permits  and  complete  work  was 
extended  on  September  6,  1972 ;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  6, 
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1971,  as  amended  through  September  6,  1972,  only  as  to  the 

time  to  complete  the  work,  so  that  as  amended  this  portion 

of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  407-71) 

_ 

873-25-BZ — Vol.  II 

APPLICANT — Robert  F.  Germain  for  Gulf  Oil  Company, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Sections 
7c,  7i,  7h  and  7  A  of  the  Zoning  Resolution,  permitting  in 
a  local  retail  use  district  the  reconstruction  and  extension 
of  existing  gasoline  service  station  (previously  granted 
by  the  Board),  to  include  lubritorium,  car  wash,  motor 
vehicle  repairs,  storage  and  sale  of  accessories  and  office; 
and  to  permit  the  parking  and  storage  of  motor  vehicles 
on  unbuilt  upon  portion  of  plot  with  a  curb  cut  nearer 
the  residence  use  district  than  is  permitted. 

PREMISES  AFFECTED — 112-45  Springfield  Boulevard 
and  216-01  to  216-11  113th  Avenue,  northeast  corner,  Block 
11214,  Lot  1,  St.  Albans,  Borough  of  Queens. 

APPEARANCES— 

i 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  to  reopen  and  amend 
the  resolution  withdrawn  at  the  request  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 


208-72-BZ— Vol.  II 

APPLICANT — McGee  &  Morsellino  for  Merrall  Realty 
Company,  owner;  National  Car,  lessee. 

SUBJECT — Application  reopened  February  27,  1973  as  Vol¬ 
ume  II — decision  of  the  Borough  Superintendent,  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an 
R3-2  district,  the  erection  of  a  four  level  parking  facility 
with  accessory  automobile  rental  office  and  automobile 
service  shop. 

PREMISES  AFFECTED — 95-10  Ditmas  Boulevard,  south¬ 
east  corner  of  95th  Street,  Block  1072,  Lots  1,  23,  42, 
Astoria,  Borough  of  Queens.  Community  Board  #3. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino,  Joseph  M.  Matlone, 
Louis  Glazer  and  William  Zucco. 

For  Opposition :  Louise  Baulford,  Helen  Marshall,  Ivy 
F.  Steber,  John  Booker  and  others. 

ACTION  OF  BOARD — Laid  over  to  October  30,  1973  at 
10  A.M.,  for  continued  hearing. 

I  I 

224-73-BZ 

APPLICANT — Consolidated  Edison  Company  of  New  York 
for  City  of  New  York,  owner;  Consolidated  Edison  Com¬ 
pany  of  New  York,  lessee. 

SUBJECT — Application  April  13,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  M3  district,  the  erection  of 
a  replacement  accessory  stack  for  an  existing  steam  plant. 

PREMISES  AFFECTED — 1100  York  Avenue,  northeast 
corner  of  59th  Street,  Block  1474,  Lot  7,  Borough  of  Man¬ 
hattan.  Community  Board  #6. 


APPEARANCES— 

For  Applicant :  S.  Barnes,  H.  Gloede. 

For  Opposition:  Daniel  Steingart,  Adrienne  Curtin  and 
Mrs.  Howard  Bachenheimer,  Community  Board  #6. 

For  Administration:  Fred  C.  Hart,  Dept,  of  Air  Re¬ 
sources. 

ACTION  OF  BOARD — Laid  over  to  November  11,  1973  at 
10  A.M.,  for  hearing.  Laid  over  at  request  of  Community 
Board  #6  and  Commissioner  Hart. 


293-73-BZ 

APPLICANT — Anita  Seelig,  owner. 

SUBJECT — Application  May  15,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
two  story  enlargement  to  a  one  family  dwelling  that  creates 
non-compliance  in  floor  area  ratio,  open  space  ratio  and 
encroaches  into  the  rear  yard. 

PREMISES  AFFECTED— 67-22  199th  Street,  west  side, 
210  feet  south  of  67th  Avenue,  Block  7127,  Lot  16,  Flush¬ 
ing,  Borough  of  Queens.  Community  Board  #8. 

APPEARANCES— 

For  Applicant :  Anita  Seelig. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  October  16,  1973  at 
10  A.M.,  for  decision;  hearing  closed. 


357-73-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Mid-City  Associates,  lessee. 

SUBJECT — Application  June  12,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-482  of  the  Zoning 
Resolution,  to  permit  in  a  C6-4  district,  in  an  existing  57 
story  office  building  previously  before  the  Board,  the  in¬ 
crease  in  the  number  of  accessory  parking  spaces. 
PREMISES  AFFECTED— 206-262  West  34th  Street, 
southeast  corner  of  Seventh  Avenue,  Block  783,  Part  of 
Lot  1,  Borough  of  Manhattan.  Community  Board  #5. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum  and  Lawrence 
Whiteside. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  October  23,  1973,  at 
10  A.M.,  for  decision ;  hearing  closed. 


363-73-BZ 

APPLICANT — Leo  D.  Fakler  for  Neponsit  Property  Own¬ 
ers  Association,  owner. 

SUBJECT — Application  June  13,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Setcion  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  district,  on  a  plot  with 
less  than  the  required  lot  area  and  lot  width,  the  erection 
of  a  one  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  has  less  than  the  required  open  space  ratio  and 
encroaches  into  the  required  side  yards. 

PREMISES  AFFECTED — 3-02  Beach  146th  Street,  north¬ 
east  corner  of  Neponsit  Avenue,  Block  16302,  Lot  38, 
Neponsit,  Borough  of  Queens.  Community  Board  #14. 

APPEARANCES— 

For  Applicant:  Leo  Fakler,  Allen  Sylvane,  Harris  Cohen, 
Nathan  Korn  and  Joseph  Freitel. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  October  16,  1973,  at 
10  A.M.,  for  decision;  hearing  closed. 
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364-73-BZ 

APPLICANT— Leo  D.  Fakler  for  Neponsit  Property  Own¬ 
ers  Association,  owner. 

SUBJECT— Application  June  13,  1973— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  district,  on  a  plot  with 
less  than  the  required  lot  area  and  lot  width,  the  erection 
of  a  one  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  has  less  than  the  required  open  space  ratio  and 
encroaches  into  the  required  side  yards. 

PREMISES  AFFECTED— 3-06  Beach  146th  Street,  east 
side,  32  feet  north  of  Neponsit  Avenue,  Block  16302,  Lot 
40,  Neponsit,  Borough  of  Queens,  Community  Board  #14. 

ACTION  OF  BOARD— Laid  over  to  October  16,  1973,  at 
10  A.M.,  for  decision ;  hearing  closed. 


365-73-BZ 

APPLICANT— Leo  D.  Fakler  for  Neponsit  Property  Own¬ 
ers  Association,  owner. 

SUBJECT — Application  June  13,  1973— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  district,  on  a  plot  with  less 
than  the  required  lot  area  and  lot  width,  the  erection  of  a 
one  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio  and  en¬ 
croaches  into  the  required  side  yards. 

PREMISES  AFFECTED — 145-12  Neponsit  Avenue,  north 
side,  75  feet  west  of  Beach  145th  Street,  Block  16302,  Lot 
35.  Neponsit,  Borough  of  Queens.  Community  Board  #14. 

ACTION  OF  BOARD — Laid  over  to  October  16,  1973  at 
10  A.M.,  for  decision;  hearing  closed. 


366-73-BZ 

APPLICANT — Leo  D.  Fakler  for  Neponsit  Property  Own¬ 
ers  Association,  owner. 

SUBJECT — Application  June  13,  1,973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  district,  on  a  plot  with  less 
than  the  required  lot  area  and  lot  width,  the  erection  of  a 
one  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio  and  en¬ 
croaches  into  the  required  side  yards. 

PREMISES  AFFECTED— 145-10  Neponsit  Avenue,  north 
side,  50  feet  west  of  Beach  145th  Street,  Block  16302,  Lot 
34,  Neponsit,  Borough  of  Queens.  Community  Board  #14. 

ACTION  OF  BOARD — Laid  over  to  October  16,  1973  at 
10  A.M.,  for  decision ;  hearing  closed. 


367-73-BZ 

APPLICANT — Leo  D.  Fakler  for  Neponsit  Property  Own¬ 
ers  Association,  owners. 

SUBJECT — Application  June  13,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  district,  on  a  plot  with 
less  than  the  required  lot  area  and  lot  width,  the  erection 
of  a  one  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  has  less  than  the  required  open  space  ratio  and 
encroaches  into  the  required  side  yards. 

PREMISES  AFFECTED — 145-15  Neponsit  Avenue,  south 
side,  40  feet  east  of  Beach  146th  Street,  Block  16310,  Lot  3, 
Neponsit,  Borough  of  Queens.  Community  Board  #14. 

ACTION  OF  BOARD — Laid  over  to  October  16,  1973  at 
10  A.M.,  for  decision ;  hearing  closed. 


368-73-BZ 

APPLICANT — Leo  D.  Fakler  for  Neponsit  Property  Own- 
ners  Association,  owner. 


SUBJECT — Application  June  13,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  district,  on  a  plot  with 
less  than  the  required  lot  area  and  lot  width,  the  erection 
of  a  one  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  has  less  than  the  required  open  space  ratio  and 
encroaches  on  the  required  side  yards. 

PREMISES  AFFECTED — 145-11  Neponsit  Avenue,  south 
side,  65  feet  east  of  Beach  146th  Street,  Block  16310,  Lot 
4,  Neponsit,  Borough  of  Queens.  Community  Board  #14. 

ACTION  OF  BOARD — Laid  over  to  October  16,  1973,  at 
10  A.M.,  for  decision;  hearing  closed. 


369-73-BZ 

APPLICANT — Leo  D.  Fakler  for  Neponsit  Property  Own- 
ners  Association,  owner. 

SUBJECT — Application  June  13,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  district,  on  a  plot  with 
less  than  the  required  lot  area  and  lot  width,  the  erection 
of  a  one  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  has  less  than  the  required  open  space  ratio  and 
encroaches  into  the  required  side  yards. 

PREMISES  AFFECTED — 145-09  Neponsit  Avenue,  south 
side,  85  feet  west  of  Beach  145th  Street,  Block  16310,  Lot 
5,  Neponsit,  Borough  of  Queens.  Community  Board  #14. 

ACTION  OF  BOARD — Laid  over  to  October  16,  1973,  at 
10  A.M.,  for  decision;  hearing  closed. 


370-73-BZ 

APPLICANT — Leo  D.  Fakler  for  Neponsit  Property  Own¬ 
ers  Association,  owner. 

SUBJECT — Application  June  13,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  district,  on  a  plot  with 
less  than  the  required  lot  area  and  lot  width,  the  erection 
of  a  one  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  has  less  than  the  required  open  space  ratio  and 
encroaches  into  the  required  side  yards. 

PREMISES  AFFECTED— 145-07  Neponsit  Avenue,  south 
side,  60  feet  west  of  Beach  145th  Street,  Block  16310,  Lot 
7,  Neponsit,  Borough  of  Queens.  Community  Board  #14. 

ACTION  OF  BOARD — Laid  over  to  October  16,  1973,  at 
10  A.M.,  for  decision ;  hearing  closed. 


425-73-BZ 

APPLICANT — Shreve,  Lamb  &  Harmon  Associates  for 
Fisher- Albany  Company,  owner. 

SUBJECT — Application  July  13,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-01  (b)  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C6-4  district,  on  a  38  story 
office  building,  the  installation  of  an  advertising  sign  that 
will  exceed  the  height  above  curb  level. 

PREMISES  AFFECTED — 1  Bankers  Trust  Plaza  and 
124-140  Greenwich  Street,  and  126-138  Liberty  Street, 
southeast  corner,  3-13  Albany  Street,  Block  54,  Lot  1, 
Borough  of  Manhattan.  Community  Board  #1. 

APPEARANCES— 

For  Applicant :  Harvey  P.  Clarkson. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  October  16,  1973  at 
10  A.M.,  for  decision;  hearing  closed. 


33-70-BZ — Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Shell  Oil  Com¬ 
pany,  owner. 
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SUBJECT — Application  reopened  January  30,  1973  as  Vol¬ 
ume  II  decision  of  the  Borough  Superintendent,  under 
Sections  11-412  and  11-413  of  the  Zoning  Resolution,  to 
permit  in  a  Cl -2  district,  the  enlargement  in  floor  area  of 
an  existing  automotive  service  station  with  accessory  uses 
previously  before  the  Board  and  the  addition  to  the  uses  to 
include  automobile  laundry  with  less  than  the  required  res¬ 
ervoir  space. 

PREMISES  AFFECTED — 801-821  Soundview  Avenue, 
northwest  corner  of  Lafayette  Avenue,  Block  3637,  Lot  64, 
Borough  of  The  Bronx.  Community  Board  #8. 

APPEARANCES— 

For  Applicant :  Joseph  P.  Morsellino. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative: .  0 


70-73-BZ 

APPLICANT — Millard  Bresin  for  American  Oil  Company, 
owner. 

SUBJECT — Application  January  24,  1973 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  73-211 
of  the  Zoning  Resolution,  to  permit  in  a  C2-2  district,  the 
erection  of  a  one  story  enlargement  to  an  existing  auto¬ 
motive  service  station  with  accessory  uses  previously  before 
the  Board. 

PREMISES  AFFECTED — 3065  Westchester  Avenue, 
northwest  corner  of  Hobart  Avenue,  Block  4195,  Lots  1,  5, 
6,  7,  Borough  of  The  Bronx.  Community  Board  #10. 

APPEARANCES— 

For  Applicant :  Millard  Bresin. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  Setember  25,  1973,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  October  9,  1973 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  17,  1972,  acting  on  Alt.  Applic.  79/1972,  reads: 

“1.  Proposed  enlargement  is  contrary  to  approval 
granted  by  BSA  Cal.  No.  285-62-BZ.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made  under 
Section  73-211  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Section  73-211  and  does  hereby  grant  under  Sec¬ 
tion  11-412  of  the  Zoning  Resolution,  to  permit  in  a  C2-2 
district  the  erection  of  a  one  story  enlargement  to  an  exist¬ 
ing  automotive  service  station  accessory  uses  previously 
before  the  Board  on  condition  that  all  work  shall  substan¬ 


tially  conform  to  drawings  filed  with  this  application  marked 
“Received”  January  24,  1973,  2  sheets,  and  September  6, 
1973,  1  sheet  and  October  5,  1973,  1  sheet,  and  that  all  laws, 
rules  and  regulations  be  complied  with,  and  that  substantial 
construction  be  completed  within  one  year  from  the  date  of 
this  resolution. 


90-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Cosmetology  Pub¬ 
lishing  Corporation,  owner. 

SLTBJECT — Application  February  13,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  and  R6  district,  the 
enlargement  in  lot  area  and  the  expansion  of  the  accessory 
parking  facility  for  a  manufacturing  establishment  pre¬ 
viously  before  the  Board. 

PREMISES  AFFECTED — 3839-3851  White  Plains  Road, 
southwest  corner  of  East  221st  Street,  Block  4655,  Lots  40, 
43,  Borough  of  The  Bronx.  Community  Board  #13. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  September  25,  1973,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  October  9,  1973 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  7,  1973,  acting  on  Alt.  Applic.  286/1971, 
reads : 

“1.  The  proposed  additional  accessory  parking  for 
UG  17B  in  an  R6  District  is  contrary  to  Section  22-00 
of  the  Zoning  Resolution  and  the  proposed  additional 
accessory  parking  for  UG  17B  in  a  C2-2  district  is 
contrary  to  BSA  No.  577-71-BZ,  and  is  hereby  denied.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  finds  that  this  is  an  appropriate  case 
in  which  to  permit  under  Section  11-412  of  the  Zoning  Reso¬ 
lution,  the  enlargement  of  the  present  parking  area. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  permit  under  Section  11-412  of  the  Zoning  Resolution, 
in  a  C2-2  and  R6  district,  the  enlargement  in  lot  area  and 
the  expansion  of  the  accessory  parking  facility  for  a  manu¬ 
facturing  establishment  previously  before  the  Board  on  con¬ 
dition  that  all  work  shall  substantially  conform  to  drawings 
filed  with  this  application  marked  “Received”  February  13, 
1973,  10  sheets  and  October  1,  1973,  1  sheet ;  and  that  all 
laws,  rules  and  regulations  applicable  be  complied  with,  and 
that  substantial  construction  be  completed  within  one  year 
from  the  date  of  this  resolution. 


146-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Rose  Berk  and 
Phyllis  Lipson,  owner. 

SUBJECT — Application  March  5,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  73-50  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Ml-1  district,  the  erection 
of  a  one  story  manufacturing  building  that  will  encroach 
on  the  required  yard  along  a  district  boundary. 


8 

:  9 

I 

is 

r;s 

i 

P-:5 

r 


pnr 

ur*il 


rt.i 


rj 

& 


799 


FES 


AASNU 


PREMISES  AFFECTED— 779  McDonald  Avenue,  east- 
side,  139  feet  8  inches  south  of  Ditmas  Avenue,  Block  5395, 
Lot’ 88,  Borough  of  Brooklyn.  Community  Board  #12. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 

Commissioner  Carroll  .  5 

Negative:  .  ^ 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  September  18,  1973,  after  due  notice  by  publiction  in  the 
Bulletin;  laid  over  to  October  9,  1973;  and 
Whereas,  the  decision  of  the  Boruogh  Superintendent, 
dated  February  19,  1973,  acting  on  N.B.  Applic.  491/1972, 
reads : 

“1.  Proposed  one  story  factory  building  which  en¬ 
croaches  upon  a  required  30'  rear  yard  is  contrary  to 
Sect.  43-302  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-50  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
under  Section  73-50  of  the  Zoning  Resolution,  to  permit  in  an 
Ml-1  district  the  erection  of  a  one  story  manufacturing  build¬ 
ing  that  will  encroach  on  the  required  yard  along  a  district 
boundary  on  condition  that  all  work  shall  substantially  con¬ 
form  to  drawings  filed  with  this  application  marked  “Re¬ 
ceived”  March  5,  1973,  3  sheets  and  October  1,  1973,  2  sheets ; 
on  further  condition  that  there  shall  be  no  loading  and  un¬ 
loading  on  Saturdays  and  that  there  shall  be  no  roof  openings 
within  30  feet  of  the  east  and  north  lot  lines  and  that  all  laws, 
rules  and  regulations  applicable  be  complied  with,  and  that 
construction  be  completed  within  one  year  from  the  date  of 
this  resolution. 


147-73-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Rose  Berk  and 
Phyllis  Lipson,  owner. 

SUBJECT— Application  March  5,  1973— decision  of  the 
Borough  Superintendent,  under  Section  73-50  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Ml-1  district  the  erection 
of  a  one  story  manufacturing  building  that  will  encroach 
on  the  required  yard  along  a  district  boundary. 
PREMISES  AFFECTED — 783  McDonald  Avenue,  east 
side,  179  feet  4  inches  south  of  Ditmas  Avenue,  Block 
5395,  Lot  86,  Borough  of  Brooklyn.  Community  Board 
#12. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
September  18,  1973,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  October  9,  1973 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  19,  1973,  acting  on  N.B.  Applic.  491/1972, 
reads : 

“1.  Proposed  one  story  factory  building  which  en¬ 
croaches  upon  a  required  30'  rear  yard  is  contrary  to 
Sect.  43-302  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-50  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Section  73-50  of  the  Zoning  Resolution,  to  permit 
in  an  Ml-1  district  the  erection  of  a  one  story  manufacturing 
building  that  will  encroach  on  the  required  yard  along  a  dis¬ 
trict  boundary  on  condition  that  all  work  shall  substantially 
conform  to  drawings  filed  with  this  application  marked  “Re¬ 
ceived”  March  5,  1973,  3  sheets  and  October  1,  1973,  2  sheets; 
on  further  condition  that  there  shall  be  no  loading  and  un¬ 
loading  on  Saturdays  and  that  there  shall  be  no  roof  openings 
within  30  feet  of  the  east  lot  line  and  that  all  laws,  rules  and 
regulations  applicable  be  complied  with,  and  that  construction 
be  completed  within  one  year  from  the  date  of  this  resolution. 


Adjourned:  11:15  A.M. 

John  B.  Cincotta,  Executive  Director 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  OCTOBER  9,  1973,  2  P.M. 

Present:  Vice  Chairman  Agusta,  Commissioner  Hornstein, 
Commissioner  Walsh  and  Commissioner  Carroll. 

328-73-A 

APPLICANT — Kenneth  H.  Koons  for  Olinbark  Realty 
Company,  Incorporated,  owner. 

SUBJECT — Application  May  29,  1973 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  cellar  apartments. 
PREMISES  AFFECTED — 4660  Manhattan  College  Park¬ 
way,  east  side,  91.58  feet  north  of  West  242nd  Street, 
Block  5801,  Lot  1060,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Kenneth  H.  Koons. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Vice  Chairman  Agusta,  Commissioner 
Hornstein,  Commissioner  Walsh  and  Commissioner 

Carroll  . 

Negative:  . 

Absent :  Chairman  Klein . 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  16,  1973,  on  Alt.  102/73,  reads : 

“A2 — Proposed  cellar  Apts,  must  comply  with  Sec. 
34  Subd.  6  Multiple  Dwelling  Law. 

Note:  All  windows  in  Apts,  required  to  open  onto 
an  open  soace,  not  less  than  thirty  feet  in  its  least 
dimensions.” 

and 
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Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  May  16,  1973,  acting  on  Alt.  102/73,  Objection  No.  A2, 
be  and  it  hereby  is  modified  under  the  powers  vested  in  the 
Board  by  Section  310  of  the  Multiple  Dwelling  Law,  and 
that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  building  shall  substantially  conform  to  drawings 
marked  “Received  May  29,  1973’’,  3  sheets,  and  “October 
4,  1973”,  one  sheet ;  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


376-73-A 

APPLICANT — Samuel  Garnett  for  Floromar  Corporation, 
owner ;  Avis  Rent-A-Car,  lessee. 

SUBJECT — Application  June  18,  1973 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  provision  of  Oil  Sep¬ 
arator  for  open  type  garage. 

PREMISES  AFFECTED— 6  Carlisle  Street  and  111  to  121 
Washington  Street,  southeast  corner,  Block  53,  Lot  12, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Martin  Sckalor. 

For  Administration :  Capt.  J.  F.  Petraglia,  F.  D. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE — 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 
Hornstein,  Commissioner  Walsh  and  Commissioner 


Carroll  .  4 

Negative :  .  0 

Absent:  Chairman  Klein .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
April  26,  1973  and  June  13,  1973  on  Order  No.  73-3249  reads  : 

“4.  Provide  an  oil  separator  in  a  garage  storing 
more  than  (4)  four  motor  vehicles.  Oil  separator  shall 
be  emptied  as  often  as  may  be  necessary  to  prevent  oil 
from  overflowing.  (C19.68.0.b  Adm.  Code).” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
April  26,  1973  and  June  13,  1973,  acting  on  Order  No.  73- 
3249,  Objection  No.  4,  be  and  it  hereby  is  modi  fed  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
vent  be  1^2  inch  minimum;  on  further  condition  that  the 
building  shall  substantially  conform  to  drawings  marked 
“Received  June  18,  1973”,  3  sheets,  “October  3,  1973”,  one 
sheet ;  and  that  all  laws,  rules  and  regulations  shall  be  com¬ 
plied  with. 


335-73-A 

APPLICANT — Spector  Freight  System,  Incorporated, 
owner. 

SUBJECT — Application  May  31,  1973 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  installation  of  ap¬ 
proved  standpipe. 

PREMISES  AFFECTED— 1313  Grand  Street,  north  side, 
490  feet  east  of  Gardner  Avenue,  Block  2930,  Lots  90 
and  26,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  William  Biederman. 

For  Administration:  Capt.  J.  F.  Petraglia,  F.  D. 


ACTION  OF  BOARD — Laid  over  to  November  7,  1973,  at 
2  P.M.,  for  decision ;  applicant  to  file  corrected  plans  and 
report;  hearing  closed. 


343-73-A 

APPLICANT — Halperin,  Shivitz,  Scholer  &  Steingut  for 
C.  M.  L.  Construction  Corporation,  owner. 

SUBJECT — Application  June  7,  1973 — appeal  from  a  deci¬ 
sion  of  the  Commissioner  of  Buildings  re-  Revocation  of 
Building  Permit  #B.  N.  4006/72. 

PREMISES  AFFECTED— 229-249  East  85th  Street,  north 
side,  between  Second  and  Third  Avenues,  Block  1531,  Lots 
16,  17,  18,  19,  20  and  120,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BQARD— Laid  over  to  October  16,  1973, 
at  2  P.M. ;  continued  hearing. 


397-73-A 

APPLICANT — Leonard  F.  Rothkrug  for  East  New  York 
YM  &  YWHA  (Federation  of  Jewish  Philanthropies) 
Central  Queens  YM  &  YWHA,  owner. 

SUBJECT — Application  July  2,  1973 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  proposed  change 
from  dwelling  to  non-commercial  club. 

PREMISES  AFFECTED — 108-05  68th  Road,  northeast 
corner  of  108th  Street,  Block  2179,  Lot  1,  Forest  Hills, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD— Laid  over  to  October  16,  1973, 
at  2  P.M.,  for  decision;  hearing  closed. 

437-73-A 

APPLICANT — David  Kraus  and  Solomon  Sheer  for  Land¬ 
marks  Restoration  Company,  owner. 

SUBJECT — Application  July  26,  1973 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  yard,  room  open¬ 
ing  passage  to  street,  rooms  in  cellar,  egress. 

PREMISES  AFFECTED — 43-47  East  10th  Street,  north 
side,  252.4  feet  west  of  Broadway,  Block  562,  Lot  36, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Solomon  Sheer,  David  Kraus,  Doris 
Diether  and  Ruth  Wittenberg.  Community  Board  #2. 

ACTION  OF  BOARD— Laid  over  to  October  30,  1973, 
at  2  P.M.;  continued  hearing. 


441-73-A 

APPLICANT — Paul  G.  Mauch  for  George  A.  Krug  Bak¬ 
ing  Company,  Incorporated,  owner ;  R.  K.  G.  Affiliates, 
Incorporated,  lessee. 

SUBJECT — Application  July  27,  1973 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  sprinkler  sys¬ 
tems. 

PREMISES  AFFECTED— 138-54  94th  Avenue,  southeast 
corner  of  138th  Place,  Block  9991,  Lot  1,  Jamaica,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant :  Paul  G.  Mauch,  Victor  Goldsmith  and 
Lane  Greim. 

ACTION  OF  BOARD — Laid  over  to  October  23,  1973, 
at  2  P.M. ;  continued  hearing. 


MINUTES 


474-73-A 

APPLICANT — Arthur  Fleck  for  Oakwood  Development 
Corporation,  owner. 

SUBJECT — Application  August  17,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  elimination  of 
refuse  chute  and  compactor. 

PREMISES  AFFECTED — 2099  Forrest  Avenue,  northeast 
corner  of  Bruckner  Boulevard,  Block  1234,  Lot  76, 
Mariner’s  Harbor,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Taki  J.  Langas  and  Sy  Katz. 

ACTION  OF  BOARD — Laid  over  to  October  16,  1973, 
at  2  P.M.,  for  decision;  hearing  closed. 

493-73-A 

APPLICANT — Atkin  and  Bassolino  for  JBR  Realty  Cor¬ 
poration,  owner. 


SUBJECT — Application  August  8,  1973— appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  Cellar  Apart¬ 
ment,  Multiple  Dwelling  Law. 

PREMISES  AFFECTED— 328  West.  83rd  Street,  south 
side,  81.4J4  feet  east  of  Riverside  Drive,  Block  1245,  Lot 
40,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Harry  Atkin. 

ACTION  OF  BOARD — Laid  over  to  October  23,  1973, 
at  2  P.M.,  for  decision ;  hearing  closed. 


Adjourned:  3:10  P.M. 

John  B.  Cincotta,  Executive  Director 
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PUBLIC  NOTICES 

It  has  on  many  occasions  been  noted  that  additional 
papers  have  been  filed  by  the  applicant  after  a  case  has 
been  calendared  for  hearing. 

This  situation  will  no  longer  be  permitted.  The  only 
additional  papers  permitted  to  be  filed  will  be  communi¬ 
cations  from  the  local  community  planning  boards,  ob¬ 
jectors  or  other  city  agencies. 

If  at  the  hearing  an  applicant  wishes  to  submit  addi¬ 
tional  information  then  the  Board  will  consider  the 
request. 

JOSEPH  B.  KLEIN 
Chairman 


The  resolutions  of  the  Board  of  Standards  and  Ap¬ 
peals  are  now  filed  the  day  following  public  hearings.  By 
virtue  of  recent  court  decisions  the  time  for  commencing 
review  proceedings  of  Board  determinations  starts  from 
the  date  of  the  filing  of  the  Board’s  resolution. 

JOSEPH  B.  KLEIN 
Chairman 


COURT  DECISION 

Acquino  v.  Becker — On  December  S,  1972  the  Board 
.plication  based  ion  a  decision  of  the  Borough  Super¬ 
intendent,  under  Section  72-2\  of  the  Zoning  Resolution,  to  permit 
in  an  R8  and  R10  district,  oh  a  plot  with  an  existing  building,  the 
erection  of  a  27  story  and  penthouse  multiple  dwelling  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required  open  space 
ratio  and  lot  area  per  room,  penetrates  the  sky  exposure  plane  and 
encroaches  on  the  required  rear  setback  above  125'.  Calendar  Number 
299-72-BZ  Premises  88  to  94  East  End  Avenue,  southeast  corner  of 
East  84th  Street,  Block  1580.  Lots  27  and  33,  Borough  of  Manhattan. 

At  New  York  County  Supreme  Court,  Special  Term,  Part  I,  Mr. 
Justice  Hillman  rendered  the  following  decision: 

“.  .  .  Since  there  was  a  reasonable  basis  for  the  determina¬ 
tion  of  the  Board,  the  court  will  not  interfere  or  substitute  its 
judgment  for  the  administrative  body  charged  (with  the  duty  of 
making  the  determination). 

The  petition  will  be  dismissed  and  the  determination  of  the 
Board  of  Standards  and  Appeals  affirmed  .  .  .” 

(New  York  Law  Journal,  August  8,  1973,  Page  2.) 


CONTENTS 


Public  Notices. 

Court  Decision. 

Docket. 

Notice  of  Hearing  of  Calendar. 


u  NOV-y 


n  -  ~ .3 


Minutes  of  Regular  Meeting,  Tuesday  Morning,  October 
16,  1973,  Affecting  Calendar  Numbers — 


136-72-A 

99-73-BZ 

98-73-BZ 

300-69-A 

149-73-BZ 

103-73-BZ 

530-41-BZ — 

151-73-BZ 

293-73-BZ 

Vol.  II 

152-73-A 

363-73-BZ 

182-57-BZ 

161-73-BZ 

364-73-BZ 

290-69-BZ 

162-73-BZ 

365-73-BZ 

155-71-BZ 

175-73-BZ 

366-73-BZ 

239-48-BZ — 

176-73-BZ 

367-73-BZ 

Vol.  II 

187-73-BZ 

368-73-BZ 

666-59-BZ 

387-73-BZ 

369-73-BZ 

95-72-BZ 

422-73-BZ 

370-73-BZ 

77-73-BZ 

460-73-BZ 

425-73-BZ 

Minutes  of 

Regular  Meeting, 

Tuesday  Afternoo 

October  16, 

1973,  Affecting  Calendar  Numbers — 

232-60-SA 

205-73-SA 

397-73-A 

301-60-SM 

333-73-SM 

195-73-A 

726-62-SM 

372-73-SM 

196-73-A 

727-62-SM 

16-73-SM 

1-66-A — 

1122-62-SA 

682-52-SM 

Vol.  Ill 

152-63-SA 

1253-61-SM 

2-66-A — 

578-63-SM 

1618-61-SM 

Vol.  Ill 

864-64-SM 

4-62-SM 

153-73-A 

765-71-SM 

352-62-SM 

227-73-A 

416-72-SM 

100-66-SM 

312-73-A 

689-72-SA 

101-66-SM 

343-73- A 

15-73-SM 

254-66-SM 

458-73-A 

139-73-SA 

371-73-A 

474-73-A 
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DOCKET 

New  Cases  Filed  up  to  October  16,  1973 

Cal.  No.  Dept.  Premises  Affected 

547-73-BZ — B.M. — 2  West  90th  Street,  southside,  100 
feet  west  of  Central  Park  West,  Block  1203,  Lot  37, 
Borough  of  Manhattan,  Community  Board  #7,  Alt.  No. 
184-72,  re-  proposed  apartment  dwelling,  R-10  district. 


548-73-A — B.M. — 2  West  90th  Street,  southside,  100  feet 
west  of  Central  Park  West,  Block  1203,  Lot  37,  Borough 
of  Manhattan,  Alt.  No.  184-73,  re-  rear  yard,  R-10  dis¬ 
trict. 


549-73. A — B.M. — 67  East  11th  Street,  northwest  corner 
of  Broadway,  Block  563,  Lot  37,  Borough  of  Manhattan, 
Alt.  No.  335-72,  re-  fire  resistive  ratings,  C6-1  district. 


550-73-BZ — B.Bx. — 363  East  138th  Street,  northside, 
222.5  feet  west  of  Willis  Avenue,  Block  2301,  Lot  15, 
Borough  of  The  Bronx,  Community  Board  #1,  Alt.  No. 
330-73,  re-  public  parking  lot,  Cl-4  and  R-6  district. 


551- 73-SM — Universal  Fastenings  Corporation,  thunder- 
stud  and  thunderbolt  expansion  anchor,  manufactured 
by  Universal  Fastening  Corporation,  Material. 

552- 73-SM — Smith  and  Wesson  Company,  Acrylic  Bath¬ 
tub  models  3015,  3017,  manufactured  by  Smith  and  Wes¬ 
son  Company,  Material. 

553- 73-BZ — B.M. — 15  to  23  West  30th  Street,  and  18  to 
22  West  31st  Street,  northside,  182.75  feet  east  of  Broad¬ 
way,  Block  832,  Lots  27,  29,  30,  31,  56,  57,  58,  Borough 
of  Manhattan,  Community  Board  #5,  N.B.  32-73,  re¬ 
public  garage,  rear  yard,  Ml-6  district. 

554- 73-A — 15  to  23  West  30th  Street,  and  18  to  22  West 
31st  Street,  northside,  182.75  feet  east  of  Broadway, 
Block  832,  Lots  27,  29,  30,  31,  56,  57,  58,  Borough  of 
Manhattan  N.B.  32-73,  re-  air  supported  structures,  exit 
door,  stair  enclosure,  Ml-6  distict. 


555-73-BZ — B.Q. — 75-11  164th  Street,  eastside,  80.24  feet 
north  of  75th  Road,  Block  6966,  Lot  31,  Flushing,  Bor¬ 
ough  of  Queens,  Community  Board  #12,  N.B.  675-73, 
re-  two  family  dwelling,  and  retail  store,  R3-2  district. 


556-73-BZ — B.Q. — 75-13  164th  Street,  eastside,  60.24  feet 
north  of  75th  Road,  Block  6966,  Lot  29,  Flushing,  Bor¬ 
ough  of  Queens,  Community  Board  #12,  N.B.  676-73, 
re-  two  family  dwelling  with  store,  R3-2  district. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M.— Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


OCTOBER  30,  1973,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  October  30,  1973,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  follow¬ 
ing  matters : 

527-72-BZ 

APPLICANT — J.  R.  Stevenson  Corporation  for  Thomas 
DiBartola,  Benjamin  Wallins  and  Salvatore  Ruggiero 
Realty,  owners. 


SUBJECT — Application  reopened  October  16,  1973  for  con¬ 
sideration  as  to  affirmation  of  the  Board’s  resolution  of 
January  30,  1973;  waiving  of  the  Rules  of  Procedure;  and 
extension  of  time  to  complete  which  expires  January  30, 
1974— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R5  district,  the  erection  of  an 
eight  story  nursing  home  that  exceeds  the  permitted  floor 
area  ratio. 

PREMISES  AFFECTED— 1740  84th  Street,  southeast 
corner  of  Bay  16th  Street,  Block  6326,  Lot  38,  Borough  of 
Brooklyn. 

JOSEPH  B.  KLEIN,  Chairman 


NOVEMBER  13,  1973,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  November  13,  1973,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

354-71-BZ 

APPLICANT — Edwin  Brunjes  for  City  of  New  York,  De¬ 
partment  of  Public  Works,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  September  6, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  73-49  of  the  Zoning 
Resolution,  permitting  in  an  Ml -2  district,  at  a  proposed 
3  story  police  facility,  the  addition  to  the  uses  to  include 
roof  parking  and  the  reduction  in  the  number  of  accessory 
parking  spaces. 

PREMISES  AFFECTED— 59-06  Brooklyn  Queens  Ex¬ 
pressway,  southwest  corner  of  59th  Place,  Block  2344,  Lot 
30,  Jackson  Heights,  Borough  of  Queens. 


344-72-BZ 

APPLICANT — Stephen  B.  Jacobs  for  N.  Elghanayan, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  October  3, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  C6-1  district,  the  conversion  of 
an  existing  factory  to  a  seven  story  multiple  dwelling  that 
creates  non-compliance  in  floor  area  ratio,  open  space  ratio, 
lot  area  per  room  and  encroachment  into  the  rear  yard. 

PREMISES  AFFECTED— 67  East  11th  Street  and  801 
Broadway,  northwest  corner,  Block  563,  Lot  37,  Borough 
of  Manhattan. 


434-68-BZ 

APPLICANT — Lama  and  Vassalotti  for  Paul  Wiener, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution,  permitting  in  a  C6-2  dis¬ 
trict,  in  an  existing  18  story  and  penthouse  building,  the 
erection  of  an  enlargement  to  the  fourth  floor  for  use  as 
clothing  store  that  increases  the  degree  of  non-compliance 
in  lot  area  requirement,  encroaches  on  the  required  open 
space  requirements  and  without  additional  loading  berth. 

PREMISES  AFFECTED— 101-111  Seventh  Avenue,  157- 
163  West  16th  Street,  northeast  corner,  Block  792,  Lot  1, 
Borough  of  Manhattan. 
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435-68-A 

APPLICANT — Lama  and  Vassalotti  for  Paul  Wiener, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  re-  appeal  pursuant  to  Section  310  of  the  Multiple 
Dwelling  Law  for  variance  of  Section  26,  subd.  8  of  the 
Multiple  Dwelling  Law  re-  bulk,  required  open  spaces  and 
minimum  dimensions  of  yard  or  courts ;  previously  granted 
on  condition. 

PREMISES  AFFECTED— 101-111  Seventh  Avenue,  157- 
163  West  16th  Street,  northeast  corner,  Block  792,  Lot  1, 
Borough  of  Manhattan. 


161-68-BZ 

APPLICANT — Alfonso  Duarte  for  Kinghaven  Corporation, 
owner. 

SUBJECT — Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  October  29, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  C5-2  district,  the  construction 
and  maintenance  of  a  public  parking  lot. 

PREMISES  AFFECTED — 6-8  East  33rd  Street,  south  side, 
70  feet  east  of  Fifth  Avenue,  Block  862,  Lot  69,  Borough  of 
Manhattan. 

863-48-BZ 

APPLICANT — Michael  Seth  Krout  for  Freda  K.  Berger, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  November  25, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7e,  7i  and  7h  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  district, 
the  erection  and  maintenance  of  a  gasoline  service  station, 
lubritorium,  car  wash,  office  and  sales,  storage,  minor  auto 
repairs  with  hand  tools  only,  parking  and  storage  of  motor 
vehicles  and  less  than  the  required  15  feet  from  the  street 
line. 

PREMISES  AFFECTED — 259-16  Union  Turnpike,  south 
side,  from  259th  to  260th  Streets,  259-11  to  259-21  79th 
Avenue  and  77-02  to  77-06  260th  Street,  Block  8676,  Lot  1, 
Glen  Oaks,  Borough  of  Queens. 


274-73-BZ 

APPLICANT — Diffendale  &  Kubec  for  Brooks  &  Farris, 
Incorporated,  owner. 

SUBJECT — Application  May  2,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  in  an  existing  two 
story  mixed  building,  the  conversion  of  the  second  floor 
from  an  apartment  to  offices. 

PREMISES  AFFECTED — 1146  Forest  Avenue,  southeast 
corner  of  Dubois  Avenue,  Block  352,  Lot  30,  (West 
Brighton),  Borough  of  Richmond.  Community  Board  #1. 


258-73-B  Z 

APPLICANT — Lichtner  Associates  for  Louis  Mintz,  owner. 

SUBJECT — Application  April  30,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of  a 
three  story  multiple  dwelling  that  exceeds  the  permitted 
floor  area  ratio  has  less  than  the  required  open  space  ratio, 
lot  area  per  room  and  accessory  parking  and  with  balconies 
and  parking  in  the  required  open  space. 


PREMISES  AFFECTED— 160-46  to  160-50  102nd  Street, 
west  side,  140  feet  south  of  160th  Avenue,  Block  14225, 
Lot  40,  (Howard  Beach),  Borough  of  Queens.  Community 
Board  #10. 


259-73-BZ 

APPLICANT — Lichtner  Associates  for  Louis  Mintz,  owner. 

SUBJECT — Application  April  30,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of  a 
three  story  multiple  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  has  less  than  the  required  open  space  ratio, 
lot  area  per  room  and  accessory  parking  and  with  balconies 
and  parking  in  the  required  open  space. 

PREMISES  AFFECTED— 160-38  to  160-42  102nd  Street, 
west  side,  140  feet  south  of  160th  Avenue,  Block  14225, 
Lot  40,  (Howard  Beach),  Borough  of  Queens.  Community 
Board  #10. 


260-73-BZ 

APPLICANT — Lichtner  Associates  for  Louis  Mintz,  owner. 

SUBJECT — Application  April  30,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of  a 
three  story  multiple  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  has  less  than  the  required  open  space  ratio, 
lot  area  per  room  and  accessory  parking  and  with  balconies 
and  parking  in  the  required  open  space. 

PREMISES  AFFECTED— 160-16  to  160-20  102nd  Street, 
west  side,  140  feet  south  of  160th  Avenue,  Block  14225, 
Lot  40,  (Howard  Beach),  Borough  of  Queens.  Community 
Board  #10. 


261-73-BZ 

APPLICANT — Lichtner  Associates  for  Louis  Mintz,  owner. 

SUBJECT — Application  April  30,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of 
a  three  story  multiple  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  has  less  than  the  required  open  space 
ratio,  lot  area  per  room  and  accessory  parking  and  with 
balconies  and  parking  in  the  required  open  space. 

PREMISES  AFFECTED— 160-24  to  160-34  102nd  Street, 
west  side,  240  feet  south  of  160th  Avenue,  Block  14225, 
Lot  40,  (Howard  Beach),  Borough  of  Queens.  Com¬ 
munity  Board  #10. 


286-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Interstate  Lath, 
Plaster  &  Drywall  Corporation,  owner. 

SUBJECT — Application  May  9,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-21  and  73-52  of 
the  Zoning  Resolution,  to  permit  in  a  Cl-2  and  R5  dis¬ 
trict,  a  one  story  and  two  story  enlargement  to  an  existing 
one  story  building  and  the  change  in  use  from  restaurant 
to  a  building  contractors  establishment  with  offices  that 
will  encroach  on  the  required  rear  yard. 

PREMISES  AFFECTED — 1050  East  Gun  Hill  Road  and 
3340  Hone  Avenue,  southeast  corner,  Block  4638,  Lot  25, 
Borough  of  The  Bronx.  Community  Board  #13. 


316-73-BZ 

APPLICANT — Charles  M.  Spindler  for  Richard  J.  Grever, 
owner. 

SUBJECT — Application  May  24,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
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Resolution,  to  permit  in  an  R4  district,  the  reconstruction 
of  an  automotive  service  station  with  accessory  uses. 
PREMISES  AFFECTED— 31-02  68th  Street,  southwest 
corner  of  31st  Avenue,  Block  1138,  Lot  27,  Jackson 
Heights,  Borough  of  Richmond. 


404-73-BZ 

APPLICANT — Louis  Striar  for  Ford  Leasing  Development 
Company,  owner. 

SUBJECT — Application  July  5,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-01  (b)  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  C8-1  district,  in  conjunc¬ 
tion  with  the  erection  of  an  automobile  showroom  with 
sales  and  service,  the  installation  of  accessory  signs  that 
will  exceed  the  surface  area  along  a  residence  district 
boundary. 

PREMISES  AFFECTED— 1560  and  1570  Bruckner  Boule¬ 
vard,  1555  Story  Avenue,  southeast  corner  of  Boynton 
Avenue,  Block  3653,  Lot  1,  Borough  of  The  Bronx. 
Community  Board  #8. 


503-73-BZ 

APPLICANT — Sheldon  Lobel  for  Charles  A.,  Jack  and 
Simon  Zuckerman,  owners. 

SUBJECT — Application  September  11,  1973 — decision  of 
the  Borough  Superintendent,  under  Sections  72-21  and 
73-50  of  the  Zoning  Resolution,  to  permit  in  an  Ml-1 
district,  the  erection  of  a  one  story  and  mezzanine  manu¬ 
facturing  building  that  will  exceed  the  permitted  floor 
area  ratio  and  encroaches  on  the  required  yard  along  a 
district  boundary. 

PREMISES  AFFECTED — 923  Longfellow  Avenue,  west 
side,  100  feet  south  of  Garrison  Avenue,  Block  2716,  Lot 
120,  Borough  of  The  Bronx.  Community  Board  #2. 


151-73-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Benenson  Capital  Company,  Charles  B.  Benen- 
son,  Laurence  A.  Tisch  and  Preston  R.  Tisch,  owners. 

SUBJECT- — Application  March  7,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  and  Section  666  of  the  NYC  Charter  to  per¬ 
mit  in  a  C2-5  district,  on  a  plot  with  an  existing  electric 
substation,  the  erection  of  a  31  story  mixed  building  that 
exceeds  the  permitted  floor  area  ratio,  has  less  than  the 
required  open  space  ratio  and  lot  area  per  room,  en¬ 
croaches  on  the  required  rear  yard  equivalent  and  pene¬ 
trates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 313  to  341  East  63rd  Street, 
north  side,  150  feet  west  of  First  Avenue,  and  10  East  64th 
Street,  BJock  1438,  Lots  10,  14,  44,  Borough  of  Manhattan. 
Community  Board  #8. 

Laid  over  from  October  16,  1973,  for  continued  hearing. 


152-73-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Benenson  Capital  Company,  Charles  B.  Benen¬ 
son,  Laurence  A.  Tisch  and  Preston  R.  Tisch,  owners. 

SUBJECT — Application  March  7,  1973 — filed  pursuant  to 
multiple  dwelling  law  re-  rear  yard. 

PREMISES  AFFECTED— 313  to  341  East  63rd  Street, 
north  side,  150  feet  west  of  First  Avenue,  and  10  East  64th 
Street,  Block  1438,  Lots  10,  14,  44,  Borough  of  Manhattan. 

JOSEPH  B.  KLEIN,  Chairman 


NOVEMBER  13,  1973,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  November  13,  1973,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

48-73-SA 

APPLICANT— Rixson-Firemark,  Incorporated — automatic 
fire  damper  operator. 


71-73-SM 

APPLICANT — Cored  Panels,  Incorporated — movable  parti¬ 
tion  system. 


73-73-SM 

APPLICANT — Eastern  Foundry  Company — compression 
gasket  for  cast  iron  pipe. 


78-73-SM 

APPLICANT — Rapperswill  Corporation — non-combustible 
insulation. 


79-73-SM 

APPLICANT — National  Cellulose  Corporation — non-com¬ 
bustible  acoustical  and  thermal  insulation. 


81-73-SM 

APPLICANT — John  Boyle  and  Company,  Incorporated — fire 
retardant  material  for  awnings  and  marquees. 

91- 73-SA 

APPLICANT — Prefco  Products,  Incorporated — lj/2  hour 
rated  fire  damper. 

92- 73-SA 

APPLICANT — ADT  Company,  Incorporated — valve  for 
sprinkler  supply  lines. 


395-73-SA 

APPLICANT — Acme  Fire  Alarm  Company,  Incorporated — 
fire  alarm  system. 


542-73-SM 

APPLICANT — William  Bortolotti  and  Sons — exterior  ve¬ 
neering  material. 

428- 73-A 

APPLICANT — Alphonse  J.  Calvanico  for  Carmine  Esposito, 
owner. 

SUBJECT — Application  July  17,  1973 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  two  story  and 
basement  frame  building  for  two  families  contrary  to 
Section  C26-254. 

PREMISES  AFFECTED — 166  Dalton  Avenue,  northwest 
corner  of  Tysens  Lane,  Block  4316,  Lot  49,  New  Dorp, 
Borough  of  Richmond. 

429- 73-A 

APPLICANT — Jerome  L.  Grushkin  for  C  N  A  Lombardi, 
Incorporated,  owner. 
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SUBJECT — Application  July  18,  1973 — filed  to  Section  36, 
Article  3  of  the  General  City  Law  re-  building  not  fronting 
on  a  legal  street. 

PREMISES  AFFECTED — 139  Weiner  Avenue,  southeast 
corner  of  Meade  Street,  Block  7566,  Lot  139,  Richmond 
Valley,  Borough  of  Richmond. 


434-73-A 

APPLICANT — James  J.  Trexel  for  E.  I.  du  Pont  de 
Nemours  and  Company,  owner. 

SUBJECT — Application  July  23,  1973 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner,  re-  packaging  of  flammable 
mixture  known  as  “DuPont  Windshield  Washer  Concen¬ 
trated  Solvent  &  Anti-Freeze”,  in  fourteen  (14)  ounce 
polyethylene  bottle  with  screw  cap,  not  in  compliance  with 
regulations  of  the  Administrative  Code  of  New  York  City. 

436-73-A 

APPLICANT — Lauria  &  Rowe  for  Marie  Pavia,  owner. 

SUBJECT — Application  July  26,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 90  East  Loop  Road,  south  side, 
351.95  feet  west  of  Eastentry  Road,  Block  885,  Lot  15, 
Todt  Hill,  Borough  of  Richmond. 

531-73-A 

APPLICANT — Charles  L.  Gittens  for  Theodore  W.  Daniels, 
owner. 

!  SUBJECT — Application  October  2,  1973 — appeal  from  a 

decision  of  the  Borough  Superintendent  re-  public  hall 
access  from  every  apartment. 

PREMISES  AFFECTED— 164,  166  and  168  West  136th 
Street,  south  side,  125  feet  east  of  Seventh  Avenue,  Block 
1920,  Lots  57,  58  and  158,  Borough  of  Manhattan. 

JOSEPH  B.  KLEIN,  Chairman 


NOVEMBER  20,  1973,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  November  20,  1973,  at  10  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  fol¬ 
lowing  matters : 

90-71-BZ 

APPLICANT — Joseph  Lynch  for  Humble  Oil  and  Refining 
Company,  owner. 

SUBJECT — For  consideration — dismissal  for  lack  of  prose¬ 
cution — application  February  17,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  73-1 1(g)  and 
73-211  of  the  Zoning  Resolution,  to  permit  in  a  C2-1  dis¬ 
trict,  the  enlargement  in  lot  area  and  the  reconstruction 
of  an  automotive  service  station  with  accessory  uses. 
PREMISES  AFFECTED— 1818  to  1826  Victory  Boulevard, 
south  side,  64.0  feet  east  of  Lester  Street,  Block  704,  Lots 
4  and  7,  Port  Richmond,  Borough  of  Richmond. 

195-71-BZ 


two  story  and  cellar  school  that  encroaches  on  the  required 
yard  along  a  district  boundary. 

PREMISES  AFFECTED— 631  Utica  Avenue,  east  side, 
42.21  feet  south  of  Winthrop  Street,  Block  4620,  Lot  50, 
Borough  of  Brooklyn. 


352-71-BZ 

APPLICANT — Charles  M.  Shapiro  and  Sons  for  Francisco 
Mannarino,  owner. 

SUBJECT — For  consideration — dismissal  for  lack  of  prose¬ 
cution — application  May  28,  1971 — decision  of  the  Borough 
Superintendent,  under  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  an  R4  district,  the  erection  of  a  two  story 
and  basement  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room,  encroaches  on  the  re¬ 
quired  side  and  rear  yards  and  with  accessory  parking 
within  the  front  yard. 

PREMISES  AFFECTED— 2521  East  16th  Street,  east  side, 
175  feet  south  of  Avenue  Y,  Block  7437,  Lot  69,  Borough 
of  Brooklyn. 


353-71-BZ 

APPLICANT — Charles  M.  Shapiro  and  Sons  for  Francisco 
Mannarino,  owner. 

SUBJECT — For  consideration — dismissal  for  lack  of  prose¬ 
cution — application  May  28,  1971 — decision  of  the  Borough 
Superintendent,  under  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  an  R4  district,  the  erection  of  a  two  story 
and  basement  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room,  encroaches  on  the  re¬ 
quired  side  and  rear  yards  and  with  accessory  parking 
within  the  front  yard. 

PREMISES  AFFECTED — 2523  East  16th  Street,  east  side, 
200  feet  south  of  Avenue  Y,  Block  7437,  Lot  68,  Borough 
of  Brooklyn. 

721-71-BZ 

APPLICANT — I.  Daniel  Weisberg  for  Madison  59th  Street 
Corporation,  owner ;  Schrafft’s  Restaurant,  lessee. 

SUBJECT — For  consideration — dismissal  for  lack  of  prose¬ 
cution — application  November  9,  1971 — decision  of  the  Bor¬ 
ough  Superintendent ;  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C5-3  district,  in  an  existing 
office  building,  the  addition  to  the  uses  of  the  basement 
restaurant  to  include  cabaret. 

PREMISES  AFFECTED— 621  to  625  Madison  Avenue, 
northeast  corner  of  58th  Street  East,  Block  1294,  Lot  46, 
Borough  of  Manhattan. 


722-71-A 

APPLICANT — I.  Daniel  Weisberg  for  Madison  59th  Street 
Corporation,  owner;  Schrafft’s  Restaurant,  lessee. 

SUBJECT — For  consideration — dismissal  for  lack  of  prose¬ 
cution-application  November  9,  1971 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED — 621  to  625  Madison  Avenue, 
northeast  corner  of  East  58th  Street,  Block  1294,  Lot  46, 
Borough  of  Manhattan. 


APPLICANT — Lichtner  Associates  for  E.  L.  B.  Realty  Cor-  765-50-BZ 
poration,  owner. 

SUBJECT — For  consideration — dismissal  for  lack  of  prose-  APPLICANT— Robert  Gottlieb  for  John  F.  Smith  and 

cution — application  April  5,  1971 — decision  of  the  Borough  Bonnie  Lee  Smith,  owners. 

Superintendent  under  Sections  73-19  and  73-50  of  the  Zon-  SUBJECT — Application  for  consideration — reopening  for 
ing  Resolution,  to  permit  in  a  C8-2  district,  the  erection  of  a  extension  of  term  of  variance  which  expired  July  14,  1973 
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— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7e  and  21  of  the  Zoning 
Resolution,  permitting  in  the  retail  use,  D  area  district 
portion  of  the  plot,  the  extension  to  existing  funeral  parlor, 
residence  and  one  car  garage  and  the  erection  of  a  two 
car  garage,  using  more  than  the  area  permitted ;  and  to 
permit  a  loading  space  and  the  parking  and  storage  of 
motor  vehicles  in  residence  use  portion  of  plot  (previously 
granted  by  the  Board,  the  erection  and  maintenance  of  a 
business  building  on  vacant  portion  of  plot,  using  more 
than  the  area  permitted). 

PREMISES  AFFECTED — 1430-1436  Unionport  Road,  east 
side,  43  feet  south  of  Olmstead  Avenue  and  1339-1343  Odell 
Street,  Block  3933,  Lot  51  (formerly  Lot  55),  Borough 
of  The  Bronx. 


361-67-BZ 

APPLICANT— Carb,  Luria,  Glassner,  Cook  and  Kufeld  for 
Wards  Construction  Company,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  for  extension  of  term  of  vari¬ 
ance  which  expires  September  22,  1974 — decision  of_  the 
Borough  Superintendent;  previously  granted  on  condition 
under  Section  72-21  of  the  Zoning  Resolution,  permitting 
in  an  R8  district,  the  construction  and  maintenance  of  a 
public  parking  lot  for  a  term  of  five  years. 

PREMISES  AFFECTED— 234  East  27th  Street,  south 
side,  100  feet  west  of  2nd  Avenue,  Block  907,  Part  of  Lot 
39,  Borough  of  Manhattan. 


492-27-BZ — Vol.  Ill 

APPLICANT — Lama  and  Vassalotti  for  Robert  Kirsch, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section  7c 
of  the  Zoning  Resolution,  permitting  in  a  business  and 
residence  use  district,  the  combining  of  an  existing  gasoline 
service  station  with  an  existing  parking  lot  so  that  the 
use  will  be  a  gasoline  service  station  and  the  parking  and 
storage  of  motor  vehicles. 

PREMISES  AFFECTED— 1120-1144  East  New  York 
Avenue,  south  side,  from  East  98th  Street  to  Rockaway 
Parkway;  2-12  East  98th  Street  and  5-21  Rockaway 
Parkway,  Block  4600,  Lots  1  and  7  (proposed  Lot  1  only), 
Borough  of  Brooklyn. 


128-58-BZ 

APPLICANT — Charles  M.  Spindler  for  Task  Realty  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  for  extension  of  term  of  vari¬ 
ance  which  expired  July  1,  1973 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Sections  7e,  7f  and  7i  of  the  Zoning  Resolution,  permitting 
in  a  business  use  district,  the  erection  and  maintenance  of 
a  gasoline  service  station,  lubritorium,  auto  laundry — non 
automatic,  office  sale  of  accessories,  minor  repairs  for 
adjustments  with  hand  tools  only,  safety  inspection  station 
and  parking  and  storage  of  motor  vehicles. 

PREMISES  AFFECTED— 285-303  McGuiness  Boulevard 
(formerly  285-303  Oakland  Street),  west  side,  block  front 
between  India  Street  and  and  Java  Street,  Block  2541, 
Lot  30,  Borough  of  Brooklyn. 


321-72-A 

APPLICANT — Norman  Reiffman  for  East  New  York 
Properties,  owner. 


SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — appeal  from  a  decision  of  the 
Borough  Superintendent  re-  omission  of  standpipe;  pre¬ 
viously  granted  on  condition. 

PREMISES  AFFECTED — 1000  Pennsylvania  Avenue, 
southwest  corner  of  Wortman  Avenue,  Block  4389,  Lot  1, 
Borough  of  Brooklyn. 


229-73-BZ 

APPLICANT — Alfonso  Duarte  for  Ferndale  Farms,  Incor¬ 
porated  and  Gimpel  Farms,  Incorporated,  owner. 

SUBJECT — Application  April  18,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  M2-1  district,  the  con¬ 
version  of  an  existing  two  story  building  from  a  milk 
processing  plant  to  a  school  and  dormitory. 

PREMISES  AFFECTED— 50-60  Hinsdale  Street,  west 
side,  75  feet  north  of  Liberty  Avenue,  Block  3681,  Lot 
1,  Borough  of  Brooklyn. 


331-73-BZ 

APPLICANT — Leonard  P.  Rothkrug  for  Herbert,  Korn- 
spun,  Jack  Levi  &  Arnold  Haber,  owners. 

SUBJECT — Application  May  29,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C4-4,  Ml-1  and  R7-1  district, 
in  an  existing  two  story  building  previously  before  the 
Board,  the  addition  of  apparel  manufacturing  on  the  second 
floor. 

PREMISES  AFFECTED — 451-53  East  Tremont  Avenue, 
north  side,  125  feet  West  of  Washington  Avenue,  Block 
3034,  Lot  52,  Borough  of  The  Bronx.  Community  Board 
#6. 


338-73-BZ 

APPLICANT — Larry  Meltzer  for  Isidore  &  Sarah  Margel, 
owners ;  Leonard  Goldberg  Developers,  Incorporated, 
lessee. 

SUBJECT — Application  June  1,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C8-1  and  R5  district,  in  con¬ 
junction  with  the  erection  of  retail  stores  the  expansion  of 
the  accessory  parking  area  into  the  residence  district  with 
curb  cuts  within  50  feet  of  intersecting  streets. 

PREMISES  AFFECTED— 2371/2395  Flatbush  Avenue  and 
1935/1947  East  51st  Street,  northeast  corner,  Block  8529, 
Lots  4,  7,  8,  Borough  of  Brooklyn.  Community  Board 
#18. 


406-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Shaare  Zion  Con¬ 
gregation,  owner. 

SUBJECT — Application  July  6,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  and  R5  district,  the 
erection  of  a  four  story  enlargement  to  a  Synagogue  for 
use  as  a  youth  center  with  less  than  the  required  accessory 
parking. 

PREMISES  AFFECTED— 2003  East  5th  Street  and  2030 
Ocean  Parkway,  west  side,  182.2  feet  south  of  Avenue  T, 
Block  7108,  Lots  17,  18,  69,  78  and  79,  Borough  of  Brook¬ 
lyn.  Community  Board  #13. 

448-73-BZ 

APPLICANT — Lama,  Vassalotti  and  Ladau  for  H.  Bernard 
Shanik,  co-owner;  Queens  County  Savings  Bank,  lessee. 
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SUBJECT — Application  July  31,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-21  and  73-52  of 
the  Zoning  Resolution,  to  permit  in  a  C8-1  and  R7-1  dis¬ 
trict,  in  conjunction  with  the  erection  of  a  one  story  bank, 
the  expansion  of  the  accessory  parking  into  residence  dis¬ 
trict. 

PREMISES  AFFECTED— 7602  to  7620  Northern  Boule¬ 
vard,  76-10  Northern  Boulevard  (official),  southeast  corner 
of  76th  Street,  Block  1249,  Lot  1,  Jackson  Heights,  Bor¬ 
ough  of  Queens.  Community  Board  #3. 


516-73-BZ 

APPLICANT — Sheldon  Lobel  for  Ercole  Fabbri,  owner. 

SUBJECT — Application  September  14,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection 
of  a  two  story  and  basement  two  family  dwelling  that 
encroaches  on  the  required  front  yard. 

PREMISES  AFFECTED— 18-06  26th  Avenue,  southeast 
corner  of  18th  Street,  Block  886,  Lot  32,  Astoria,  Borough 
of  Queens.  Community  Board  #1. 


77-73-BZ 

APPLICANT — Andrew  Tsarsis  for  Shiloh  Homes,  Incor¬ 
porated,  owner. 

SUBJECT — Application  January  31,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection  of 
a  one  story  building  for  use  as  retail  stores  with  accessory 
parking  in  the  open  area. 

PREMISES  AFFECTED— 8301-8309  Flatlands  Avenue, 
763-775  East  83rd  Street,  northeast  corner,  Block  8004, 
Lots  7,  9,  Borough  of  Brooklyn. 

Laid  over  from  October  16,  1973,  for  continued  hearing. 

JOSEPH  B.  KLEIN,  Chairman 


NOVEMBER  20,  1973,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  morning,  November  20,  1972,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

438-73-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Kent  Realty. 

SUBJECT— Application  July  26,  1973— for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 136-49— 51-53  Roosevelt  Ave¬ 
nue,  north  side,  433.29  feet  north  of  Union  Street,  Block 
4980,  Lot  64,  Flushing,  Borough  of  Queens. 


439-73-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Kent  Realty. 

SUBJECT — Application  July  26,  1973 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 136-43,  45,  47,  47A  Roosevelt 
Avenue,  north  side,  425  feet  east  of  Main  Street,  Block 
4980,  Lot  67,  Flushing,  Borough  of  Queens. 


440-73-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Spiridoula  Alfogianis. 
SUBJECT — -Application  July  26,  1973 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 163-15  Oak  Avenue,  northwest 
corner  of  163rd  Place,  Block  5493,  Lot  1,  Flushing,  Bor¬ 
ough  of  Queens. 


442-73-A 

APPLICANT — Morris  Feinstein  for  John  Buccieri,  owner. 

SUBJECT — Application  July  27,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 120  Androvette  Street,  south¬ 
west  corner  of  Kreischer  Street,  Block  7596,  Lot  42, 
Charleston,  Borough  of  Richmond. 


454-73-A 

APPLICANT — Leonard  F.  Rothkrug  for  The  Alley  Com¬ 
pany,  owner. 

SUBJECT — Application  August  6,  1973— appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  Interpretation 
of  Zoning  matter — subdivision  of  lot. 

PREMISES  AFFECTED— 7  MacDougal  Alley,  north  side, 
79.6  feet  east  of  MacDougal  Street,  Block  551,  Lot  122, 
Borough  of  Manhattan. 


455-73-A 

APPLICANT— Leonard  F.  Rothkrug  for  The  Ronile  Com¬ 
pany,  owner. 

SUBJECT— Application  August  6,  1973— appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  Interpretation 
of  Zoning  matter— subdivision  of  lot,  lot  line,  windows  and 
rear  yard  contrary  to  M.D.  Law. 

PREMISES  AFFECTED— 24  West  8th  Street,  south  side, 
72.10  feet  east  of  MacDougal  Street,  Block  551,  Lot  22, 
Borough  of  Manhattan. 

JOSEPH  B.  KLEIN,  Chairman 


MINUTES 


REGULAR  MEETING 

TUESDAY  MORNING,  OCTOBER  16,  1973  10  A.M. 

Present:  Chairman  Klein,  Vice  Chairman  Agusta, 

Commissioner  Hornstein,  Commissioner  Walsh  and 
Commissioner  Carroll. 


The  minutes  of  the  regular  meeting  of  the  Board  held  on 

Tuesday  morning  and  afternoon,  October  2,  1973,  were  ap¬ 
proved  as  printed  in  the  Bulletin  of  October  11,  1973,  Vol.  58, 

No.  41. 

136-72-A 

APPLICANT— H.  M.  Cole  for  Trinity  Place  Company, 
owner. 

SUBJECT — Application  for  consideration— reopening  to  res¬ 
cind  the  resolution  adopted  by  the  Board  on  July  11,  1972 — 
appeal  from  a  decision  of  the  Borough  Superintendent  re¬ 
proposed  locking  system  for  doors  opening  into  interior 
enclosed  stairs,  Local  Law  76  of  1968;  previously  granted 
on  condition. 

PREMISES  AFFECTED— 1  Liberty  Plaza,  Entire  Block  1 
to  25  Cortlandt  Street,  149  to  171  Broadway,  77  to  99 
Liberty  Street  and  1  to  15  Church  Street,  Blocks  50,  62, 
Lots  2,  12,  17,  1,  7  and  8,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Jerome  S.  Gillman. 

ACTION  OF  BOARD— Resolution  adopted  by  the  Board 
on  July  11,  1972  rescinded. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative: .  0 

THE  RESOLUTION— 


Whereas,  this  appeal  was  granted  by  the  Board  on  July 
11,  1972,  on  certain  conditions;  and 

Whereas,  an  amendment  to  omit  the  locking  system  from 
doors  opening  into  interior  enclosed  stairs  was  approved  by 
the  Department  of  Buildings  on  August  16,  1973  ;  and 

Whereas,  the  applicant  requested  that  the  resolution 
adopted  by  the  Board  on  July  11,  1972  be  rescinded. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  rescind  the  resolution  adopted  by  the  Board  on  July 
11,  1972,  on  condition  that  the  building  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto,  to  the  satis¬ 
faction  of  the  Borough  Superintendent.  (N.B.  67-67) 


300-69-A 

APPLICANT — Robert  O.  Lowery,  Commissioner. 

OWNER  OF  PREMISES — 585  Fifth  Avenue  Corporation. 

SUBJECT — For  consideration — reopening  for  amendment 
of  resolution — appeal  for  Modification  of  Certificate  of 
Occupancy  re-  sprinkler  system ;  previously  granted  on 
condition. 

PREMISES  AFFECTED— 585  5th  Avenue,  east  side,  80 
feet  north  of  East  47th  Street,  Block  1283,  Lot  4,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Owner:  Norman  Getlan,  Louis  Nesser  and  Norman 
D.  Fiedler. 

ACTION  OF  BOARD — Appeal  reopened  on  motion  of  the 
Board,  at  the  request  of  the  owner  of  the  premises,  and 
referred  to  the  examiner.  Hearing  date  to  be  set. 


THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative: .  0 


530-41-BZ— Vol.  II 

APPLICANT — Joseph  A.  Trapani  for  Anna  Scardingo, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  July  16,  1973 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Sections  7i  and  7f  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  auto  laundry, 
lubritorium,  motor  vehicle  and  repair  shop  and  office. 

PREMISES  AFFECTED — 85-42  to  85-44  57th  Avenue  and 
57-02  to  57-10  Van  Horn  Street,  southeast  corner,  Block 
2282,  Lot  10,  Elmhurst,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Edward  M.  Hogan  Jr. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative: .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  May  18,  1948,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
October  16,  1973,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  May  18, 
1948,  as  amended  through  July  16,  1963,  only  as  to  the  term 
of  variance,  so  that  as  amended  this  portion  of  the  resolution 
shall  read: 

“ granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  . ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.”  (N.B.  9794-46) 

182-57-BZ 

APPLICANT — Charles  M.  Spindler  for  Shell  Oil  Company, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  for  extension  of  term  of  vari¬ 
ance  which  expired  November  13,  1972 — decision  of  the 
Borough  Superintendent;  previously  granted  on  condition 
under  Section  7e  of  the  Zoning  Resolution,  permitting  in 
a  local  retail  and  residence  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station,  auto  washing 
(non  automatic),  lubrication,  office,  accessory  sales  and 
minor  auto  repairs  with  hand  tools  only  and  with  a  ground 
sign  within  the  local  retail  district. 

PREMISES  AFFECTED— 218-28  to  218-36  (218-30  offi¬ 
cial)  Hillside  Avenue  and  88-01  to  88-11  218th  Place, 
southeast  corner,  Block  10678,  Lot  14,  Hollis,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

For  Opposition :  Peter  Bohanyk,  Carol  Harap  and  Martin 
Harap. 

For  Administration:  Susan  Noreika,  Comm.  Board  #13. 
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ACTION  OF  BOARD — Rules  of  Procedure  waived,  ap¬ 
plication  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Homstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative: .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
November  13,  1957,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
October  16,  1973,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  November  13,  1957,  as  amended 
through  July  14,  1970,  only  as  to  the  term  of  the  variance,  so 
that  as  amended  this  portion  of  -the  resolution  shall  read : 

“ granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  . ;  on  condition  that  the 
shrubs  along  portions  of  the  south  and  west  lot  lines, 
the  cement  coping  which  is  missing  along  Hillside 
Avenue  and  the  gasoline  pumps  be  replaced  before  the 
Certificate  of  Occupancy  is  issued;  that  the  washing  or 
repairing  of  motor  vehicles  shall  not  be  permitted  outside 
the  accessory  building ;  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (N.B.  4587-56) 


290-69-BZ 

APPLICANT — M.  Milton  Glass  for  Bentley  Knitwear  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure,  for  extension  of  time  to  complete 
which  expires  November  25,  1973,  and  for  amendment  of 
resolution — decision  of  the  Borough  Superintendent ;  pre¬ 
viously  granted  on  condition  under  Section  72-21  of  the 
Zoning  Resolution,  permitting  in  an  Ml-1  district,  the 
erection  of  a  two-story  enlargement  to  an  existing  factory 
that  encroaches  on  the  required  yard  along  a  district 
boundary,  has  a  loading  berth  within  60  feet  of  the  resi¬ 
dence  district  and  without  the  accessory  parking. 

PREMISES  AFFECTED— 1703-1731  McDonald  Avenue, 
1733-1753  McDonald  Avenue,  northeast  corner  of  Avenue 
O,  Block  6608,  Lots  1  and  79,  Borough  of  Brooklyn. 

■  APPEARANCES— 

For  Applicant :  Elliott  M.  Glass. 

<  ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened,  time  to  complete  work  extended  and  reso- 

Slution  amended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 

Commissioner  Carroll  .  5 

Negative .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  25,  1969,  on  certain  conditions ;  and 
Whereas,  time  to  obtain  permits  and  complete  work  was 
last  extended  on  December  12,  1972 ;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work  and  an  amendment 
of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  November  25,  1969,  as  amended 
through  December  12,  1972,  by  adding  thereto: 


“that  in  the  event  the  owner  desires  to  construct  a  one- 
story  enlargement  to  the  existing  factory  building,  in¬ 
stead  of  the  two-story  enlargement  heretofore  permitted, 
such  change  shall  be  permitted  substantially  as  shown  on 
revised  drawing  of  proposed  conditions  marked  ‘Received 
August  27,  1973’,  one  sheet,  on  condition  that  substantial 
construction  shall  be  completed  within  one  year  from 
November  25,  1973 ;  and  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied  with 
in  all  respects.  (Alt.  476-69) 


155-71-BZ 

APPLICANT — Lama  and  Vassalotti  for  Seafarers  Building 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expires  September  19, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  11-412  of  the  Zoning 
Resolution,  permitting  in  an  R6  district,  the  erection  of  a 
two-story  enlargement  to  an  existing  union  office  building 
previously  before  the  Board  and  the  conversion  of  the  ex¬ 
isting  mezzanine  to  a  second  floor  that  increases  the  degree 
of  non  conformity. 

PREMISES  AFFECTED— 189  21st  Street  and  657  to  675 
4th  Avenue,  northeast  corner,  Block  640,  Lot  1,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative: .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
July  6,  1971,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  work  was 
last  extended  on  September  19,  1972 ;  and 
Whereas,  the  resolution  was  amended  on  July  17,  1973; 
and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  6, 
1971,  as  amended  through  September  19,  1972,  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  816-52) 


239-48-BZ — Vol.  II 

APPLICANT — Vincent  A.  G.  O’Connor  for  Crest  Parking, 
Ltd.,  New  York  Life  Insurance  Company,  owner. 

SUBJECT — Application  for  consideration — to  dismiss  the 
application  to  waive  the  Rules  of  Procedure  and  extend  the 
term  of  variance  which  expired  November  25,  1957 — de¬ 
cision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7h  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district,  portion  of  lot,  the  ex¬ 
tension  of  existing  parking  and  storage  of  more  than  five 
motor  vehicles  in  business  use  district  portion  of  lot. 

PREMISES  AFFECTED — 1105-1109  3rd  Avenue  and 
200-204  East  65th  Street,  southeast  corner,  Block  1419, 
Lot  44,  Borough  of  Manhattan. 


i 


S 

i 

t 

3 

* 


(3 

•ifl 

r 


813 


aa 


MINUTES 


APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 


666-59-BZ 

APPLICANT — McGee  and  Morsellino  for  Titan  Enter¬ 
prises,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  March  15,  1973 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  main¬ 
tenance  of  an  automobile  wrecking  yard,  salvage,  sale  of 
used  parts  and  sale  of  used  cars. 

PREMISES  AFFECTED — 147-23  Springfield  Lane,  north¬ 
east  corner  of  149th  Avenue,  Block  13435,  Lots  16,  18,  20, 
54,  56  and  58,  Springfield  Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  Morsellino. 

For  Administration:  Susan  Noreika,  Comm.  Board  #13. 

ACTION  OF  BOARD — Laid  over  to  November  7,  1973,  at 
10  A.M.,  Special  Order  Calendar  for  decision. 


95-72-BZ 

APPLICANT — Edwin  Storch  for  Dorothy  DeNicola, 
owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expired  July  11,  1973 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  72-21  of  the  Zoning  Resolution, 
permitting  in  an  R3-2  district,  the  erection  of  a  one-story 
and  basement  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room  and  encroaches  on  the 
required  side  yards. 

PREMISES  AFFECTED — 189-45th  Avenue,  north  side, 
100  feet  east  of  189th  Street,  Block  5515,  Lot  41,  Flushing, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Edwin  Storch. 

For  Opposition:  George  T.  Donahue,  Vincent  F.  Nicolosi, 
George  C.  and  Susan  Gorfrey,  Barbara  Hulchewriner, 
Frances  K.  Evelyn,  Rudolph  Chlups,  Rose  Bruno,  Comm. 
Board  #11,  Frank  Padavan  and  Carlo  Coffaro. 

ACTION  OF  BOARD — Laid  over  to  October  30,  1973,  at 
10  A.M.,  Special  Order  Calendar,  for  decision. 


77-73-BZ 

APPLICANT — Andrew  Tsarsis  for  Shiloh  Homes,  Incor¬ 
porated,  owner. 

SUBJECT — Application  January  31,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  R5  district,  the  erection  of 
a  one  story  building  for  use  as  retail  stores  with  accessory 
parking  in  the  open  area. 

PREMISES  AFFECTED — 8301-8309  Flatlands  Avenue, 
763-775  East  83rd  Street,  northeast  corner,  Block  8004, 
Lots  7,  9,  Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant:  Andrew  Tsarsis. 

For  Opposition:  Herbert  Freedman,  John  Sauretta,  Lenore 
Hochman  and  Myron  Cohen. 

ACTION  OF  BOARD — Laid  over  to  November  20,  1973,  at 
10  A.M.,  for  continued  hearing. 


99-73-BZ 

APPLICANT — Otto  J.  &  Warren  A.  Sambach  for  Edward 
D.  Jamie,  owner. 

SUBJECT — Application  February  14,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  73-27  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  and  R6  district,  the 
erection  of  a  two  story  building  for  use  as  a  funeral  estab¬ 
lishment  with  accessory  parking  and  with  a  garage  ramp 
within  the  required  rear  yard. 

PREMISES  AFFECTED— 141-26  Northern  Boulevard, 
south  side,  202.54  feet  east  of  Bowne  Street,  Block  5012, 
Lot  33,  Flushing,  Borough  of  Queens,  Community  Board 

#7. 

APPEARANCES— 

For  Applicant :  Warren  A.  Sambach  and  Edward  D.  Jamie. 
For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened  for  continued 
hearing. 

THE  VOTE  TO  REOPEN  THE  HEARING— 
Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

N  egative :  .  0 


Laid  over  to  November  7,  1973,  at  10  A.M.,  for  hearing. 


149-73-BZ 

APPLICANT— Arno  Fischer  and  Meier-Marus  for  Flush¬ 
ing  Savings  Bank,  owner. 

SUBJECT — Application  March  7,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  and  R2  district,  the 
enlargement  in  area  of  the  accessory  parking  facility  for 
a  bank  into  the  residence  district  that  encroaches  on  the 
required  front  yard  and  without  the  required  screening. 

PREMISES  AFFECTED— 159-18  Northern  Boulevard, 
south  side,  105.10  feet  east  of  159t  Street,  Block  5278, 
Lots  1,  21,  Flushing,  Borough  of  Queens.  Community 
Board  #7. 

APPEARANCES— 

For  Applicant :  Arno  Fischer. 

For  Opposition:  Frank  Camnella  and  Don  Tirone. 

ACTION  OF  BOARD — Application  reopened  for  hearing. 

THE  VOTE  TO  REOPEN  THE  HEARING— 
Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 


Laid  over  to  November  7,  1973,  at  10  A.M.,  for  hearing. 


151-73-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Benenson  Capital  Company,  Charles  B.  Benen- 
son,  Laurence  A.  Tisch  and  Preston  R.  Tisch,  owners. 

SUBJECT — Application  March  7,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  and  Section  666  of  the  NYC  Charter  to  per¬ 
mit  in  a  C2-5  district,  on  a  plot  with  an  existing  electric 
substation,  the  erection  of  a  31  story  mixed  building  that 
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exceeds  the  permitted  floor  area  ratio,  has  less  than  the 
required  open  space  ratio  and  lot  area  per  room,  encroaches 
on  the  required  rear  yard  equivalent  and  pentrates  the 
sky  exposure  plane. 

PREMISES  AFFECTED— 313  to  341  East  63rd  Street, 
north  side,  150  feet  west  of  First  Avenue,  and  10  East  64th 
Street,  Block  1438,  Lots  10,  14,  44,  Borough  of  Manhattan. 
Community  Board  # 8 . 

APPEARANCES— 

For  Applicant :  Howard  A.  Zipser. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  November  13,  1973, 
at  10  A.M.,  for  continued  hearing. 


152-73-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Benenson  Capital  Company,  Charles  B.  Benen- 
son,  Laurence  A.  Tisch  and  Preston  R.  Tisch,  owners. 

SUBJECT — Application  March  7,  1973 — filed  pursuant  to 
Multiple  dwelling  law  re-  rear  yard. 

PREMISES  AFFECTED— 313  to  341  East  63rd  Street, 
north  side,  150  feet  west  of  First  Avenue,  and  10  East  64th 
Street,  Block  1438,  Lots  10,  14,  44,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Howard  A.  Zipser. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  November  13,  1973, 
at  10  A.M.,  continued  hearing. 


161-73-BZ 

APPLICANT — Lama  and  Vassalotti  for  Ford  Leasing  & 
Development  Company,  owner. 

SUBJECT — Application  March  13,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Rl-2  district,  the  erection 
of  a  two  story  automobile  sales  and  service  establishment 
with  accessory  open  and  roof  parking,  and  open  automobile 
sales. 

PREMISES  AFFECTED — 239-25  Northern  Boulevard, 
north  side,  43.99  feet  east  of  234th  Street,  Block  8092,  Lot 
24,  Bayside,  Borough  of  Queens.  Community  Board  #11. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti  and  Peter  R.  Lehr. 
For  Opposition:  John  O.  Riedl,  Frank  Padavan,  James  and 
Marjorie  Pozderec,  Vincent  F.  Nicolosi,  P.  R.  C.  A., 
David  N.  Lebenstein,  Kent  C.  Smith,  P.  R.  C.  A., 
Diarmuid  White  and  others. 

For  Administration :  Marian  Haber,  City  Planning,  Queens. 
ACTION  OF  BOARD — Laid  over  to  October  30,  1973,  at 
10  A.M.,  for  decision;  previously  inspected;  hearing 
closed. 


162-73-BZ 

APPLICANT — Lama  and  Vaassalotti  for  Ford  Leasing  & 
Development  Company,  owner. 

SUBJECT — Application  March  14,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  Rl-2  district,  on  a 
plot  with  an  automobile  sales  and  service  establishment, 
the  erection  of  an  accessory  sales  office  for  the  sale  of 
cars  that  extends  into  the  front  yard. 

PREMISES  AFFECTED— 240-07  Northern  Boulevard, 
north  side,  43.99  feet  east  of  234th  Street,  Block  8092, 
Lot  24,  Bayside,  Borough  of  Queens.  Community  Board 
#11. 


APPEARANCES— 

For  Applicant:  James  E.  Vassalotti  and  Peter  Lehr. 

For  Opposition:  Sylvia  Miller,  Norman  H.  Cohen,  Frank 
Padavan,  Vincent  F.  Nicolosi,  Sukomal  Roychowdhry, 
P.  R.  C.  A.,  and  others. 

For  Administration :  Marian  Haber,  C.  Planning,  Queens. 
ACTION  OF  BOARD— Laid  over  to  October  30,  1973,  at 
10  A.M.,  for  decision;  previously  inspected;  hearing  closed. 


175-73-BZ 

APPLICANT — Edwin  Storch  for  Raymond  Triola,  owner. 
SUBJECT — Application  March  22,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R2  district,  on  a  plot  with 
less  than  the  required  lot  area,  the  erection  of  a  one  family 
dwelling  that  exceeds  the  permitted  floor  area  ratio,  has 
less  than  the  required  open  space  ratio  and  encroaches  on 
the  required  side  yards. 

PREMISES  AFFECTED— 80-12  235th  Street,  west  side, 
100  feet  south  of  Union  Turnpike,  Block  7920,  Lot  11, 
Bellerose,  Borough  of  Queens.  Community  Board  #13. 

APPEARANCES— 

For  Applicant:  Edwin  Storch  and  Raymond  Triola. 

For  Opposition:  Arthur  Cooperman,  Dr.  Harry  La  Burt, 
Margaret  Adams,  Stanley  Formal,  Assemblyman  John 
A.  Esposito,  Senator  Frank  Padavan  and  others. 
ACTION  OF  BOARD— Laid  over  to  October  30,  1973,  at 
10  A.M.,  hearing  closed;  for  decision. 


176-73-BZ 

APPLICANT — Edwin  Storch  for  Raymond  Triola,  owner. 

SUBJECT — Application  March  22,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R2  district,  on  a  plot 
with  less  than  the  required  lot  area,  the  erection  of  a  one 
family  dwelling  that  exceds  the  permitted  floor  area  ratio, 
has  less  than  the  required  open  space  ratio  and  encroaches 
on  the  required  side  yards. 

PREMISES  AFFECTED— 80-11  234th  Street,  east  side, 
100  feet  south  of  Union  Turnpike,  Block  7920,  Lot  71, 
Bellerose,  Borough  of  Queens.  Community  Board  #13. 

APPEARANCES— 

For  Applicant:  Edwin  Storch  and  Raymond  Triola. 

ACTION  OF  BOARD — Laid  over  to  October  30,  1973,  at 
10  A.M.,  for  decision ;  hearing  closed. 

187-73-BZ 

APPLICANT— Harry  Soled  for  L.  Waldman,  owner. 

SUBJECT— Application  March  30,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-3  district,  the  erection  of 
a  second  floor  enlargement  to  an  existing  three  story  build¬ 
ing  that  will  create  non-compliance  in  floor  area  ratio  and 
open  space  ratio. 

PREMISES  AFFECTED— 156  Lee  Avenue,  northwest 
corner  of  Penn  Street,  Block  2211,  Lot  41,  Borough  of 
Brooklyn.  Community  Board  #1. 

APPEARANCES— 

For  Applicant:  Josef  Friedman. 

For  Opposition :  Rudolf  Berger  and  David  Berger. 

ACTION  OF  BOARD — Laid  over  to  Otcober  30,  1973,  at 
10  A.M.,  for  decision;  hearing  closed. 

387-73-BZ 

APPLICANT— McGee  &  Morsellino  for  Joseph  P.  Barone, 
owner,  Burger  King,  lessee. 


MINUTES 


SUBJECT — Application  June  22,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  one  story  eating  and  drinking  establishment  that  en¬ 
croaches  on  the  required  front  yard  and  with  accessory 
parking  in  the  open  area  with  curb  cuts  within  50  feet 
intersecting  streets. 

PREMISES  AFFECTED— 189-09  Northern  Boulevard, 
northeast  corner  of  189th  Street,  Block  5365,  Lots  1,  5 
and  7,  Flushing,  Borough  of  Queens.  Community  Board 
#11. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  George  T.  Donohue,  Vincent  Nicolosi, 
Frank  Padavan,  Rose  Bruno,  Carlo  Caffaro,  Susan 
Godfrey,  Frances  K.  Evelyn,  Rudolph  Chlupsa,  Robert 
M.  Swartz,  George  C.  Godfrey,  Pat  Getti,  Norma 
Archibald  and  Dr.  Ralph  G.  Archibald. 

ACTION  OF  BOARD — Laid  over  to  November  7,  1973,  at 
10  A.M.,  for  continued  hearing. 


422-73-BZ 

APPLICANT — Norman  L.  Reiffman  for  George  Ott,  owner, 
Weiner  &  Cohen  Dental  Lab,  lessee. 

SUBJECT— Application  July  13,  1973— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  in  an  existing  two 
story  building,  the  conversion  of  the  first  floor  store  to  a 
dental  laboratory. 

PREMISES  AFFECTED — 212-25  Jamaica  Avenue,  north 
side,  84.36  feet  east  of  212th  Street,  Block  10601,  Lot  34, 
Queens  Village,  Borough  of  Queens,  Community  Board 
#13. 

APPEARANCES— 

For  Applicant :  Sheldon  Lobel. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  November  7,  1973, 
at  10  A.M.,  for  continued  hearing. 


460-73-BZ 

APPLICANT — Larry  Meltzer  for  Interboro  Associates,  In¬ 
corporated,  owner,  LaGuardia  Community  College,  lessee. 

SUBJECT — Application  August  10,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  M2-1  district,  in  an  existing 
two  story  cellar  and  sub-cellar  structure  the  conversion  of 
the  sub-cellar  and  cellar  into  a  college. 

PREMISES  AFFECTED — 31-01  to  31-J5  Thomson  Av¬ 
enue,  north  side,  290  feet  west  of  Van  Dam  Street  and 
31-02  to  31-10  Skillman  Avenue,  Block  275,  Lot  1,  Long 
Island  City,  Borough  of  Queens.  Community  Board  #2. 

APPEARANCES— 

For  Applicant :  Larry  Meltzer. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  October  23,  1973,  at 
10  A.M.,  for  decision;  previously  inspected;  hearing  closed. 


98-73-BZ 

APPLICANT — Dominick  Salvati  &  Son  for  Aron  Moskal, 
owner. 

SUBJECT — Application  February  14,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  two  story  mixed 
building  that  increases  the  degree  of  non-compliance  in 
the  lot  area  requirements. 


PREMISES  AFFECTED— 1932  Rockaway  Parkway, 
southwest  corner  of  Avenue  N,  Block  8299,  Lot  41,  Bor¬ 
ough  of  Brooklyn,  Community  Board  #17. 

APPEARANCES— 

For  Applicant:  Harriet  Jacobs. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
October  2,  1973,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  October  16,  1973;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  31,  1973,  acting  on  Alt.  Applic.  1643/1972, 
reads : 

“1.  Proposed  enlargement  of  1st  floor  for  stores  in  a 
mixed  building  located  in  a  Cl-2  in  R4  district  without 
the  required  total  lot  area  is  contrary  to  Secs.  35-41, 
35-411  and  23-222  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a 
Cl-2  district,  the  erection  of  a  one  story  enlargement  to  an 
existing  two  story  building  that  increases  the  degree  of  non- 
compliance  in  the  lot  area  requirements,  on  condition  that  all 
work  shall  substantially  conform  to  drawings  filed  with  this 
application  marked  “Received  February  14,  1973”,  8  sheets, 
and  “October  11,  1,973”,  one  sheet;  and  that  all  laws,  rules 
and  regulations  applicable  be  complied  with,  and  that  substan¬ 
tial  construction  be  completed  within  one  year  from  the  dace 
of  this  resolution. 


103-73-BZ 

APPLICANT — A.  H.  Salkowitz  for  Zeborex  Corporation, 
owner. 

SUBJECT — Application  February  15,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  and  Cl-2  district,  the 
erection  of  a  six  story  and  cellar  multiple  dwelling  that 
exceeds  the  permitted  floor  area  ratio  and  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED — 87-06  Justice  Avenue,  south 
side,  139.77  feet  east  of  Broadway,  Block  1842,  Lot  18, 
Elmhurst,  Borough  of  Queens.  Community  Board  #4. 

APPEARANCES— 

For  Applicant :  Carl  Heinberger. 

For  Opposition :  Steve  Toufexis,  Minna  Winston  and 
Sarah  Weichman. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 
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ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  June  26,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  July  17,  1973;  laid  over  to  September 
18,  1973  ;  then  to  October  16,  1973 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  8,  1972,  acting  on  N.B.  Applic.  669/1972, 
reads : 

“4M.  Proposed  multiple  dwelling  located  in  Cl-2 
w/in  R-6  and  R-6  exceeds  maximum  floor  area  ratio 
permitted  under  Sec.  34-111  and  Sec.  23-142-Z.R. 

5M.  Open  space  provided  is  less  than  that  required 
under  Sec.  23-14'2-Z.R. 

6M.  Required  lot  area  is  contrary  to  density  regu¬ 
lations  as  per  Sec.  23- 223-Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R6  and  Cl-2  district,  the  erection  of  a  six  story  and 
cellar  multiple  dwelling  that  exceeds  the  permitted  floor 
area  ratio  and  has  less  than  the  required  open  space  ratio 
and  lot  area  per  room,  on  condition  that  all  work  shall  sub¬ 
stantially  conform  to  drawings  filed  with  this  application 
marked  “Received  September  12,  1973”,  2  sheets,  “Septem¬ 
ber  13,  1973”,  one  sheet,  and  “October  2,  1973”,  5  sheets; 
on  further  condition  that  an  8  foot  high  gate  be  installed  at 
the  entrance  to  the  pedestrian  sitting  area  which  shall  be 
enclosed  with  a  chain  link  fence,  and  that  the  gate  is  to  be 
locked  after  daylight  hours ;  and  that  all  laws,  rules  and 
regulations  applicable  be  complied  with,  and  that  substantial 
construction  be  completed  within  one  year  from  the  date  of 
this  application. 


293-73-BZ 

APPLICANT — Anita  Seelig,  owner. 

SUBJECT — Application  May  15,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  two  story  enlargement  to  a  one  family  dwelling  that 
creates  non-compliance  in  floor  area  ratio,  open  space 
ratio  and  encroaches  into  the  rear  yard. 

PREMISES  AFFECTED— 67-22  199th  Street,  west  side, 
210  feet  south  of  67th  Avenue,  Block  7127,  Lot  16,  Borough 
of  (Flushing)  Queens.  Community  Board  #8. 

APPEARANCES— 

For  Applicant :  Anita  Seelig. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative;  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
October  9,  1973,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  October  16,  1973 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  10,  1973,  acting  on  Alt.  Applic.  27/1973,  reads : 

“1.  The  proposed  enlargement  results  in  excessive 
floor  area  ratio  and  deficient  open  space  ratio,  contrary 
to  A.Z.R.  23-141. 

2.  The  proposed  enlargement  within  the  required  30  ft. 
rear  yard  is  contrary  to  A.Z.R.  23-47.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  tbe  Zoning  Resolution,  to  permit  in  an 
R3-2  district,  the  erection  of  a  two  story  enlargement  to  a 
one  family  dwelling  that  creates  non-compliance  in  floor  area 
ratio,  open  space  ratio  and  encroachment  into  the  rear  yard, 
on  condition  that  all  work  shall  substantially  conform  to 
drawings  filed  with  this  application  marked  “Received  May 
15,  1973”,  13  sheets;  and  that  all  laws,  rules  and  regulations 
applicable  be  complied  with,  and  that  substantial  construction 
be  completed  within  one  year  from  the  date  of  this  resolution. 

363-73-BZ 

APPLICANT — Leo  D.  Fakler  for  Neponsit  Property  Own¬ 
ers  Association,  owner. 

SUBJECT — Application  June  13,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  district,  on  a  plot  with 
less  than  the  required  lot  area  and  lot  width,  the  erection 
of  a  one  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  has  less  than  the  required  open  space  ratio  and 
encroaches  into  the  required  side  yards. 

PREMISES  AFFECTED— 3-02  Beach  146th  Street,  north¬ 
east  corner  of  Neponsit  Avenue,  Block  16302,  Lot  38, 
Neponsit,  Borough  of  Queens.  Community  Board  #14. 

APPEARANCES— 

For  Applicant:  Leo  D.  Fakler. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
October  9,  1973,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  October  16,  1973 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  1,  1973,  acting  on  N.B.  Applic.  462/1973,  reads: 
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“1.  Proposed  side  yards  are  contrary  to  Sec.  23-461 

Z  R 

2.  Proposed  F.A.R.  is  contrary  to  Sec.  23-141  Z.R. 

3.  Proposed  O.S.R.  is  contrary  to  Sec.  23-141  Z.R. 

4.  Proposed  one  family  semi-detached  building  in  a 
Rl-2  district  is  contrary  to  Sec.  22-11  Z.R. 

5.  Proposed  area  and  width  of  lot  in  a  Rl-2  district 
is  contrary  to  Sec.  23-32  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  Rl-2 
district,  on  a  plot  with  less  than  the  required  lot  area  and 
lot  width,  the  erection  of  a  one  family  dwelling  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  encroaches  into  the  required  side  yards,  on 
condition  that  all  work  shall  substantially  conform  to  draw¬ 
ings  filed  with  this  application  marked  “Received  June  13, 
1973”,  7  sheets ;  and  that  all  laws,  rules  and  regulations 
applicable  be  complied  with,  and  that  substantial  construction 
be  completed  within  one  year  from  the  date  of  this  resolution. 


364-73-BZ 

APPLICANT — Leo  D.  Fakler  for  Neponsit  Property 
Owners  Association,  owner. 

SUBJECT — Application  June  13,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  district,  on  a  plot  with 
less  than  the  required  lot  area  and  lot  width,  the  erection 
of  a  one  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  has  less  than  the  required  open  space  ratio 
and  encroaches  into  the  required  side  yards. 

PREMISES  AFFECTED — 3-06  Beach  146th  Street,  east 
side,  32  feet  north  of  Neposit  Avenue,  Block  16302,  Lot 
40,  Neposit,  Borough  of  Queens.  Community  Board  #14. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
October  9,  1973,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  October  16,  1973;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  1,  1973,  acting  on  N.B.  463/1973,  reads: 

“1.  Proposed  side  yard  in  a  Rl-2  district  is  contrary 
to  Sec.  23-461  Z.R. 

2.  Proposed  F.A.R.  in  a  Rl-2  district  is  contrary  to 
Sec.  23-141  Z.R. 

3.  Proposed  O.S.R.  in  a  Rl-2  district  is  contrary  to 
Sec.  23-141  Z.R. 

4.  Proposed  one  family  semi-detached  building  in  a 
Rl-2  district  is  contrary  to  Sec.  22-11  Z.R. 

5.  Proposed  area  and  width  of  lot  in  a  Rl-2  district 
is  contrary  to  Sec.  23-32  Z.R.” 

and 


Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical  dif¬ 
ficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  Rl-2  district,  on  a  plot  with  less  than  the  required  lot 
area  and  lot  width,  the  erection  of  a  one  family  dwelling  that 
exceeds  the  permitted  floor  area  ratio,  has  less  than  the 
required  open  space  ratio  and  encroaches  into  the  required 
side  yards,  on  condition  that  all  work  shall  substantially  con¬ 
form  to  drawings  filed  with  this  application  marked  “Re¬ 
ceived  June  13,  1973”,  7  sheets;  and  that  all  laws,  rules  and 
regulations  applicable  be  complied  with,  and  that  substantial 
construction  be  completed  within  one  year  from  the  date  of 
this  resolution. 


365-73-BZ 

APPLICANT — Leo  D.  Fakler  for  Neponsit  Property 
Owners  Association,  owner. 

SUBJECT — Application  June  13,  1973 — decision  of  the  Bor¬ 
ough  Superintendent  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  district,  on  a  plot  with 
less  than  the  required  lot  area  and  lot  width,  the  erection 
of  a  one  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  has  less  than  the  required  open  space  ratio 
and  encroaches  into  the  required  side  yards. 

PREMISES  AFFECTED — 145-12  Neponsit  Avenue,  north 
side,  75  feet  west  of  Beach  145th  Street,  Block  16302, 
Lot  35,  Neponsit,  Borough  of  Queens.  Community  Board 
#14. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
October  9,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  October  16,  1973;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  1,  1973,  acting  on  N.B.  Applic.  464/1973,  reads: 

“1.  Proposed  side  yard  in  a  Rl-2  district  is  con¬ 
trary  to  Sec.  23-461  Z.R. 

2.  Proposed  F.A.R.  in  a  Rl-2  district  is  contrary 
to  Sec.  23-141  Z.R. 

3.  Proposed  O.S.R.  in  a  Rl-2  district  is  contrary 
to  Sec.  23-141  Z.R. 

4.  Proposed  one  family  semi-detached  building  in 
a  Rl-2  district  is  contrary  to  Sect.  22-11  Z.R. 

5.  Proposed  area  and  width  of  lot  in  a  Rl-2  dis¬ 
trict  is  contrary  to  Sec.  23-32  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  72-21  of  the  Zoning  Resolution,  and  that  the 
applicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
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Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  an  Rl-2  district,  on  a  plot  with  less  than  the 
required  lot  area  and  lot  width,  the  erection  of  a  one  family 
dwelling  that  exceeds  the  permitted  floor  area  ratio,  has  less 
than  the  required  open  space  ratio  and  encroaches  into  the 
required  side  yards,  on  condition  that  all  work  shall  sub¬ 
stantially  conform  to  drawings  filed  with  this  application 
marked  “Received  June  13,  1973”,  7  sheets;  and  that  all 
laws,  rules  and  regulations  applicable  be  complied  with,  and 
that  substantial  construction  be  completed  within  one  year 
from  the  date  of  this  resolution. 

_ 

366-73-BZ 

APPLICANT — Leo  D.  Fakler  for  Neponsit  Property 
Owners  Association,  owner. 

SUBJECT — Application  June  13,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  district,  on  a  plot  with 
less  than  the  required  lot  area  and  lot  width,  the  erection 
of  a  one  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  has  less  than  the  required  open  space  ratio  and 
encroaches  into  the  required  side  yards. 

PREMISES  AFFECTED — 145-10  Neponsit  Avenue,  north 
side,  50  feet  west  of  Beach  145th  Street,  Block  16302, 
Lot  34,  Neponsit,  Borough  of  Queens.  Community  Board 
#14. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  October  9,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  October  16,  1973;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  1,  1973,  acting  on  N.B.  Applic.  465/1973,  reads: 

“1.  Proposed  side  yard  in  a  Rl-2  district  is  contrary 
to  Section  23-461  Z.R. 

2.  Proposed  F.A.R.  in  a  Rl-2  district  is  contrary 
to  Section  23-141  Z.R. 

3.  Proposed  O.S.R.  in  a  Rl-2  district  is  contrary 
to  Section  23-141  Z.R. 

4.  Proposed  one  family  semi-detached  building  in 
a  Rl-2  district  is  contrary  to  Section  22-11  Z.R. 

5.  Proposed  area  and  width  of  lot  in  a  Rl-2  district 
is  contrary  to  Section  23-32  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practi¬ 
cal  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  Rl-2  district,  on  a  plot  with  less  than  the  required  lot 
area  and  lot  width,  the  erection  of  a  one  family  dwelling 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than  the 
required  open  space  ratio  and  encroaches  into  the  required 
side  yards,  on  condition  that  all  work  shall  substantially 
conform  to  drawings  filed  with  this  application  marked 
“Received  June  13,  1973”,  7  sheets;  and  that  all  laws,  rules 


and  regulations  applicable  be  complied  with,  and  that  sub¬ 
stantial  construction  be  completed  within  one  year  from  the 
date  of  this  resolution. 


367-73-BZ 

APPLICANT — Leo  D.  Fakler  for  Neponsit  Property 
Owners  Association,  owner. 

SUBJECT — Application  June  13,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  district,  on  a  plot  with 
less  than  the  required  lot  area  and  lot  width,  the  erection 
of  a  one  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  has  less  than  the  required  open  space  ratio  and 
encroaches  into  the  required  side  yards. 

PREMISES  AFFECTED — 145-15  Neponsit  Avenue,  south 
side,  40  feet  east  of  Beach  146th  Street,  Block  16310, 
Lot  3,  Neponsit,  Borough  of  Queens.  Community  Board 
#14. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
October  9,  1973,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  October  16,  1973 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  1,  1973,  acting  on  N.B.  Applic.  466/73,  reads: 

“1.  Proposed  side  yards  in  a  Rl-2  district  is  con¬ 
trary  to  Sec.  23-461  Z.R. 

2.  Proposed  F.A.R.  in  a  Rl-2  district  is  contrary 
to  Sec.  23-141  Z.R. 

3.  Proposed  O.S.R.  in  a  Rl-2  district  is  contrary 
to  Sec.  23-141  Z.R. 

4.  Proposed  one  family  semi-detached  building  in  a 
Rl-2  district  is  contrary  to  Sec.  22-11  Z.R. 

5.  Proposed  area  and  width  of  lot  in  a  Rl-2  district 
is  contrary  to  Sec.  23-32  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an 
Rl-2  district,  on  a  plot  with  less  than  the  required  lot  area 
and  lot  width,  the  erection  of  a  one  family  dwelling  that 
exceeds  the  permitted  floor  area  ratio,  has  less  than  the 
required  open  space  ratio  and  encroaches  into  the  required 
side  yards,  on  condition  that  all  work  shall  substantially  con¬ 
form  to  drawings  filed  with  this  application  marked  “Re¬ 
ceived  June  13,  1973”,  7  sheets;  and  that  all  laws,  rules  and 
regulations  applicable  be  complied  with,  and  that  substan¬ 
tial  construction  be  completed  within  one  year  from  the  date 
of  this  resolution. 


368-73-BZ 

APPLICANT — Leo  D.  Fakler  for  Neponsit  Property 
Owners  Association,  owner. 

SUBJECT — Application  June  13,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
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Resolution,  to  permit  in  an  Rl-2  district,  on  a  plot  with 
less  than  the  required  lot  area  and  lot  width,  the  erection 
of  a  one  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  has  less  than  the  required  open  space  ratio  and 
encroaches  on  the  required  side  yards. 

PREMISES  AFFECTED — 145-11  Neponsit  Avenue,  south 
side,  65  feet  east  of  Beach  146th  Street,  Block  16310,  Lot 
4,  Neposit,  Borough  of  Queens.  Community  Board  #14. 
ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 

Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
October  9,  1973,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  October  16,  1973;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  1,  1973,  acting  on  N.B.  Applic.  467/1973,  reads : 

“1.  Proposed  side  yard  in  a  Rl-2  district  is  contrary 
to  Sec.  23-461  Z.R. 

2.  Proposed  F.A.R.  in  a  Rl-2  district  is  contrary  to 
Sec.  23-141  Z.R. 

3.  P'oposed  O.S.R.  in  a  Rl-2  district  is  contrary  to 
Sec.  23-141  Z.R. 

4.  Proposed  one  family  semi-detached  building  in  a 
Rl-2  district  is  contrary  to  Sec.  22-11  Z.R. 

5.  Proposed  area  and  width  of  lot  in  a  Rl-2  district 
is  contrary  to  Sec.  23-32  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  Rl-2 
district,  on  a  plot  with  less  than  the  required  lot  area  and  lot 
width,  the  erection  of  a  one  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  and  has  less  than  the  required 
open  space  ratio  and  encroaches  into  the  required  side  yards, 
on  condition  that  all  work  shall  substantially  conform  to 
drawings  filed  with  this  application  marked  “Received  June 
13,  1973”,  7  sheets ;  and  that  all  laws,  rules  and  regulations 
applicable  be  complied  with,  and  that  substantial  construction 
be  completed  within  one  year  from  the  date  of  this  resolution. 


369-73-BZ 

APPLICANT — Leo  D.  Fakler  for  Neponsit  Property  Own¬ 
ers  Association,  owners. 

SUBJECT— Application  June  13,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  district,  on  a  plot  with 
less  than  the  required  lot  area  and  lot  width,  the  erection 
of  a  one  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  has  less  than  the  required  open  space  ratio  and 
encroaches  into  the  required  side  yards. 

PREMISES  AFFECTED — 145-09  Neponsit  Avenue,  south 
side,  85  feet  west  of  Beach  145th  Street,  Block  16310,  Lot 
5,  Neponsit,  Borough  of  Queens.  Community  Board  #14. 

ACTION  OF  BOARD — Application  granted  on  condition. 


THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

N  egative :  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  October  9,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  October  16,  1973;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  1,  1973,  acting  on  N.B.  468/1973,  reads: 

“1.  Proposed  side  yard  in  a  Rl-2  district  is  con¬ 
trary  to  Sec.  23-461  Z.R. 

2.  Proposed  F.A.R.  in  a  Rl-2  district  is  contrary  to 
Sec.  23-141  Z.R. 

3.  Proposed  O.S.R.  in  a  Rl-2  district  is  contrary 
to  Sec.  23-141  Z.R. 

4.  Proposed  one  family  semi-detached  building  in 
a  Rl-2  district  is  contrary  to  Sec.  22-11  Z.R. 

5.  Proposed  area  and  width  of  lot  in  a  Rl-2  dis¬ 
trict  is  contrary  to  Sec.  23-32  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  72-21  of  the  Zoning  Resolution,  and  that  the 
applicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  an  Rl-2  district,  on  a  plot  with  less  than  the  re¬ 
quired  lot  area  and  lot  width,  the  erection  of  a  one  family 
dwelling  that  exceeds  the  permitted  floor  ratio,  has  less 
than  the  required  open  space  ratio  and  encroaches  into  the 
required  side  yards,  on  condition  that  all  work  shall  substan¬ 
tially  conform  to  drawings  filed  with  the  application  marked 
“Received  June  13,  1973”,  7  sheets;  and  that  all  laws,  rules 
and  regulations  applicable  be  complied  with,  and  that  sub¬ 
stantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 


370-73-BZ 

APPLICANT — Leo  D.  Fakler  for  Neponsit  Property  Own¬ 
ers  Association,  owners. 

SUBJECT — Application  June  13,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  .to  permit  in  an  Rl-2  district,  on  a  plot  with 
less  than  the  required  lot  area  and  lot  width,  the  erection 
of  a  one  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  has  less  than  the  required  open  space  ratio  and 
encroaches  into  the  required  side  yards. 

PREMISES  AFFECTED — 145-07  Neponsit  Avenue,  south 
side,  60  feet  west  of  Beach  145th  Street,  Block  16310,  Lot 
7,  Neponsit,  Borough  of  Queens.  Community  Board  #14. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  October  9,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  October  16,  1973;  and 
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Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  1,  1973,  acting  on  N.B.  Applic.  469/1973,  reads: 

“1.  Proposed  side  yard  in  a  Rl-2  district  is  con¬ 
trary  to  Sec.  23-461  Z.R. 

2.  Proposed  F.A.R.  in  a  Rl-2  district  is  contrary 
to  Sec.  23-141  Z.R. 

3.  Proposed  O.S.R.  in  a  Rl-2  district  is  contrary 
to  Sec.  23-141  Z.R. 

4.  Proposed  one  family  semi-detached  building  in 
a  Rl-2  district  is  contrary  to  Sec.  22-11  Z.R. 

5.  Proposed  area  and  width  of  lot  in  a  Rl-2  district 
is  contrary  to  Sec.  23-32  Z.R. 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
tire  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  anpli- 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practi¬ 
cal  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  Rl-2  district,  on  a  plot  with  less  than  the  required  lot 
area  and  lot  width,  the  erection  of  a  one  family  dwelling  that 
exceeds  the  permitted  floor  area  ratio,  has  less  than  the 
required  open  space  ratio  and  encroaches  into  the  required 
side  yards,  on  condition  that  all  work  shall  substantially 
conform  to  drawings  filed  with  this  application  marked 
“Received  June  31,  1973”,  7  sheets;  and  that  all  laws,  rules 
and  regulations  applicable  be  complied  with,  and  that  sub¬ 
stantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 


425-73-BZ 

APPLICANT — Shreve,  Lamb  &  Harmon  Associates  for 
Fisher-Albany  Company,  owner. 

SUBJECT — Application  July  13,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-01  (b)  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C6-4  district,  on  a  40  story 
office  building,  the  installation  of  an  advertising  sign  that 
well  exceeds  the  height  above  curb  level. 

PREMISES  AFFECTED— 1  Bankers  Trust  Plaza  and 
124-140  Greenwich  Street,  and  126-138  Liberty  Street, 
southeast  corner,  3-13  Albany  Street,  Block  54,  Lot  1, 
Borough  of  Manhattan.  Community  Board  #1. 

APPEARANCES— 

For  Applicant  '  Jacob  A.  Gans. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
October  9,  1973,  after  due  notice  by  publication  in  the  Bul¬ 
letin  ;  laid  over  to  October  16,  1973 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  2,  1973,  acting  on  E.S.  Applic.  119/1973,  reads: 

“C2.  Proposed  illuminated  sign  at  a  height  above 
curb  level  of  more  than  40  ft.  in  a  C6-4  district  is  con¬ 
trary  to  Section  32-655  of  the  Zoning  Resolution. 


C3.  Proposed  advertising  sign  in  a  C6-4  zoning 
district  is  contrary  to  Section  32-63  of  the  Zoning  Reso¬ 
lution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-01  (b)  of  the  Zoning  Resolution,  and  that  the 
applicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-01  (b)  of  the  Zoning  Resolution,  to  permit 
in  a  C6-4  district,  on  a  40  story  office  building,  the  installa¬ 
tion  of  advertising  signs  that  will  exceed  the  height  above 
curb  level,  on  condition  that  all  work  shall  substantially  con¬ 
form  to  drawings  filed  with  this  application  marked  “Re¬ 
ceived  July  13,  1973”,  7  sheets,  and  “August  14,  1973”,  one 
sheet;  and  that  all  laws,  rules  and  regulations  applicable  be 
complied  with,  and  that  substantial  construction  shall  be 
completed  within  one  year  from  the  date  of  this  resolution. 


Adjourned:  1:15  P.M. 

John  B.  Cincotta,  Executive  Director 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  OCTOBER  16,  1973,  2  P.M. 

Present:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 
Commissioner  Carroll. 


232-60-SA 

APPLICANT — Dunham-Bush,  Incoroprated,  Space  Condi¬ 
tioning  Division  and/or  Harrisonburg  Division,  owner. 
SUBJECT — Change  of  owner-manufacturer  and  to  show 
added  suffix  numbers. 

APPEARANCES— 

For  Applicant:  Raymond  Miele. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
232-60-SA — Amendment  to  resolution  so  as  to  show  a 
change  of  owner-manufacturer  and  to  show  added  suffix 
numbers. 

Dunham-Bush,  Incorporated,  Space  Conditioning  Division 
and/or  Harrisonburg  Division,  Harrisonburg,  Virginia,  re¬ 
quested  that  the  resolution  adopted  October  4,  1960  under 
Calendar  Number  232-60-SA  be  reopened  and  amended  so  as 
to  show  a  change  of  owner-manufacturer  and  to  show  added 
suffix  numbers. 

PROPOSED  USE:  A  conversion  oil  burner. 
DESCRIPTION :  There  has  been  no  change  in  the  material 
used  nor  in  the  method  of  manufacture  of  the  burner. 
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Dunham-Bush,  Incorporated,  Space  Conditioning  Division 
and/or  Harrisonburg  has  submitted  an  affidavit  showing  that 
the  Iron  Fireman  Manufacturing  Company  was  merged  into 
Space  Conditioning,  Incorporated,  a  Maryland  Corporation 
and  that  Space  Conditioning,  Incorporated  was  merged  into 
Dunham-Bush,  Incorporated,  a  Delaware  Corporation,  and 
the  name  of  the  new  owner-manufacturer  is  Dunham-Bush, 
Incorporated,  Space  Conditioning  Division  and/or  Harrison¬ 
burg  Division.  The  division  names  are  used  interchangeably. 

The  Model  MF-65  oil  burner  as  described  by  follow-up 
service  procedure  MP725,  Vol.  II  has  been  listed  by  U.  L. 
and  determined  suitable  for  a  maximum  fuel  input  rate  of  7 
gph  firing  No.  2  fuel  oil  when  the  model  designation  is  suf¬ 
fixed  “-4,”  indicating  rating  No.  4.  The  model  MF-65-4 
burner,  when  equipped  with  a  4-9/16  in.  or  4-11/16  in.  ID 
nose  cone,  three  vanes,  and  eight  diffuser  vanes. 

Further,  Dunham-Bush,  Incorporated  requests  that  tire  type 
designations  may  be  suffixed  as  follows : 

GPH  No.  2 

Model  Fuel  Oil 


MF6S-.3  .  2.5 

MF65-SM-.3  .  2.5 

MF65-.8  . . .  6 

MF65-SM-.8  .  6 

MF65-E-.8  .  6 

MF65-ESM-.8  .  6 

MF65-EA-.8  .  6 

MF65-E-SM-A-.8  .  6 

*MF65-.98-4  .  7 

♦MF65-SM-.98-4  .  7 

*MF65-EA-.98-4  .  7 

*MF65-E-SMA-.98-4  .  7 


*  Letter  dated  October  3,  1971  from  Underwriters’  in¬ 
dicating  7gph  rate. 

SM :  Inverted  Construction 
E&A :  Indicate  Type  of  Controls  Furnished 
.3,  etc. :  Approximate  Rate  in  Million  BTLTH. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  4,  1960  under 
Calendar  Number  232-60-SA  be  reopened  and  amended  so 
as  to  show  a  change  of  owner-manufacturer ;  new  owner- 
manufacturer  being  Dunham-Bush,  Incorporated,  Space  Con¬ 
ditioning  Division  and/or  Harrisonburg  Division  and  to 
show  the  added  suffix  numbers  as  shown  above  on  condition 
that  the  requirements  of  the  resolution  adopted  October  4, 
1960  under  Calendar  Number  232-60-SA  are  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  corporate  name,  change  of  address  or  to 
submit  the  annual  affidavit  will  be  cause  for  revocation  of 
approval. 


(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 


301-60-SM 

APPLICANT — United  States  Gypsum  Company,  owner. 
SUBJECT — To  include  sound  transmission  class  rating  of 
partition  assembly. 

APPEARANCES— 

For  Applicant:  E.  V.  Salvo. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommenda¬ 
tion  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

N  egative :  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads  : 
301-60-SM — Amendment  to  resolution  to  include  sound 
transmission  class  rating  of  partition  assembly. 

United  States  Gypsum  Company,  New  York,  requested 
that  the  resolution  adopted  June  7,  1960  and  amended  through 
June  22,  1971  under  Calendar  Number  301-60-SM  be  re¬ 
opened  and  amended  to  include  a  sound  transmission  class 
rating  of  a  partition  assembly. 

PROPOSED  USE:  Two  hour  fire  rated  partition  assem¬ 
bly. 

DESCRIPTION :  The  assembly,  approved  June  7,  1960 
under  this  Calendar  Number,  has  3^4"  USG  Metal  Studs 
spaced  24"  o.c.  One  layer  of  thick  Sheetrock  Firecode 
on  each  side  of  the  studs  is  screw  attached  to  the  studs. 
A  second  y%"  thick  layer  of  Sheetrock  Firecode  is  laminating 
onto  the  first  layer  on  both  sides  of  the  partition.  The  joints 
and  screw  heads  are  treated  with  Perf-A-Tape  Joint  Sys¬ 
tem. 

INSPECTION  AND  TEST:  The  assembly  was  tested 
by  Riverbank  Acoustical  Laboratories  (Test  TL  60-113, 
on  file)  and  achieved  a  sound  transmission  class  rating  of 
46. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  7,  1960  and  amended 
through  June  22,  1971  under  Calendar  Number  301-60-SM 
be  reopened  and  amended  to  include  the  sound  transmission 
class  rating  of  46  for  the  assembly  described  above  under 
the  provisions  of  Article  12  and  RS  12  of  the  Building 
Code  of  the  City  of  New  York  on  condition  that  the  re¬ 
quirements  of  the  original  resolution  and  previous  amend¬ 
ments  adopted  under  this  Calendar  Number. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  corporate  name,  change  of  address  or  to 
submit  the  annual  affidavit  will  be  cause  for  revocation  of 
approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with 
the  above  report. 


822 


MINUTES 


726-62-SM 

APPLICANT — Johns-Manville  Sales  Corporation,  owner. 
SUBJECT — To  include  additional  acoustical  ceiling  panels. 

APPEARANCES— 

For  Applicant:  E.  D.  Fratianni. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
726-62-SM — Amendment  to  resolution  to  include  additional 
acoustical  ceiling  panels. 

Johns-Manville  Sales  Corporation,  New  York,  requested 
that  the  resolution  adopted  November  20,  1962  and  amended 

!  through  October  26,  1971  under  Calendar  Number  726-62- 
SM  be  reopened  and  amended  to  include  additional  acousti¬ 
cal  ceiling  panels. 

PROPOSED  USE:  Acoustical  ceiling  panels. 
DESCRIPTION  :  The  panels,  Firedike  and  Spintone,  have 
been  approved  with  a  density  of  15.5  lbs.  per  cubic  foot.  The 
same  panels  will  be  manufactured  with  densities  up  to  28.0 
lbs.  per  cubic  foot.  The  panels  have  a  standard  coating,  a 
textured  coating,  or  a  clear  overspray. 

INSPECTION  AND  TEST :  T  he  panels  had  flamespread 
ratings  of  no  greater  than  20  and  smoke  developed  ratings 
of  no  greater  than  0  when  tested  by  Underwriters’  Labora¬ 
tories  (File  R3764). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  20,  1962  and 
amended  through  October  26,  1971  under  Calendar  Number 
726-62-SM  be  reopened  and  amended  to  include  additional 
acoustical  ceiling  panels  with  greater  densities  than  those 
previously  approved,  as  described  above,  on  condition  that 
the  requirements  of  the  original  resolution  and  previous 
amendments  adopted  under  this  Calendar  Number  be  com¬ 
plied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  corporate  name,  change  of  address  or  to 
submit  the  annual  affidavit  will  be  cause  for  revocation  of 
approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with 
the  above  report. 


727-62-SM 

APPLICANT — Johns-Manville  Sales  Corporation,  owner. 
SUBJECT — To  include  additional  acoustical  ceiling  panels. 


APPEARANCES— 

For  Applicant:  E.  D.  Fratianni. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recommen¬ 
dation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

N egative :  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
727-62-SM — Amendment  to  resolution  to  include  additional 
acoustical  ceiling  panels. 

Johns-Manville  Sales  Corporation,  New  York,  requested 
that  the  resolution  adopted  November  20,  1962  and  amended 
through  April  27,  1971,  under  Calendar  Number  727-62-SM 
be  reopened  and  amended  to  include  additional  acoustical 
ceiling  panels. 

PROPOSED  USE:  Acoustical  ceiling  panels. 
DESCRIPTION:  The  panels,  Firedike  and  Spintone,  have 
been  approved  with  a  density  of  15.5  lbs.  per  cubic  foot.  The 
same  panels  will  be  manufactured  with  densities  up  to  28.0 
lbs.  per  cubic  foot.  The  panels  have  a  standard  coating,  a 
textured  coating,  or  a  clear  overspray. 

INSPECTION  AND  TEST :  The  panels  had  flamespread 
ratings  of  no  greater  than  20  and  smoke  developed  ratings  of 
no  greaer  than  0  when  tested  by  Underwriters’  Laboratories 
(File  R3764) . 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  20,  1962  and 
amended  through  April  27,  1971  under  Calendar  Number 
727-62-SM  are  reopened  and  amended  to  include  additional 
acoustical  ceiling  panels  with  greater  densities  than  those 
previously  approved,  as  described  above,  on  condition  that 
the  requirements  of  the  original  resolution  and  previous 
amendments  adopted  under  this  Calendar  Number  be  com¬ 
plied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with  the 
above  report. 


1122-62-SA 

APPLICANT — Old  Dominion  Iron  and  Steel  Company,  a 
Subsidiary  of  Adamson  Company,  Incorporated,  owner. 
SUBJECT — To  show  a  change  of  owner-manufacturer. 

APPEARANCES— 

For  Applicant:  George  Zaky. 


MINUTES 


ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Horns tein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
1122-62-SA — Amendment  to  resolution  so  as  to  show  a 
change  of  owner-manufacturer. 

Old  Dominion  Iron  and  Steel  Company,  a  Subsidiary  of 
Adamson  Company,  Incorporated,  Quinton,  Virginia,  re¬ 
quested  that  the  resolution  adopted  April  2,  1963  and  amended 
December  8,  1964  under  Calendar  Number  1122-62-SA  be 
reopened  and  amended  so  as  to  show  a  change  of  owner- 
manufacturer. 

PROPOSED  USE:  A  preheater  for  heavy  fuel  oil. 
DESCRIPTION  :  There  has  been  no  change  in  the  mate¬ 
rials  used  nor  in  the  method  of  manufacturer  of  the  heaters. 

Old  Dominion  Iron  and  Steel  Company,  a  Subsidiary  of 
Adamson  Company,  Incorporated,  has  submitted  an  affidavit 
showing  that  on  September  30,  1966,  Adamson  Company  pur¬ 
chased  Old  Dominion  Iron  and  Steel  Corporation  of  Rich¬ 
mond  and  that  said  company  remains  a  wholly-owned  sub¬ 
sidiary  of  Adamson  Company,  Incorporated  and  the  name  of 
the  new  owner-manufacturer  is  Old  Dominion  Iron  and  Steel 
Company,  a  Subsidiary  of  Adamson  Company,  Incorporated. 


RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  April  2,  1963  and  amended 
December  8,  1964  under  Calendar  Number  1122-62-SA  be 
reopened  and  amended  so  as  to  show  a  change  of  owner- 
manufacturer,  new  owner-manufacturer  being  Old  Dominion 
Iron  and  Steel  Company,  a  Subsidiary  of  Adamson  Company, 
Incorporated  on  condition  that  the  requirements  of  the  resolu¬ 
tion  adopted  April  2,  1963  and  amended  December  8,  1964 
under  Calendar  1122-62-SA  are  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 


A. 


152-63-SA 

APPLICANT — Dunham-Bush,  Incorporated,  Space  Con¬ 
ditioning  Division  and/or  Harrisonburg  Division,  owner. 
SUBJECT — To  show  a  change  of  owner-manufacturer. 

APPEARANCES— 

For  Applicant:  Raymond  Miele. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
152-63-SA — Amendment  to  resolution  so  as  to  show  a  change 
of  owner-manufacturer. 

Dunham-Bush,  Incorporated,  Space  Conditioning  Divi¬ 
sion  and/or  Harrisonburg  Division,  Harrisonburg,  Virginia, 
requested  that  the  resolution  adopted  March  29,  1966  and 


amended  September  19,  1967  under  Calendar  Number  152- 
63-SA  be  reopened  and  amended  so  as  to  show  a  change  of 
owner-manufacturer  and  to  show  added  suffix  numbers. 
PROPOSED  USE:  Gas-oil  burner. 

DESCRIPTION :  There  has  been  no  change  in  the  material 
used  nor  in  the  method  of  manufacture  of  the  burner. 

Dunham-Bush,  Incorporated,  Space  Conditioning  Division 
and/or  Harrisonburg  has  submitted  an  affidavit  showing 
that  on  December  12,  1968  Space  Conditioning,  Incorporated, 
a  Maryland  Corporation,  was  merged  into  Dunham-Bush, 
Incorporated,  a  Delaware  Corporation  and  the  name  of  the 
new  owner-manufacturer  is  Dunham-Bush,  Incorporated, 
Space  Conditioning  Division  and/or  Harrisonburg  Division. 
The  Division  names  are  used  interchangeably. 

The  Burner  Model  CF  100,  described  by  follow-up  serv¬ 
ice  procedure  MP  725,  Vol.  XI  has  been  listed  by  the  U.  L. 
and  determined  suitable  for  a  maximum  fuel  input  rate  of 
10  gph  firing  No.  2  fuel  oil,  or  1400  MBH  gas,  when 
equipped  with  a  5  in.  ID  nose  cone  and  eight  bladed  diffuser. 

Further,  Dunham- Bush,  Incorporated  requests  that  the 
type  designations  may  be  suffixed.  This  is  presently  shown 
as  a  gas-oil  burner  of  identical  construction,  but  without 
the  gas  parts  it  is  a  straight  oil  burner ;  without  the  oil 
parts  it  is  a  straight  gas  burner,  as  follows : 


Oil 

Gas 

Gas-Oil 

GPH 

Gas 

MBH 

CF100-.8 

CF100-G-.8 

CF100-GO-.8 

6 

840 

CF100-SM-.8 

CF100-GSM-.8 

CF100-GOSM-.8 

6 

840 

*CF100-1.3 

CF100-G-1.3 

CFlOO-GO-1.3 

10 

1330 

*CF100-SM-1.3 

CF100-GSM-1.3 

CFlOO-GOSM-1.3 

10 

1330 

*  Letter  dated  October  3,  1972  from  Underwriters’  indicating  10  gph  rate. 


SM :  Inverted  Construction 
G:  Gas 
GO:  Gas/Oil 

.8,  etc. :  Approximate  Rate  in  MBH 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  29,  1966  and 


amended  September  19,  1967  under  Calendar  Number  152- 
63-SA  be  reopened  and  amended  so  as  to  show  a  change  of 
owner-manufacturer ;  new  owner-maimfacturer  being  Dun¬ 
ham-Bush,  Incorporated,  Space  Conditioning  Division  and/or 
Harrisonburg  Division  and  to  show  the  added  suffix  numbers 
as  shown  above  on  condition  that  the  requirements  of  the 
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resolution  adopted  March  29,  1966  and  amended  September 
19,  1967  under  Calendar  Number  152-63-SA  are  complied 
with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this  ap¬ 
proval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 


578-63-SM 

APPLICANT — Johns-Manville  Sales  Corporation,  owner. 
SUBJECT — To  include  additional  acoustical  ceiling  panels. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recommen¬ 
dation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads:  _ 
578-63-SM— Amendment  to  resolution  to  include  additional 
acoustical  ceiling  panels. 

Johns-Manville  Sales  Corporation,  New  York,  requested 
that  the  resolution  adopted  December  3,  1963  and  amended 
through  May  25,  1971  under  Calendar  Number  578-63-SM  be 
reopened  and  amended  to  include  additional  acoustical  ceil- 

Jing  panels. 

PROPOSED  USE:  Acoustical  ceiling  panels. 
DESCRIPTION :  The  panels,  Firedike  and  Spintone,  have 
been  approved  with  a  density  of  15.5  lbs.  per  cubic  foot.  The 
same  panels  will  be  manufactured  with  densities  up  to  28.0 
lbs.  per  cubic  foot.  The  panels  have  a  standard  coating,  a 
textured  coating,  or  a  clear  overspray. 

INSPECTION  AND  TEST:  The  panels  had  flamespread 
ratings  of  no  greater  than  20  and  smoke  developed  ratings  of 
no  greater  than  0  when  tested  by  Underwriters’  Laboratories 
(File  R3764). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  3,  1963  and 
amended  through  May  25,  1971  under  Calendar  Number  578- 
63-SM  be  reopened  and  amended  to  include  additional  acousti¬ 
cal  ceiling  panels  with  greater  densities  than  those  previ¬ 
ously  approved,  as  described  above,  on  condition  that  the 
requirements  of  the  original  resolution  and  previous  amend¬ 
ments  adopted  under  this  Calendar  Number  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 


Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with  the 
above  report. 


864-64-SM 

APPLICANT — K-Lath  Corporation,  Incorporated,  a  Sub¬ 
sidiary  of  United  States  Filter  Corporation,  owner. 
SUBJECT — To  show  a  change  of  owner-manufacturer. 

APPEARANCES— 

For  Applicant:  Bruce  W.  Eaken,  Jr. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 

Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
854-64- SM — Amendment  to  resolution  so  as  to  show  a 
change  of  owner-manufacturer. 

K-Lath  Corporation,  Incorporated,  a  Subsidiary  of  United 
States  Filter  Corporation,  Newport  Beach,  California,  re¬ 
quested  that  the  resolution  adopted  March  14,  1967  and  as 
amended  at  various  times  through  November  9,  1971  under 
Calendar  Number  864-64-SM  be  reopened  and  amended 
so  as  to  show  a  change  of  owner-manufacturer. 
PROPOSED  USE:  Paper  backed  lath. 

DESCRIPTION :  There  has  been  no  change  in  the  ma¬ 
terials  used  nor  in  the  method  of  manufacture  of  the  lath. 

K-Lath  Corporation,  Incorporated,  a  Subsidiary  of  United 
States  Filter  Corporation  have  submitted  an  affidavit  show¬ 
ing  that  they,  K-Lath  Corporation  was  purchased  by  the 
United  States  Filter  Corporation,  Newport  Beach,  Cali¬ 
fornia  and  United  States  Filter  Corporation  have  submitted 
an  affidavit  showing  that  they,  United  States  Filter  Cor¬ 
poration  have  purchased  the  assets  etc.  of  K-Lath  Corpora¬ 
tion  and  the  name  of  the  new  owner-manufacturer  is  K-Lath 
Corporation,  Incorporated,  a  Subsidiary  of  United  States 
Filter  Corporation. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  14,  1967  and 
amended  at  various  times  through  November  9,  1971  under 
Calendar  Number  864-64-SM  be  reopened  and  amended  so 
as  to  show  a  new  owner-manufacturer,  namely  K-Lath  Cor¬ 
poration,  Incorporated,  a  Subsidiary  of  United  States  Filter 
Corporation  on  condition  that  the  requirements  of  the  reso¬ 
lution  adopted  March  14,  1967  and  amended  at  various  times 
through  November  9,  1971  under  Calendar  Number  864-64- 
SM  are  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
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of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  ownership, 
change  of  corporate  name,  change  of  address  or  to  submit 
the  annual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  T est. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with 
the  above  report. 


765-71-SM 

APPLICANT — SSP  Construction  Equipment,  Incorporated, 
a  Subsidiary  of  SSP  Industries,  owner. 

SUBJECT — To  show  a  change  of  corporate  name. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
765-71-SM — Amendment  to  resolution  so  as  to  show  a  change 
of  corporate  name. 

SSP  Construction  Equipment,  Incorporated,  a  Subsidiary 
of  SSP  Industries,  Pomona,  California,  requested  that  the 
resolution  adopted  June  13,  1972  under  Calendar  Number 
765-71-SM  be  reopened  and  amended  so  as  to  show  a  change 
of  corporate  name. 

PROPOSED  USE:  Hook  block  for  multiple  reeving. 
DESCRIPTION :  There  has  been  no  change  in  the  material 
used  nor  in  the  method  of  manufacture  of  the  block. 

The  request  is  to  show  a  change  of  corporate  name  from 
SSP  Construction  Equipment,  Incorporated  to  SSP  Con¬ 
struction  Equipment,  Incorporated,  a  Subsidiary  of  SSP  In¬ 
dustries. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  13,  1972  under  Cal¬ 
endar  Number  765-71-SM  be  reopened  and  amended  so  as 
to  show  a  change  of  corporate  name  of  owner-manufacturer ; 
new  name  being  SSP  Construction  Equipment,  Incorporated, 
a  Subsidiary  of  SSP  Industries  on  condition  that  the  require¬ 
ments  of  the  resolution  adopted  June  13,  1972  under  Calendar 
Number  765-71-SM  are  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 


of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with  the 
above  report. 

416-72-SM 

APPLICANT — Inland-Ryerson  Construction  Products  Com¬ 
pany,  owner. 

SUBJECT — To  include  additional  steel  deck  roof-ceiling  as¬ 
semblies. 

APPEARANCES— 

For  Applicant :  Steve  Cocheo. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
416-72-SM — -Amendment  to  resolution  to  include  additional 
steel  deck  roof-ceiling  assemblies  (1)4  hour  fire  rated). 

Inland-Ryerson  Construction  Products  Company,  Great 
Neck,  New  York,  requested  that  the  resolution  adopted  No¬ 
vember  8,  1972  under  Cal.  No.  416-77-SM  be  reopened  and 
amended  to  include  additional  steel  deck  roof-ceiling  assem¬ 
blies  (1)4  hour  fire  rated). 

PROPOSED  USE:  1)4  hour  fire  rated  steel  deck  roof¬ 
ceiling  assemblies. 

DESCRIPTION :  The  decks,  Types  B,  S,  l^N,  and  3N, 
are  minimum  1)4"  deep,  galvanized  steel,  fluted  decks.  Mini¬ 
mum  gauge  is  22  MSG.  The  flutes  are  approximately  6"  o.c., 
the  crests  approximately  354"  wide,  and  the  valleys  approxi¬ 
mately  254"  wide.  The  deck  is  welded  to  supports  12"  o.c. 

The  deck  is  a  component  of  U.  L.  Design  Nos.  P  703  and 
P  801  (1)4  hour  floor-ceiling  assemblies).  Other  components 
of  Design  Nos.  P  703  and  P  801  include  a  W6x  16  minimum 
size  beam,  Class  A  or  B  roof  covering,  1"  thick  mineral  and 
fiber  board  roof  insulation,  and  sprayed  fireproofing  protec¬ 
tion.  Design  No.  P  703  has  cementitious  sprayed  fireproofing, 
1)4"  thick  under  the  crests  of  the  fluted  deck,  154"  thick 
under  the  valleys  of  the  fluted  deck,  and  1)4"  thick  around 
the  beam.  Design  No.  P  801  has  fiber  sprayed  fireproofing, 
1)4"  thick  under  the  fluted  deck  and  1)4"  thick  around  the 
beam. 

INSPECTION  AND  TEST :  The  deck  was  approved  as  a 
component  of  the  assemblies  cited  above  by  Underwriters’ 
Laboratories  (File  R3789,  Project  72  NK  10122). 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  8,  1972  under 
Calendar  Number  416-72-SM  be  reopened  and  amended  to 
include  additional  steel  deck  roof-ceiling  assemblies,  U.  L. 
Design  Nos.  P  703  and  P  801  (1)4  hour  fire  rated),  using 
Types  B,  S,  154N  and  3N  steel  roof  deck,  under  the  provi¬ 
sions  of  Article  5  and  RS  5  of  the  Building  Code  of  the 
City  of  New  York  on  condition  that  the  requirements  of  the 
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original  resolution  adopted  under  this  Calendar  Number  be 
complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this  ap¬ 
proval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with 
the  above  report. 


689-72-SA 

APPLICANT — Rheem  Manufacturing  Company,  owner. 
SUBJECT — Application  November  1,  1972 — Flow  Therm, 
Flow  Cold,  refrigerated  electric  liquid  chiller,  approval  of. 

APPEARANCES— 

For  Applicant:  Leonard  J.  Morris  and  R.  Jay  Harris. 
ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
689-72-SA — Rheem  Manufacturing  Company,  Jackson, 

Michigan,  filed  for  approval  of  Flow  Therm  and  Flow  Cold 
Liquid  Chillers,  Series  DS,  DD,  HS,  HD,  HM,  PSCA, 
and  APC,  under  the  provisions  of  Section  C26-107.2  of  the 
Building  Code  and  Chapter  19  of  the  Administrative  Code 
of  the  City  of  New  York. 

PROPOSED  USE:  Electric  liquid  chillers. 
DESCRIPTION :  The  basic  components  of  the  chillers  are 
the  cooler  condenser,  refrigerant  circuit,  compressor,  con¬ 
trols  and  motor.  The  coolers  are  through-tube  type  with 
copper  tubes.  The  condensers  are  through-tube  type  with 
copper  tubes  or  vertical  mounted  shell  and  coil  type.  The 
refrigerant  circuits  contain  charges  of  between  2  lbs.  and 
188  lbs.  of  R-22  Freon  to  obtain  cooling  capacities  of  between 
2  tons  and  250  tons.  The  compressors  are  hermetically  sealed, 
reciprocating  type  (1750  or  3600  RPM).  Multiple  com¬ 
pressors  are  used  for  the  larger  units.  Safety  controls  in¬ 
clude  high  and  low  pressure  controls,  refrigerant  pressure 
actuated  water  freezestat,  water  temperature  control,  oil 
safety  control,  and  individual  circuit  on-off  switch. 
INSPECTION  AND  TEST:  The  chillers  comply  with 
applicable  AS  ME  and  American  National  Standard  Safety 
Code  for  Mechanical  Refrigeration  requirements. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Flow  Therm  and  Flow  Cold  Liquid 
Chillers,  Series  DS,  DD,  HS,  HD,  HM.  PSCA,  and  APC, 
under  the  provisions  of  Section  C26-107.2  of  the  Building 
Code  of  the  City  of  New  York  subject  to  the  requirements 
of  Chapter  19  of  the  Administrative  Code  of  the  City  of 


New  York.  The  chillers  shall  be  permanently  labeled:  “Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  for  use  in 
New  York  City  under  Calendar  Number  689-72-SA. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  corporate  name,  change  of  address  or  to 
submit  the  annual  affidavit  will  be  cause  for  revocation  of 
approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


15-73-SM 

APPLICANT — Norton  Marketing  Department,  Eaton  Cor¬ 
poration,  owner;  Kenneth  B.  Trimmer,  agent. 

SUBJECT — Application  January  11,  1973 — Emergency  Re¬ 
lease  Device  for  Norton  Model  TM8 — Automatic  Operator 
for  Swinging  Doors,  approval  of. 

APPEARANCES— 

For  Applicant :  Dan  C.  Muessel. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads : 
15-73-SM— Norton  Marketing  Department,  Eaton  Corpora¬ 
tion,  Charlotte,  North  Carolina,  filed  for  approval  of  the 
Norton  Model  TM8  Emergency  Release  Device  for  Auto¬ 
matically  Operated  Swing  Doors  under  the  provisions  of 
Article  6  of  the  Building  Code  of  the  City  of  New  York. 
PROPOSED  USE:  Emergency  release  device  for  auto¬ 
matically  operated  swing  doors. 

DESCRIPTION  :  In  normal  operation,  the  break-away  pivot 
arm  of  the  device  is  held  in  place  against  the  break-away 
mounting  plate.  It  is  held  in  place  by  the  spring  plunger 
housing  assembly  pressing  the  plunger  head  into  a  socket  on 
the  end  of  the  break-away  pivot  arm.  As  power  is  applied 
to  the  door  bracket,  the  entire  assembly  swings  into  the  build¬ 
ing  away  from  the  header-stop.  When  the  door  is  closed,  it 
is  stopped  by  the  header-stop  coming  in  contact  with  the  back 
side  of  the  break-away  pivot  arm.  The  header-stop  does  not 
engage  the  break-away  mounting  plate  or  the  top  of  the.  door. 
When  the  lock  style  of  the  door  is  pushed  outward  with  15 
pounds  of  force,  the  plunger  head  comes  up  out  of  the  socket 
in  the  pivot  arm,  which  releases  the  break-away  arm  from 
the  spring  plunger  housing  and  permits  the  door  to  swing 
out.  The  lock  style  is  located  36"  up  from  the  floor. 
INSPECTION  AND  TEST:  The  device  is  approved  by 
Underwriters’  Laboratories  (File  E32041,  Assignment 
66M4549) . 
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RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Norton  Model  TM8  Emergency 
Release  Device  under  the  provisions  of  Article  6  of  the 
Building  Code  of  the  City  of  New  York  on  condition  that  the 
door  and  exit  requirements  of  Article  6  be  complied  with  and 
that  the  door  be  provided  with  a  sign  reading :  “In  Emer¬ 
gency  Push  to  Open’’.  The  device  shall  be  permanently  lab¬ 
eled  :  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Calendar  Number  15-73- 
SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


139-73-SA 

APPLICANT — Acme  Fire  Alarm  Company,  Incorporated, 
owner. 

SUBJECT — Application  March  1,  1973 — Numeric  Display  of 
Fire  Signal  Stations,  approval  of. 

APPEARANCES— 

For  Applicant:  Joseph  W.  Hanley. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
139-73-SA — Acme  Fire  Alarm  Company,  Incorporated,  New 
York  filed  for  approval  of  the  Acme  Fire  Alarm  Station 
Locator  under  the  provisions  of  Article  17  and  RS  17  of  the 
Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Fire  alarm  station  locator. 
DESCRIPTION :  The  solid  state  equipment  provides  a 
visual  and  coded  electrical  output  to  indicate  which  fire 
alarm  station  has  been  activated.  The  electrical  output  is 
suitable  for  digital  printers  or  data  processing  equipment. 
INSPECTION  AND  TEST :  The  equipment  has  been 
recommended  for  approval  by  the  Division  of  Fire  Preven¬ 
tion. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Acme  Fire  Alarm  Station  Locator 
for  use  in  accordance  with  the  requirements  of  the  Fire  De¬ 
partment  under  the  provisions  of  Article  17  and  RS  17  of 
the  Building  Code  of  the  City  of  New  York.  The  equip¬ 
ment  shall  be  permanently  labeled :  “Approved  by  the  Board 
of  Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  139-73-SA.” 


A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  corporate  name,  change  of  address  or  to 
submit  the  annual  affidavit  will  be  cause  for  revocation  of 
approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  T est. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


205-73-SA 

APPLICANT — W.  J.  Plenge  &  Company,  Incorporated, 
owner. 

SUBJECT — Application  April  6,  1973 — Model  520,  530  and 
550  Annunciators.  Approval  of. 

APPEARANCES— 

For  Applicant:  Joseph  W.  Hanley. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

N egative :  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
205-73-SA — W.  J.  Plenge  and  Company,  Incorporated,  Upper 
Saddle  River,  New  Jersey,  filed  for  approval  of  Models  520, 
530,  and  550  Annunciators  under  the  provisions  of  Article  17 
and  RS  17  of  the  Building  Code  of  the  City  of  New  York. 
PROPOSED  USE:  Annunciators  providing  visual  and 
audible  signals. 

DESCRIPTION  :  The  annunciators  provide  supplementary 
remote  audible  and  visual  signals  from  standpipe,  sprinkler, 
and  fire  alarm  stations  and  systems,  medical  gas  supervisory 
systems,  and  smoke  and  heat  detection  systems.  They  also 
function  as  primary  control  and  annunciating  panels  for  the 
supervision  of  liquid  levels  in  tanks,  pressure  levels,  power 
plant  malfunctions,  machine  and  equipment  status  and  door 
security  status.  The  system  power  source  is  120V  A.C.,  24V 
A.C.,  or  24V  D.C.  The  annunciators  are  aotuated  from  re¬ 
mote  normally  closed  contacts.  Lamp  indicators  and  audible 
alarm  signals  are  under  constant  electrical  supervision.  An 
interruption  of  a  circuit  will  cause  a  trouble  lamp  indicator 
on  the  panel  to  light  and  will  cause  a  common  audible  trouble 
signal  to  sound  continuously.  A  test  button  to  simulate  alarm 
operation  and  an  acknowledgement  button  which  deactivates 
the  audible  and  visual  signals  are  provided.  The  audible 
signals  include  any  bell,  buzzer,  or  horn  with  the  same  operat¬ 
ing  voltage  as  the  annunciator. 

INSPECTION  AND  TEST :  The  annunciators  have  been 
recommended  for  approval  by  the  Division  of  Fire  Preven¬ 
tion. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Models  520,  530  and  550  Annunciators 
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for  use  in  accordance  with  the  requirements  of  the  Fire  De¬ 
partment  under  the  provisions  of  Article  17  and  RS  17  of  the 
Building  Code  of  the  City  of  New  York.  The  annunciators 
shall  be  permanently  labeled:  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  205-73-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


333-73-SM 

APPLICANT — Rockwell  International  Corporation,  owner. 

SUBJECT — Application  June  1,  1973 — Rockwell-Nordstrom 
Valves  and  Rockwell  Elastoseal  Valves,  various  models, 
approval  of. 

APPEARANCES— 

For  Applicant:  Edward  P.  Di  Donato. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 


THE  VOTE— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 

Walsh  and  Commissioner  Carroll  .  3 

Negative:  .  0 

Not  Voting:  Chairman  Klein  and  Commissioner 
Homstein  .  2 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
333-73-SM — Rockwell  International  Corporation,  East 

Orange,  New  Jersey,  filed  for  approval  of  Rockwell-Nord¬ 
strom  Valves  and  Rockwell  Elastoseal  Valves  under  the 
provisions  of  RS  16  of  the  Building  Code  of  the  City  of  New 
York. 

PROPOSED  USE:  Gas  line  valves. 

DESCRIPTION :  The  steel  plug  valves  are  designated  as 
follows : 

Rockwell-Nordstrom  Lubricated  Plug  Valves  : 

Figure  No.  142 — Screwed  End — 34”  through  4" — 175  lb. 
Figure  No.  142 — Tamper-Proof — 34"  through  4" — 175  lb. 
Figure  No.  143 — Flanged  End — 2"  through  12" — 175  lb., 
200  lb. 

Figure  No.  114 — Screwed  End — 1"  through  4" — 200  lb. 
Figure  No.  115 — Flanged  End — 1"  through  4" — 200  lb. 
Figure  No.  147 — Flanged — Spur  Gear — 6"  through  12" 
—200  lb. 

Figure  No.  149 — Flanged — Worm  Gear — 6"  through  12" 
—200  lb. 

Figure  No.  165 — Flanged — 4"  through  8" — 200  lb. 
Figure  No.  167 — Flanged — Spur  Gear — 6"  through  12" 
—200  lb. 


Figure  No.  169 — Flanged — Worm  Gear — 6"  through  12" 
—200  lb. 

Figure  No.  1167 — Flanged — Spur  Gear — 6"  through  30" 
—200  lb. 

Figure  No.  1169 — Flanged — Worm  Gear — 6"  through  36" 
—200  lb. 

Figure  No.  23141 — 'Dresser  End — 2"  through  4" — 200  lb. 

Figure  No.  24191 — Dresser  End — 6"  through  8" — 200  lb. 
Rockwell  Elastoseal  Valves: 

Figure  No.  1101 — Flanged  End — 2"  through  6" — 275  lb. 

Figure  No.  3100 — Screwed  End — 2" — 720  lb. 

Figure  No.  3101 — Flanged  End — 2"  through  6" — 720  lb. 
INSPECTION  AND  TEST:  The  valves  have  been  tested 
and  approved  by  Consolidated  Edison. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Rockwell-Nordstrom  Valves  and 
Rockwell  Elastoseal  Valves  listed  above  for  use  on  gas  lines 
by  the  gas  utilities  under  the  provisions  of  RS  16  of  the  Build¬ 
ing  Code  of  the  City  of  New  York.  The  valves  shall  be 
permanently  labeled :  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  333-73-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  corporate  name,  change  of  address  or  to  sub¬ 
mit  the  annual  affidavit  will  be  cause  for  revocation  of  ap¬ 
proval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


372-73-SM 

APPLICANT — UPSCO,  Incorporated  for  Norton-McMur- 
ray  Manufacturing  Company,  owner. 

SUBJECT — Application  June  15,  1973 — Normac  models  # 1 
—65-1 ;  #2-65-1,  compression  type  pipe  for  use  on  Gas 
Meter  Sets.  Approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
372-73-SM — Upsco,  Incorporated,  Moravia,  New  York,  for 
Norton-McMurray  Manufacturing  Company,  Geneva,  Illinois, 
filed  for  approval  of  Normac  #1-65-1  and  #2-65-1  Compres¬ 
sion  Couplings  under  the  provisions  of  RS  16  of  the  Building 
Code  of  the  City  of  New  York. 

PROPOSED  USE:  Couplings  for  gas  meter  sets. 
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DESCRIPTION :  The  compression  type  pipe  coupling  is 
used  in  the  assembly  of  a  gas  meter  set.  The  body  is  made 
of  steel,  the  nuts  are  malleable  iron;  the  gaskets  are  polyiso- 
prene ;  and  the  internal  insulating  skirt  is  nylon.  The 
couplings  provide  a  non-threaded  gas-tight  seal.  The  cou¬ 
plings  are  1",  with  a  %"  drilled  pipe  tap. 

INSPECTION  AND  TEST :  The  couplings  have  been  used 
and  approved  by  Consolidated  Edison. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Normac  #1-65-1  and  #2-65-1  Com¬ 
pression  Couplings  for  use  by  the  gas  utilities  companies 
under  the  provisions  of  RS  16  of  the  Building  Code  of  the 
City  of  New  York.  The  couplings  shall  be  permanently 
labeled :  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Calendar  Number 
372-73-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Sandards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

16-73-SM 

APPLICANT — Norton  Marketing  Department,  Eaton  Cor¬ 
poration,  owner;  Kenneth  B.  Trimmer,  agent. 

SUBJECT — Application  January  11,  1973 — emergency  relief 
device  for  Norton  Model  5000  and  9000  Automatic  Opera¬ 
tor  for  Sliding  Doors,  approval  of. 

APPEARANCES— 

For  Applicant :  Dan  C.  Muessel. 

ACTION  OF  BOARD — Laid  over  to  October  30,  1973,  at 
2  P.M. 

682-52-SM 

APPLICANT — Baldwin- Ehret-Hill,  Incorporated,  owner. 
SUBJECT — Revocation. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  original  approval  was  granted  to  the  appli¬ 
cant  on  March  1,  1955 ;  and 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material  is 
no  longer  being  manufactured. 


Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


1253-61-SM 

APPLICANT — Baldwin-Ehret-Hill,  Incorporated,  owner. 
SUBJECT — Revocation. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative  :  . . .  0 

THE  RESOLUTION— 


Whereas,  the  original  approval  was  granted  to  the  appli¬ 
cant  on  April  3,  1962;  and 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore  re¬ 
voke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


1618-61-SM 

APPLICANT — Baldwin-Ehret-Hill,  Incorporated,  owner. 
SUBJECT — Revocation. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  original  approval  was  granted  to  the  appli¬ 
cant  on  June  26,  1962;  and 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore  re¬ 
voke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


4-62-SM 

APPLICANT — Baldwin-Ehret-Hill,  Incorporated,  owner. 
SUBJECT — Revocation. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 
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THE  RESOLUTION— 

Whereas,  the  original  approval  was  granted  to  the  ap¬ 
plicant  on  April  2,  1963 ;  and 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

— 

852-62-SM 

APPLICANT — Baldwin-Ehret-Hill,  Incorporated,  owner. 
SUBJECT — Revocation. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 


THE  RESOLUTION— 


Whereas,  the  original  approval  was  granted  to  the  appli¬ 
cant  on  September  24,  1963 ;  and 
Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material  is 
no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


100-66-SM 

APPLICANT — GAF  Corporation,  owner. 

SUBJECT — Revocation. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  original  approval  was  granted  to  the  appli¬ 
cant  on  July  12,  1966;  and 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material  is 
no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


101-66-SM 

APPLICANT — GAF  Corporation,  owner. 
SUBJECT — Revocation. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 


THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  original  approval  was  granted  to  the  appli¬ 
cant  on  July  12,  1966;  and 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

254-66-SM 

APPLICANT — GAF  Corporation,  owner. 

SUBJECT — Revocation. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  original  approval  was  granted  to  the  appli¬ 
cant  on  July  12,  1966;  and 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


371-73-A 

APPLICANT — Charles  Spindler  for  Estate  of  Robert 
Eisner,  c/o  Leo  Ring,  owner. 

SUBJECT — Application  June  14,  1973 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  Elevator  in  Readiness. 
PREMISES  AFFECTED — 251  Park  Avenue  South,  north¬ 
east  corner  of  East  20th  Street,  Block  876,  Lot  1,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

For  Administration:  Capt.  J.  F.  Petraglia,  F.  D. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
June  13,  1973,  on  Folder  No.  101770.01,  reads: 

“In  reply  to  your  request  of  June  8,  1973  for  a  Quick 
Response  Elevator  Service  at  the  above  premises  is 
here  denied.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 
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Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  June  13,  1973,  acting  on  Folder  101770.01 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  Quick  Response 
Service  in  accordance  with  Cal.  No.  630-56-GR  be  installed ; 
that  this  grant  is  for  a  term  of  10  years ;  that  the  sprinkler 
system  have  a  central  office  connection ;  on  further  condition 
that  the  building  shall  substantially  conform  to  drawings 
marked  received  June  14,  1973,  1  sheet;  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with. 


397-73-A 

APPLICANT — Leonard  F.  Rothkrug  for  East  New  York 
YM  &  YWHA  (Federation  of  Jewish  Philanthropies) 
Central  Queens  YM  &  YWHA,  owner. 

SUBJECT — Application  July  2,  1973 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  proposed  change 
from  dwelling  to  non-commercial  club. 

PREMISES  AFFECTED— 108-05  68th  Road,  northeast 
corner  of  108th  Street,  Block  2179,  Lot  1,  Forest  Hills, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Cajrroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  8,  1973,  on  Alt.  Applic.  409/73,  reads : 

“2 — Proposed  change  from  dwelling  to  non-com¬ 
mercial  club  changes  occupancy  classification  to  public 
building  per  C26-235.0  A.C.  (old).  Proposed  2  story, 
class  4  frame  public  building  is  contrary  to  C26-254.0 
A.C.  (old).” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  June  8,  1973,  acting  on  Alt.  Applic. 
409-73,  Objection  No.  2,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
this  grant  shall  be  for  a  term  of  two  years ;  on  further  con¬ 
dition  that  the  building  shall  substantially  conform  to  draw¬ 
ings  marked  “Received”  July  2,  1973,  10  sheets,  and  that  all 
laws,  rules  and  regulations  be  complied  with. 


195-73-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Thomas  Ripley. 

SUBJECT- — Application  April  3,  1973 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 66-41  Grand  Avenue,  north 
side,  127.94  feet  west  of  Queens  Midtown  Expressway, 
Block  2724,  Lot  61,  Maspeth,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Capt.  J.  F.  Petraglia,  F.  D. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  withdrawn  at  request 
of  Applicant. 


THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 


196-73-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Thomas  Ripley. 

SUBJECT — Application  April  3,  1973 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 66-43  -  66-45  Grand  Avenue, 
north  side,  '83  feet  west  of  Queens  Midtown  Expressway, 
Block  2724,  Lot  58,  Maspeth,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia,  F.  D. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  withdrawn  at  request 
of  Applicant. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 


1-66- A — Vol.  Ill 

APPLICANT — Stanley  Shaw  for  Birchwood  Towers  #2 
Associates,  owner. 

SUBJECT — Application  reopened  July  17,  1973  as  Volume 
III — appeal  from  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 102-31  67th  Avenue,  66-37  102nd 
Street,  northeast  corner,  Block  2133,  Lot  16,  Forest  Hills, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Burton  Haims,  Irving  Gruen,  George  D. 

Kelly  and  David  J.  Paul. 

For  Administration :  Capt.  J.  F.  Petraglia,  F.  D. 

ACTION  OF  BOARD— Laid  over  to  October  30,  1973,  at 
2  P.M. 


2-66-A— Vol.  Ill 

APPLICANT — Stanley  Shaw  for  Birchwood  Towers  #1 
Associates,  owner. 

SUBJECT — Application  reopened  July  17,  1973  as  Volume 
III — appeal  from  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 66-36  Yellowstone  Boulevard, 
northwest  corner  of  67th  Avenue,  Block  2133,  Lot  36,  For¬ 
est  Hills,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  B.  Haims,  J.  Gruen,  G.  D.  Kelly  and 
D.  J.  Paul. 

For  Administration:  Capt.  J.  F.  Petraglia,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  October  30,  1973,  at 
2  P.M. 


153-73-A 

APPLICANT — Harry  Appleman  for  Carol  Management 
Company,  owner ;  Meyer  Brothers  Parking  Systems,  In¬ 
corporated,  lessee. 

SUBJECT — Application  March  7,  1973 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  public  parking 
garage  in  multiple  dwelling. 


832 


MINUTES 


PREMISES  AFFECTED — 85  Livingston  Street,  126.3  feet 
east  of  Court  Street,  Block  266,  Lot  12,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Abraham  Marcus,  Miles  M.  Glantz  and 
Alan  Schultz. 

ACTION  OF  BOARD — Laid  over  to  October  23,  1973,  at 
2  P.M. 


227-73-A 

APPLICANT — Airco  Cryogenics,  owner. 

SUBJECT — Application  April  18,  1973 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  LNG  pumps. 
PREMISES  AFFECTED— Arthur  Kill  Road,  north  side, 
Blocks  7167  and  7162,  Lots  28,  52,  1,  10,  47,  49,  and  50, 
Borough  of  (Arthur  Kill)  Richmond. 

APPEARANCES— 

For  Applicant :  T.  Mahon. 

For  Administration :  Capt.  J.  F.  Petraglia,  F.  D. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Klein,  Commissioner  Hornstein, 
Commissioner  Walsh  and  Commissioner  Carroll  ....  4 

Negative:  .  0 

Absent :  Vice  Chairman  Agusta .  1 

ACTION  OF  BOARD — Laid  over  to  October  30,  1973,  at 
2  P.M. 


312-73-A 

APPLICANT — Albert  Homer  Swanke,  Poor  and  Swanke  & 
Partners  for  Wako  International  Corporation,  owner. 

SUBJECT — Application  May  18,  1973 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  egress,  stairs, 
windows. 

PREMISES  AFFECTED — 44  East  52nd  Street,  south  side, 
182  feet  West  of  Park  Avenue,  Block  1287,  Lot  143,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant  :None. 

ACTION  OF  BOARD — Laid  over  to  October  30,  1973,  at 
2  P.M. 


343-73-A 

APPLICANT — Halperin,  Shivitz,  Scholer  &  Steingut  for 
C.  M.  L.  Construction  Corporation,  owner. 


SUBJECT — Application  June  7,  1973 — appeal  from  a  deci¬ 
sion  of  the  Commissioner  of  Buildings  re-  Revocation  of 
Building  Permit  #B.  N.  4006/72. 

PREMISES  AFFECTED— 229-249  East  85th  Street,  north 
side,  between  Second  and  Third  Avenues,  Block  1531,  Lots 
16,  17,  18,  19,  20  and  120,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Mark  Packman. 

ACTION  OF  BOARD— Laid  over  to  October  23,  1973,  at 
at  2  P.M. 


458-73-A 

APPLICANT — George  T.  Heery  for  New  York  City  Parks, 
Recreation  and  Cultural  Affairs  Administration,  owner. 
SUBJECT — Application  August  10,  1973 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  storage  of  liquefied 
chlorine  gas. 

PREMISES  AFFECTED— 126-27  150th  Street,  northwest 
corner  of  Rockaway  Boulevard,  Block  12118,  Lot  1,  Ja¬ 
maica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Lawrence  Padolsky  and  Irving  Starr. 

For  Administration:  Capt.  J.  F.  Petraglia,  F.  D. 
ACTION  OF  BOARD — Laid  over  to  October  23,  1973,  at 
at  2  P.M. 


474-73-A 

APPLICANT — Arthur  Fleck  for  Oakwood  Development 
Corporation,  owner. 

SUBJECT — Application  August  17,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  elimination  of 
refuse  chute  and  compactor. 

PREMISES  AFFECTED — 2099  Forrest  Avenue,  north¬ 
east  corner  of  Bruckner  Boulevard,  Block  1234,  Lot  76, 
Mariner’s  Harbor,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  None. 

THE  VOTE  TO  REOPEN  THE  HEARING— 
Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 

Commissioner  Carroll  .  5 

Negative:  .  0 

ACTION  OF  BOARD — Laid  over  to  October  30,  1973,  at 
2  P.M. 


Adjourned:  3:30  P.M. 

John  B.  Cincotta,  Executive  Director 
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DOCKET 

New  Cases  Filed  up  to  October  23, 1973 

Cal.  No.  Dept.  Premises  Affected 

557-73-BZ — B.Q. — 75-15,  164th  Street,  east  side,  40.24 
feet  north  of  75th  Road,  Block  6966,  Lot  27,  Flushing, 
Borough  of  Queens,  Community  Board  #12,  N.B.  677-73, 
re-  two  family  dwelling  with  store,  lot  area,  parking  area, 
R3-2  district. 


558-73-A — B.Q. — 84-68  169th  Street,  west  side,  85  feet 
north  of  Gothic  Drive,  Block  9860,  Lot  39,  Jamaica, 
Borough  of  Queens,  Alt.  No.  1054-73,  re-  school. 


559-73-SM — United  States  Gypsum  Company,  U.  S.  G. 
floor  and  ceiling  assembly  three  hour  precast  concrete 
units,  sheetrock  ceiling,  manufactured  by  United  States 
Gypsum  Company,  Material. 


560-73-SM — Acme  Engineering  and  Manufacturing  Com¬ 
pany,  sone  master  sound  attenuating  curbs  for  power 
roof  ventilators,  various  models,  manufactured  by  Acme 
Engineering  and  Manufacturing  Company,  Material. 


561-73-BZ — B.B. — 336  East  16th  Street,  west  side,  208  feet 
north  of  Cortelyou  Road,  Block  5146,  Lot  62,  Borough 
of  Brooklyn,  Community  Board  #14,  Alt.  No.  608-73, 
re-  proposed  two  family  dwelling,  R3-2  district. 


562-73-A — B.M. — 200  West  82nd  Street,  southwest  corner 
of  Amsterdam  Avenue,  Block  1229,  Lot  36,  Borough  of 
Manhattan,  Alt.  No.  1000-72,  re-  rooms  in  cellar,  C2-7 
district. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings.  Queens;  B.R. — Department  of  Build¬ 
ings.  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


NOVEMBER  20,  1973,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  morning,  November  20,  1973,  at  10  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  fol¬ 
lowing  matters : 

90-71-BZ 

APPLICANT — Joseph  Lynch  for  Humble  Oil  and  Refining 
Company,  owner. 

SUBJECT — For  consideration — dismissal  for  lack  of  prose¬ 
cution — application  February  17,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  73-1 1  (g)  and 
73-211  of  the  Zoning  Resolution,  to  permit  in  a  C2-1  dis¬ 
trict,  the  enlargement  in  lot  area  and  the  reconstruction 
of  an  automotive  service  station  with  accessory  uses. 

PREMISES  AFFECTED— 1818  to  1826  Victory  Boulevard, 
south  side,  64.0  feet  east  of  Lester  Street,  Block  704,  Lots 
4  and  7,  Port  Richmond,  Borough  of  Richmond. 

195-71-BZ 

APPLICANT — Lichtner  Associates  for  E.  L.  B.  Realty  Cor¬ 
poration,  owner. 

SUBJECT— For  consideration — dismissal  for  lack  of  prose¬ 
cution — application  April  5,  1971 — decision  of  the  Borough 
Superintendent  under  Sections  73-19  and  73-50  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C8-2  district,  the  erection  of  a 
two  story  and  cellar  school  that  encroaches  on  the  required 
yard  along  a  district  boundary. 


PREMISES  AFFECTED— 631  Utica  Avenue,  east  side, 
42.21  feet  south  of  Winthrop  Street,  Block  4620,  Lot  50, 
Borough  of  Brooklyn. 


352-71-BZ 

APPLICANT — 'Charles  M.  Shapiro  and  Sons  for  Francisco 
Mannarino,  owner. 

SUBJECT — For  consideration — dismissal  for  lack  of  prose¬ 
cution — application  May  28,  1971 — decision  of  the  Borough 
Superintendent,  under  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  an  R4  district,  the  erection  of  a  two  story 
and  basement  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room,  encroaches  on  the  re¬ 
quired  side  and  rear  yards  and  with  accessory  parking 
within  the  front  yard. 

PREMISES  AFFECTED — 2521  East  16th  Street,  east  side, 
175  feet  south  of  Avenue  Y,  Block  7437,  Lot  69,  Borough 
of  Brooklyn. 


353-71-BZ 

APPLICANT — Charles  M.  Shapiro  and  Sons  for  Francisco 
Mannarino,  owner. 

SUBJECT— For  consideration — dismissal  for  lack  of  prose¬ 
cution — application  May  28,  1971 — decision  of  the  Borough 
Superintendent,  under  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  an  R4  district,  the  erection  of  a  two  story 
and  basement  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room,  encroaches  on  the  re¬ 
quired  side  and  rear  yards  and  with  accessory  parking 
within  the  front  yard. 

PREMISES  AFFECTED — 2523  East  16th  Street,  east  side, 
200  feet  south  of  Avenue  Y,  Block  7437,  Lot  68,  Borough 
of  Brooklyn. 


721-71-BZ 

APPLICANT — I.  Daniel  Weisberg  for  Madison  59th  Street 
Corporation,  owner ;  Schrafft’s  Restaurant,  lessee. 

SUBJECT — For  consideration — dismissal  for  lack  of  prose¬ 
cution — application  November  9,  1971 — decision  of  the  Bor¬ 
ough  Superintendent ;  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C5-3  district,  in  an  existing 
office  building,,  the  addition  to  the  uses  of  the  basement 
restaurant  to  include  cabaret. 

PREMISES  AFFECTED — 621  to  625  Madison  Avenue, 
northeast  corner  of  58th  Street  East,  Block  1294,  Lot  46, 
Borough  of  Manhattan. 


722-71-A 

APPLICANT — I.  Daniel  Weisberg  for  Madison  59th  Street 
Corporation,  owner ;  Schrafft’s  Restaurant,  lessee. 

SUBJECT — For  consideration — dismissal  for  lack  of  prose¬ 
cution — application  November  9,  1971 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED— 621  to  625  Madison  Avenue, 
northeast  corner  of  East  58th  Street,  Block  1294,  Lot  46, 
Borough  of  Manhattan. 


765-50-BZ 

APPLICANT — Robert  Gottlieb  for  John  F.  Smith  and 
Bonnie  Lee  Smith,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  July  14,  1973 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7e  and  21  of  the  Zoning 
Resolution,  permitting  in  the  retail  use,  D  area  district 


CALENDAR 


k 

i 


portion  of  the  plot,  the  extension  to  existing  funeral  parlor, 
residence  and  one  car  garage  and  the  erection  of  a  two 
car  garage,  using  more  than  the  area  permitted;  and  to 
permit  a  loading  space  and  the  parking  and  storage  of 
motor  vehicles  in  residence  use  portion  of  plot  (previously 
granted  by  the  Board,  the  erection  and  maintenance  of  a 
business  building  on  vacant  portion  of  plot,  using  more 
than  the  area  permitted). 

PREMISES  AFFECTED— 1430-1436  Unionport  Road,  east 
side,  43  feet  south  of  Olmstead  Avenue  and  1339-1343  Odell 
Street,  Block  3933,  Lot  51  (formerly  Lot  55),  Borough 
of  The  Bronx. 


361-67-BZ 

APPLICANT — Carb,  Luria,  Glassner,  Cook  and  Kufeld  for 
Wards  Construction  Company,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  for  extension  of  term  of  vari¬ 
ance  which  expires  September  22,  1974 — decision  of  the 
Borough  Superintendent ;  previously  granted  on  condition 
under  Section  72-21  of  the  Zoning  Resolution,  permitting 
in  an  R8  district,  the  construction  and  maintenance  of  a 
public  parking  lot  for  a  term  of  five  years. 

PREMISES  AFFECTED— 234  East  27th  Street,  south 
side,  100  feet  west  of  2nd  Avenue,  Block  907,  Part  of  Lot 
39,  Borough  of  Manhattan. 

— 

492-27-BZ — Vol.  Ill 

APPLICANT — Lama  and  Vassalotti  for  Robert  Kirsch, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section  7c 
of  the  Zoning  Resolution,  permitting  in  a  business  and 
residence  use  district,  the  combining  of  an  existing  gasoline 
service  station  with  an  existing  parking  lot  so  that  the 
use  will  be  a  gasoline  service  station  and  the  parking  and 
storage  of  motor  vehicles. 

PREMISES  AFFECTED— 1120-1144  East  New  York 
Avenue,  south  side,  from  East  98th  Street  to  Rockaway 
Parkway;  2-12  East  98th  Street  and  5-21  Rockaway 
Parkway,  Block  4600,  Lots  1  and  7  (proposed  Lot  1  only), 
Borough  of  Brooklyn. 

_ 

128-58-BZ 

APPLICANT — Charles  M.  Spindler  for  Task  Realty  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  for  extension  of  term  of  vari¬ 
ance  which  expired  July  1,  1973 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Sections  7e,  7f  and  7i  of  the  Zoning  Resolution,  permitting 
in  a  business  use  district,  the  erection  and  maintenance  of 
a  gasoline  service  station,  lubritorium,  auto  laundry — non 
automatic,  office  sale  of  accessories,  minor  repairs  for 
adjustments  with  hand  tools  only,  safety  inspection  station 
and  parking  and  storage  of  motor  vehicles. 

PREMISES  AFFECTED— 285-303  McGuiness  Boulevard 
(formerly  285-303  Oakland  Street),  west  side,  block  front 
between  India  Street  and  and  Java  Street,  Block  2541, 
Lot  30,  Borough  of  Brooklyn. 


321-72-A 

APPLICANT — Norman  Reiffman  for  East  New  York 
Properties,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — appeal  from  a  decision  of  the 


Borough  Superintendent  re-  omission  of  standpipe;  pre¬ 
viously  granted  on  condition. 

PREMISES  AFFECTED — 1000  Pennsylvania  Avenue, 
southwest  corner  of  Wortman  Avenue,  Block  4389,  Lot  1, 
Borough  of  Brooklyn. 


189-73-BZ 

APPLICANT— McGee  &  Morsellino  for  Flushing  Federal 
Savings  &  Loan  Association. 

SUBJECT — Application  March  29,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C4-2  district,  the  erection 
of  a  six  story  and  cellar  enlargement  to  an  existing  bank 
and  office  building  that  will  exceed  the  permitted  floor 
area  ratio,  penetrate  the  sky  exposure  plane  and  have  less 
than  the  required  accessory  parking. 

PREMISES  AFFECTED— 136-21  Roosevelt  Avenue,  north 
side,  175  feet  east  of  Main  Street,  Block  4980,  Lot  11, 
Flushing,  Borough  of  Queens.  Community  Board  #7. 

Laid  over  from  October  23,  1973,  at  the  request  of 

applicant  and  Community  Board. 


265-73-BZ 

APPLICANT — Guerino  Salerni  for  Joseph  Shaw,  owner. 
SUBJECT— Application  May  1,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-50  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-2  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  warehouse  that  en¬ 
croaches  on  the  required  yard  along  a  district  boundary. 
PREMISES  AFFECTED— 41-31  39th  Street,  east  side, 
198.95  feet  North  of  43rd  Avenue,  Block  187,  Lot  9,  Long 
Island  City,  Borough  of  Queens.  Community  Board  #2. 

Laid  over  from  October  23,  1973,  at  the  request  of  the 
Community  Board. 


229-73-BZ 

APPLICANT — Alfonso  Duarte  for  Ferndale  Farms,  Incor¬ 
porated  and  Gimpel  Farms,  Incorporated,  owner. 

SUBJECT — Application  April  18,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  M2-1  district,  the  con¬ 
version  of  an  existing  two  story  building  from  a  milk 
processing  plant  to  a  school  and  dormitory. 

PREMISES  AFFECTED — 50-60  Hinsdale  Street,  west 
side,  75  feet  north  of  Liberty  Avenue,  Block  3681,  Lot 
1,  Borough  of  Brooklyn. 


331-73-BZ 

APPLICANT — Leonard  P.  Rothkrug  for  Herbert,  Korn- 
spun,  Jack  Levi  &  Arnold  Haber,  owners. 

SUBJECT — Application  May  29,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C4-4,  Ml-1  and  R7-1  district, 
in  an  existing  two  story  building  previously  before  the 
Board,  the  addition  of  apparel  manufacturing  on  the  second 
floor. 

PREMISES  AFFECTED — 451-53  East  Tremont  Avenue, 
north  side,  125  feet  West  of  Washington  Avenue,  Block 
3034,  Lot  52,  Borough  of  The  Bronx.  Community  Board 
#6. 

338-73-BZ 

APPLICANT — Larry  Meltzer  for  Isidore  &  Sarah  Margel, 
owners ;  Leonard  Goldberg  Developers,  Incorporated, 
lessee. 
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SUBJECT — Application  June  1,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C8-1  and  R5  district,  in  con¬ 
junction  with  the  erection  of  retail  stores  the  expansion  of 
the  accessory  parking  area  into  the  residence  district  with 
curb  cuts  within  50  feet  of  intersecting  streets. 

PREMISES  AFFECTED— 2371/2395  Flatbush  Avenue  and 
1935/1947  East  51st  Street,  northeast  corner,  Block  8529, 
Lots  4,  7,  8,  Borough  of  Brooklyn.  Community  Board 
#18. 


406-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Shaare  Zion  Con¬ 
gregation,  owner. 

SUBJECT — Application  July  6,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  and  R5  district,  the 
erection  of  a  four  story  enlargement  to  a  Synagogue  for 
use  as  a  youth  center  with  less  than  the  required  accessory 
parking. 

PREMISES  AFFECTED— 2003  East  5th  Street  and  2030 
Ocean  Parkway,  west  side,  182.2  feet  south  of  Avenue  T, 
Block  7108,  Lots  17,  18,  69,  78  and  79,  Borough  of  Brook¬ 
lyn.  Community  Board  #13. 


448-73-BZ 

APPLICANT — Lama,  Vassalotti  and  Ladau  for  H.  Bernard 
Shanik,  co-owner ;  Queens  County  Savings  Bank,  lessee. 

SUBJECT — Application  July  31,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-21  and  73-52  of 
the  Zoning  Resolution,  to  permit  in  a  C8-1  and  R7-1  dis¬ 
trict,  in  conjunction  with  the  erection  of  a  one  story  bank, 
the  expansion  of  the  accessory  parking  into  residence  dis¬ 
trict. 

PREMISES  AFFECTED— 7602  to  7620  Northern  Boule¬ 
vard,  76-10  Northern  Boulevard  (official),  southeast  corner 
of  76th  Street,  Block  1249,  Lot  1,  Jackson  Heights,  Bor¬ 
ough  of  Queens.  Community  Board  #3. 


516-73-BZ 

APPLICANT — Sheldon  Lobel  for  Ercole  Fabbri,  owner. 

SUBJECT — Application  September  14,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection 
of  a  two  story  and  basement  two  family  dwelling  that 
encroaches  on  the  required  front  yard. 

PREMISES  AFFECTED — 18-06  26th  Avenue,  southeast 
corner  of  18th  Street,  Block  886,  Lot  32,  Astoria,  Borough 
of  Queens.  Community  Board  #1. 


77-73-BZ 

APPLICANT — Andrew  Tsarsis  for  Shiloh  Homes,  Incor¬ 
porated,  owner. 

SUBJECT — Application  January  31,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection  of 
a  one  story  building  for  use  as  retail  stores  with  accessory 
parking  in  the  open  area. 

PREMISES  AFFECTED— 8301-8309  Flatlands  Avenue, 
763-775  East  83rd  Street,  northeast  corner,  Block  8004, 
Lots  7,  9,  Borough  of  Brooklyn. 

Laid  over  from  October  16,  1973,  for  continued  hearing. 

JOSEPH  B.  KLEIN,  Chairman 


NOVEMBER  20,  1973,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  morning,  November  20,  1973,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

283-73-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — State  Homes,  Incorporated. 
SUBJECT — Application  May  7,  1973 — or  modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 72-54/62  Main  Street,  Block 
6613,  Lot  64,  Flushing,  Borough  of  Queens. 


438-73-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Kent  Realty. 

SUBJECT — Application  July  26,  1973 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMJSES  AFFECTED— 136-49— 51-53  Roosevelt  Ave¬ 
nue,  north  side,  433.29  feet  north  of  Union  Street,  Block 
4980,  Lot  64,  Flushing,  Borough  of  Queens. 


439-73-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Kent  Realty. 

SUBJECT — Application  July  26,  1973 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 136-43,  45,  47,  47A  Roosevelt 
Avenue,  north  side,  425  feet  east  of  Main  Street,  Block 
4980,  Lot  67,  Flushing,  Borough  of  Queens. 


440-73-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Spiridoula  Alfogianis. 

SUBJECT — Application  July  26,  1973 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 163-15  Oak  Avenue,  northwest 
corner  of  163rd  Place,  Block  5493,  Lot  1,  Flushing,  Bor¬ 
ough  of  Queens. 


442-73-A 

APPLICANT — Morris  Feinstein  for  John  Buccieri,  owner. 

SUBJECT — Application  July  27,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 120  Androvette  Street,  south¬ 
west  corner  of  Kreischer  Street,  Block  7596,  Lot  42, 
Charleston,  Borough  of  Richmond. 


454-73-A 

APPLICANT — Leonard  F.  Rothkrug  for  The  Alley  Com¬ 
pany,  owner. 

SUBJECT — Application  August  6,  1973 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  Interpretation 
of  Zoning  matter — subdivision  of  lot. 

PREMISES  AFFECTED— 7  MacDougal  Alley,  north  side, 
79.6  feet  east  of  MacDougal  Street,  Block  551,  Lot  122, 
Borough  of  Manhattan. 


455-73-A 

APPLICANT — Leonard  F.  Rothkrug  for  The  Ronile  Com¬ 
pany,  owner. 
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SUBJECT — Application  August  6,  1973 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  Interpretation 
of  Zoning  matter — subdivision  of  lot,  lot  line,  windows  and 
rear  yard  contrary  to  M.D.  Law. 

PREMISES  AFFECTED— 24  West  8th  Street,  south  side, 
72.10  feet  east  of  MacDougal  Street,  Block  551,  Lot  22, 
Borough  of  Manhattan. 


558-73-A 

APPLICANT — Kweller  and  Dubin  Associates  for  Lifeline 
Center  for  Child  Development,  Incorporated,  owner. 

SUBJECT — Application  October  17,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  school  in  two 
story  frame  structure. 

PREMISES  AFFECTED — 84-68  169th  Street,  west  side, 
85  feet  north  of  Gothic  Drive,  Block  9860,  Lot  39,  Jamaica, 
Borough  of  Queens. 

JOSEPH  B.  KLEIN,  Chairman 
— 

NOVEMBER  27,  1973,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  morning,  November  27,  1972,  at  10  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  fol¬ 
lowing  matters : 

993-57-BZ 

,  APPLICANT — Atkin  and  Bassolino  for  Bestofall  Realty 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — to  withdraw  the 
application  to  reopen  and  extend  the  term  of  variance 
which  expired  June  24,  1973 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under  Sec¬ 
tions  7f,  7i  and  7 A  of  the  Zoning  Resolution,  permitting 
in  a  business  use  district,  the  erection  and  maintenance  of 
a  gasoline  service  station,  office,  sales,  storage  room,  lubri- 
torium,  auto  wash,  minor  auto  repairs  and  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles  with  business 
entrances  and  show  windows  within  75  feet  of  the  residence 
use  district. 

PREMISES  AFFECTED — 4728-4736  White  Plains  Road, 
and  701-707  St.  Ouens  Street,  northeast  corner,  Block  5113, 
Lot  21,  Borough  of  The  Bronx. 


315-58-BZ 

APPLICANT — Larry  Meltzer  for  Exxon  Corporation, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  October  7, 
1973 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Sections  7e,  7f  and  7i  of  the 
Zoning  Resolution,  permitting  in  a  retail  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station,  and 
the  conjunctive  uses  of  lubritorium,  auto  laundry  (non¬ 
automatic),  minor  auto  repairs  with  hand  tools  only  and 
parking  of  motor  vehicles. 

PREMISES  AFFECTED— 109-19  Horace  Harding  Ex¬ 
pressway,  north  side,  triangular  block  from  Saultell  Ave¬ 
nue  to  Waldron  Street,  Block  1969,  Lot  2,  Corona,  Borough 
of  Queens. 

528-71-BZ 

APPLICANT — Larry  Meltzer  for  Exxon  Corporation, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  October  3, 


1973 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Sections  72-21  and  11-412  of 
the  Zoning  Resolution,  permitting  in  an  R3-2  district,  the 
enlargement  in  lot  area  and  reconstruction  of  an  automotive 
service  station  with  accessory  uses. 

PREMISES  AFFECTED— 133-44  150th  Street  and  149-17 
North  Conduit  Avenue,  northwest  corner,  Block  12116,  Lot 
1,  South  Jamaica,  Borough  of  Queens. 

1423-39-BZ — Vol.  II 

APPLICANT — Lama  and  Vassalotti  for  Getty  Oil  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  December  9, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7f,  7i  and  7e  of  the 
Zoning  Resolution,  permitting  in  a  retail  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station  with 
accessory  uses  of  lubritorium,  minor  auto  repairs,  car 
washing,  office  and  sales  and  storage. 

PREMISES  AFFECTED— 2102-2124  Avenue  Z,  2609-2615 
East  21st  Street,  southeast  corner,  2602-2604  East  22nd 
Street  and  2101-2123  Jerome  Avenue,  Block  7441,  Lot  371, 
Borough  of  Brooklyn. 


391-58-BZ 

APPLICANT — Lama  and  Vassalotti  for  Bernard  Benson, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  November  13, 
1973 — decision  of  the  Borough  Superintendent,  previously 
granted  on  condition  under  Section  7h  of  the  Zoning 
Resolution,  permitting  in  a  retail  and  residence  use  dis¬ 
trict,  the  extension  into  the  residence  portion  of  the  plot 
of  a  parking  lot  for  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 1312-1318  Taylor  Avenue  Ave¬ 
nue,  east  side  97.27  feet  north  of  Westchester  Avenue, 
Block  3878,  Lot  9,  Borough  of  The  Bronx. 


311-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Sun  Oil  Company, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
11-412  of  the  Zoning  Resolution,  permitting  in  an  R5  dis¬ 
trict,  the  reduction  in  floor  area  and  reconstruction  of  an 
automotive  Service  station  with  acessory  uses  previously 
before  the  Board. 

PREMISES  AFFECTED — 1901  to  1911  Cropsey  Avenue, 
northeast  corner  of  19th  Avenue,  Block  6439,  Lot  5,  Bor¬ 
ough  of  Brooklyn. 


266-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Home  Care  Prod¬ 
ucts,  Incorporated,  owner. 

SUBJECT — Application  April  30,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-01  (b)  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R3-2  district,  the 
erection  of  a  one  story  enlargement  to  an  existing  paper 
products  manufacturing  establishment  previously  before 
the  Board  that  increases  the  degree  of  non-conformity  and 
non-compliance. 

PREMISES  AFFECTED — 115-58  Dunkirk  Street,  west 
side,  80.32  feet  north  of  Newburg  Street,  Block  10315,  Lot 
134,  St.  Albans,  Borough  of  Queens.  Community  Board 
#12. 
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451-73-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Patrick  Fitz¬ 
gerald,  owner. 

SUBJECT — Application  August  3,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl -3  district,  in  an  existing 
three  story  building,  the  enlargement  in  area  of  the  first 
floor  restaurant  that  increases  the  degree  of  non-compliance 
in  floor  area  ratio. 

PREMISES  AFFECTED — 148  7th  Avenue,  west  side,  70 
feet  north  of  Garfield  Place,  Block  963,  Lot  60,  Borough 
of  Brooklyn.  Community  Board  #6. 


459-73-BZ 

APPLICANT — Flarry  A.  Yarish  for  Joseph  Angelone, 
owner. 

SUBJECT — Application  August  10,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  73-50  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C8-1  district,  the  erection  of 
a  one  story  enlargement  to  an  existing  supermarket  that 
will  encroach  on  the  required  yard  along  a  district 
boundary. 

PREMISES  AFFECTED — 2424-48  Flatbush  Avenue,  west 
side,  80  feet  south  of  Avenue  T,  Block  8542,  Lot  46,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #13. 


481-73-BZ 

APPLICANT — Samuel  J.  Kisseloff  for  C  A  C  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  August  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  on  a  plot  previ¬ 
ously  before  the  Board,  the  enlargement  in  loit  area  and  the 
erection  of  a  new  structure  to  be  occupied  with  offices  for 
an  open  contractors  establishment  with  accessory  parking 
of  10  trucks. 

PREMISES  AFFECTED — 1775  Allerton  Avenue,  north¬ 
west  corner  of  Wickham  Avenue,  Block  4803,  Lot  19,  Bor¬ 
ough  of  The  Bronx.  Community  Board  #12. 


525-73-BZ 

APPLICANT — Peter  Casini  for  William  T.  Allaire,  owner. 

SUBJECT — Application  September  24,  1973- — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  on  a  plot  with  less 
than  the  required  lot  area  and  lot  width,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio  and  has  less  than  the  required  open  space  ratio. 

PREMISES  AFFECTED— 33-64  191st  Street,  west  side, 
200  feet  north  of  35th  Avenue,  Block  5259,  Lot  38,  Flushing, 
Borough  of  Queens.  Community  Board  #11. 


526-73-BZ 

APPLICANT — Peter  Casini  for  William  T.  Allaire,  owner. 

SUBJECT — Application  September  24,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R2  district,  the  maintenance 
of  a  two  family  dwelling  that  will  exceed  the  permitted 
floor  area  ratio  and  have  less  than  the  required  open  space 
ratio  and  lot  area  per  dwelling  unit. 

PREMISES  AFFECTED — 33-60  191st  Street,  west  side, 
238.6  feet  north  of  35th  Avenue,  Block  5259,  Lot  36,  Flush¬ 
ing,  Borough  of  Queens.  Community  Board  #11. 


527-73-BZ 

APPLICANT — Peter  Casini  for  William  T.  Allaire,  owner. 

SUBJECT — Application  September  24,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  distict,  on  a  plot  with  less 
than  the  required  lot  area  and  lot  width,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio  and  has  less  than  the  required  open  space  ratio. 

PREMISES  AFFECTED— 33-56  191st  Street,  west  side, 
281.6  feet  north  of  35th  Avenue,  Block  5259,  Lot  33,  Flush¬ 
ing,  Borough  of  Queens.  Community  Board  #11. 

JOSEPH  B.  KLEIN,  Chairman 


NOVEMBER  27,  1973,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  November  27,  1972,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 


441-73-A 

APPLICANT — Paul  G.  Mauch  for  George  A.  Krug  Baking 
Company,  Incorporated,  owner;  R.  K.  G.  Affiliates,  Incor¬ 
porated,  lessee. 

SUBJECT — Application  July  27,  1973 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  sprinkler 
systems. 

PREMISES  AFFECTED — 138-54  94th  Avenue,  southeast 
corner  of  138th  Place,  Block  9991,  Lot  1,  Jamaica,  Bor¬ 
ough  of  Queens. 


300-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Louis  Nesser  585  5th  Avenue 
Corporation,  owner. 

SUBJECT — Application  May  23,  1969 — appeal  for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 585  5th  Avenue,  eastside,  80 
feet  north  of  East  47th  Street,  Block  1283,  Lot  4,  Borough 
of  Manhattan. 


541-72-A 

APPLICANT — Larry  Meltzer  for  Associated  Equities, 
owner. 

SUBJECT — Application  August  15,  1972 — decision  of  the 
Borough  Superintendent,  re-  egress 

PREMISES  AFFECTED— 137-139  Grand  Street,  south- 
side,  50.1  feet  east  of  Crosby  Street,  Block  233,  Lot  10, 
Borough  of  Manhattan. 

457-73-A 

APPLICANT— H.  A.  Pfeifer  for  W.  W.  Henry  Company, 
owner. 

SUBJECT — Application  August  8,  1973 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner,  re-  packaging  of  flamma¬ 
ble  mixture  known  as  Henry  #113  Drywall  Stud  Mastic, 
in  30  ounce  fiber  tubes  and  Henry  #117  Panel  &  Construc¬ 
tion  Adhesive,  Griptite  #117  Panel  &  Construction  Adhe¬ 
sive,  Atlantic  Building  Panel  &  Construction  Adhesive  in 
11  ounce  fiber  tubes,  not  in  compliance  with  Adm.  Code. 


467-73-A 

APPLICANT — Max  Siegel  Associates  for  Howard  Beach 
Estates,  Incorporated,  owner. 
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SUBJECT — Application  August  16,  1973 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  frame  building 
within  fire  district. 

PREMISES  AFFECTED— 155-49  Bridgeton  Street,  east 
side,  80  feet  north  of  156th  Avenue,  Block  14141,  Lot  42, 
Howard  Beach,  Borough  of  Queens. 


468-73-A 

APPLICANT — Max  Siegel  Associates  for  Howard  Beach 
Estates,  Incorporated,  owner. 

SUBJECT — Application  August  16,  1973 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  frame  building 
within  fire  district. 

PREMISES  AFFECTED — 155-45  Bridgeton  Street,  east 
side,  120  feet  north  of  156th  Avenue,  Block  14141,  Lot  144, 
Howard  Beach,  Borough  of  Queens. 


469-73-A 

APPLICANT — Max  Siegel  Associates  for  Howard  Beach 
Estates,  Incorporated,  owner. 

SUBJECT — Application  August  16,  1973— appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  frame  building 
within  fire  district. 


PREMISES  AFFECTED — 155-41  Bridgeton  Street,  east 
side,  160  feet  north  of  156th  Avenue,  Block  14141,  Lot  42, 
Howard  Beach,  Borough  of  Queens. 


470-73-A 

APPLICANT — Max  Siegel  Associates  for  Howard  Beach 
Estates,  Incorporated,  owner. 

SUBJECT — Application  August  16,  1973 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  frame  building 
within  fire  district. 

PREMISES  AFFECTED — 155-33  Bridgeton  Street,  east 
side,  240  feet  north  of  156th  Avenue,  Block  14141,  Lot  51, 
Howard  Beach,  Borough  of  Queens. 


471-73-A 

APPLICANT — Max  Siegel  Associates  for  Howard  Beach 
Estates,  Incorporated,  owner. 

SUBJECT — Application  August  16,  1973— appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  frame  building 
within  fire  district. 

PREMISES  AFFECTED — 155-37  Bridgeton  Street,  east 
side,  200  feet  north  of  156th  Avenue,  Block  14141,  Lot  50, 
Howard  Beach,  Borough  of  Queens. 

JOSEPH  B.  KLEIN,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  OCTOBER  23,  1973  10  A.M. 

Present:  Chairman  Klein,  Vice  Chairman  Agusta, 

Commissioner  Hornstein,  Commissioner  Walsh  and 
Commissioner  Carroll. 


The  minutes  of  the  regular  meeting  of  the  Board  held  on 
Tuesday  morning  and  afternoon,  October  9,  1973,  were  ap¬ 
proved  as  printed  in  the  Bulletin  of  October  18,  1973,  Vol. 
58,  No.  42. 


1128-64- A 

APPLICANT — Reavis  and  McGrath  for  The  Durst  Build¬ 
ing  Corporation,  long  term  lessee;  Bond  Stores,  Incor¬ 
porated,  sub  lessee,  United  States  Steel  and  Carnegie 
Pension  Funds,  Incorporated,  as  Trustee  for  the  United 
States  Steel  Corporation  Non-Contributory  Pension  Plan 
and  as  Trustee  or  United  States  Steel  Corporation  Con¬ 
tributory  Pension  Plan,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  January  20,  1971 — appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re-  sprin¬ 
kler  system,  restored  to  Docket  by  order  of  the  Court ; 
previously  granted  on  condition. 

PREMISES  AFFECTED — 1530  Broadway,  southeast  cor¬ 
ner  of  West  45th  Street,  Block  997,  Part  of  Lot  1, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Reginald  S.  Hardy. 

For  Administration:  Capt.  John  F.  Petraglia,  F.  D. 

ACTION  OF  BOARD — Application  to  waive  the  Rules  of 
Procedure,  reopen  and  extend  the  term  of  the  modification 


denied. 

THE  VOTE— 

Affirmative :  .  0 

Negative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 
Commissioner  Carroll  .  5 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
July  21,  1970,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
term  of  variance;  and 

Whereas,  the  Board  deems  that  the  Rules  of  Procedure 
should  not  be  waived  and  that  the  term  of  the  modification 
should  not  be  extended. 

Resolved,  that  the  application  to  waive  the  Rules  of  Pro¬ 
cedure,  reopen  and  extend  and  the  term  of  the  modification 
be  and  it  hereby  is  denied. 


24-70-A 

APPLICANT — Schalk  Chemical  Division  of  Red  Devil,  In¬ 
corporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — appeal  from  a  decision  of  the 
Fire  Commissioner  re-  packaging  of  flammable  mixture 
known  as  Speed  Demon  Panel  and  Construction  Adhesive 
in  1/10  gallon  foil  lined  Chemtest  cartridge  without  a 
replaceable  top  or  cap  not  in  compliance  with  regulations 
of  the  Administrative  Code  of  New  York  City;  previously 
granted  on  condition. 

APPEARANCES— 

For  Applicant :  Bradley  Chalk. 


ACTION  OF  BOARD — Application  reopened  and  resolution 
amended. 

THE  VOTE— 

Affirmative :  Chairman  Kelin,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
March  24,  1970,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March 
24,  1970,  by  adding  thereto: 

“that  the  trade  name  of  this  product  may  be  changed  to 
‘Red  Devil  Panel  and  Construction  Adhesive’,  on  con¬ 
dition  that  other  than  as  herein  amended  the  resolution 
above  cited  shall  be  complied  with  in  all  respects.”  (F.D. 
Folder  No.  122-3738) 


416-56-BZ 

APPLICANT- — Lama  and  Vassalotti  for  Pampach  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure,  reopening  for  extension  of  term 
of  variance  which  expired  February  18,  1973  and  for 
amendment — decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition  under  Sections  7e,  7f,  7h,  7i 
and  7 A  of  the  Zoning  Resolution,  permitting  in  a  retail 
and  gasoline  service  station,  lubritorium  car  washing, 
minor  auto  repairs,  store  and  storage  room,  with  show 
windows  and  sign  within  75  feet  of  a  residence  use  district 
and  the  parking  and  storage  of  motor  vehicles. 

PREMISES  AFFECTED — 2237-2249  Westchester  Avenue 
and  2101-2115  Glebe  Avenue,  northwest  corner,  Block 
3963,  Lot  57  (formerly  Lots  57  and  62)  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened,  term  of  variance  extended  and  resolution 
amended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carrol  .  5 

Negative:  .  0 

RESOLUTION— 


Whereas, _  this  application  was  granted  by  the  Board  on 
April  18,  1958,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
October  23,  1973,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeal  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  April  18,  1958,  as  amended  through 
February  21,  1967,  by  adding  thereto: 

‘  that  this  variance  shall  continue  for  a  term  of  ten  years 
from  the  date  of  this  amended  resolution;  and  that  the 
accessory  building  shall  substantially  conform  to  revised 
drawing  of  proposed  and  existing  conditions  marked  ‘Re¬ 
ceived  August  14,  1973’,  one  sheet,  on  condition  that 
other  than  as  herein  amend  the  resolution  above  cited 
shall  be  complied  with  in  all  respects;  and  that  a  new 
Certificate  of  Occupancy  shall  be  obtained.”  (N.B.  907-56 
and  B.N.  626-73) 
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237-69-BZ 

APPLICANT — Robert  F.  Germain  for  Gulf  Oil  Company, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Sections 
72-21  and  11-412  of  the  Zoning  Resolution,  permitting  in  an 
R3-2  district,  the  enlargement  in  lot  area  and  reconstruc¬ 
tion  of  an  automotive  service  station  with  accessory  uses 
previously  before  ithe  Board. 

PREMISES  AFFECTED — 2420  Richmond  Road,  northeast 
corner  of  New  Dorp  Lane,  Block  3627,  Lot  1,  New  Dorp, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Robert  F.  Germain. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 

Commissioner  Carrol  .  5 

Negative:  .  0 

RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  22,  1969,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  22, 
1969,  by  adding  thereto  : 

“that  the  gasoline  pumps  shall  conform  to  revised  draw¬ 
ing  of  proposed  conditions  marked  ‘Received  August  22, 
1973’,  one  sheet,  on  condition  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects.”  (Misc.  5373) 


190-72-BZ 


APPLICANT — Larry  Meltzer  for  S.  Keith  Vendryes, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  July  18,  1973 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  C8-1  and  R6  district,  the  erec¬ 
tion  of  a  two  story  enlargement  to  an  existing  silver 
plating  shop  with  accessory  offices  that  will  exceed  the 
permitted  floor  area  ratio. 

PREMISES  AFFECTED— 87-83  to  87-85  139th  Street,  east 
side,  70  feet  south  of  Hillside  Avenue,  Block  9685,  Lots  50 
and  51,  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
July  18,  1972,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  18, 


1972,  only  as  to  the  time  to  complete  the  work,  so  that  as 

amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 

(Alt.  1464-71) 

819-52-BZ 

APPLICANT — Kenneth  H.  Koons  for  Jimjon  Realty  In¬ 
corporated,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  extension  of  term  of  variance 
which,  expired  May  28,  1973— decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  7i  of  the  Zoning  Resolution,  permitting  in  a  resi¬ 
dence  use  district,  the  change  in  occupancy  from  five-car 
garage  to  motor  vehicle  repair  shop. 

PREMISES  AFFECTED — 1890  Watson  Avenue  and  1077 
White  Plains  Road,  southwest  corner,  Block  3732,  Lot  49, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applirant :  None. 

ACTION  OF  BOARD— Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
March  17,  1953,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
October  23,  1973,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  March  17,  1953,  as  amended  through 
April  9,  1968,  only  as  to  the  term  of  the  variance,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“granted  for  a  term  of  five  years  from  the  date  of  this 

amended  resolution,  to  permit  . ; 

on  condition  that  the  front  of  the  building  shall  be 
cleaned  and  the  doors  painted ;  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects,  and  that  a  new  Certificate  of  Occu¬ 
pancy  shall  be  obtained.”  (ALt.  910-52) 

874-72-BZ 

APPLICANT — Atkin  and  Bassolino  for  Rita  Riedler  and 
Herman  Konig,  owners. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  for  extension  of  term  of  vari¬ 
ance  which  expired  May  28,  1973 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  7h  of  the  Zoning  Resolution,  permitting  in  a  resi¬ 
dence  use  district,  the  parking  and  storage  of  motor 
vehicles. 

PREMISES  AFFECTED — 1744-1750  Zerega  Avenue  and 
2403-2409  Fuller  Avenue,  northeast  corner,  Block  3997, 
Lot  1,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Harry  Atkin. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein.  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 
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THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
June  9,  1953,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
October  23,  1973,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  wraive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  June  9,  1953,  as  amended  through 
October  1,  1968,  only  as  to  the  term  of  the  variance,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“ granted  for  a  term  of  five  years  from  the  date  of  this 

amended  resolution,  to  permit  . ; 

on  condition  that  the  sidewalks  in  front  of  this  lot  on 
Zerega  Avenue  and  Fuller  Street  shall  be  paved  for  their 
full  width  in  accordance  with  the  rules  and  regulations 
of  the  Department  of  Highways ;  that  all  fences  shall  be 
made  to  comply  with  the  requirements  of  Section  25-66 
of  the  Zoning  Resolution ;  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects,  and  that  a  new  Certificate  of  Occu¬ 
pancy  shall  be  obtained.”  (Alt.  833-52) 


189-73-BZ 

APPLICANT — McGee  &  Morsellino  for  Flushing  Federal 
Savings  &  Loan  Association. 

SUBJECT — Application  March  29,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C4-2  district,  the  erection 
of  a  six  story  and  cellar  enlargement  to  an  existing  bank 
and  office  building  that  will  exceed  the  permitted  floor 
area  ratio,  penetrate  the  sky  exposure  plane  and  have  less 
than  the  required  accessory  parking. 

PREMISES  AFFECTED— 136-21  Roosevelt  Avenue,  north 
side,  175  feet  east  of  Main  Street,  Block  4980,  Lot  11, 
Flushing,  Borough  of  Queens.  Community  Board  #7. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition :  Emanuel  Weintraub. 

ACTION  OF  BOARD — Laid  over  to  November  20,  1973,  at 
10  A.M.,  at  the  request  of  applicant  and  Community 
Board. 


351-73-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  John  Baris, 
owner. 

SUBJECT — Application  June  11,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
two  family  dwelling  that  encroaches  on  the  required  side 
yard  and  has  a  balcony  within  the  required  front  yard. 

PREMISES  AFFECTED — 32-51  42nd  Street,  east  side, 
355.28  feet  north  of  34th  Avenue,  Block  690,  Lot  17,  As¬ 
toria,  Borough  of  Queens.  Community  Board  #1. 

APPEARANCES— 

For  Applicant:  Anthony  M.  Salvati. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  October  30,  1973,  at 
10  A.M.,  for  decision;  hearing  closed. 


352-73-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  John  Baris, 
owner. 

SUBJECT — Application  June  11,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 


two  family  dwelling  with  a  balcony  within  the  required 
front  yard. 

PREMISES  AFFECTED— 32-49  42nd  Street,  east  side 

381.43  feet  north  of  34th  Avenue,  Block  690,  Lot  118,  As¬ 
toria,  Borough  of  Queens.  Community  Board  #1. 

APPEARANCES— 

For  Applicant :  Anthony  M.  Salvati. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  October  30,  1973,  at 
10  A.M.,  for  decision;  hearing  closed. 

353-73-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  John  Baris, 
owner. 

SUBJECT — Application  June  11,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
two  family  dwelling  that  encroaches  on  the  required  side 
yard  and  has  a  balcony  within  the  required  front  yard. 
PREMISES  AFFECTED — 32-47  42nd  Street,  east  side, 

403.43  feet  north  of  34th  Avenue,  Block  690,  Lot  119, 
Astoria,  Borough  of  Queens.  Community  Board  #1. 

APPEARANCES— 

For  Applicant:  Anthony  M.  Salvati. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  October  30,  1973,  at 
10  A.M.,  for  decision;  hearing  closed. 


166-73-BZ 

APPLICANT — Joseph  A.  Gioia  for  Jabbal  Realty  Corpo¬ 
ration,  owner. 

SUBJECT — Application  March  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  73-50  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C8-2  district,  the  erection  of 
a  one  story  automobile  sales,  repair  and  service  establish¬ 
ment  that  will  encroach  on  the  required  yard  along  a  dis¬ 
trict  boundary. 

PREMISES  AFFECTED — 1836  McDonald  Avenue,  west 
side,  187.57  feet  south  of  Avenue  P,  Block  6632,  Lot  17, 
Borough  of  Brooklyn,  Community  Board  #13. 

APPEARANCES— 

For  Applicant :  Joseph  A.  Gioia,  Stanley  J.  Sherman  and 
Irving  Perelstein. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  November  7,  1973, 
at  10  A.M.,  for  decision;  hearing  closed. 


265-73-BZ 

APPLICANT — Guerno  Salerni  for  Joseph  Shaw,  owner. 
SUBJECT — Application  May  1,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-50  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-2  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  warehouse  that  en¬ 
croaches  on  the  required  yard  along  a  district  boundary. 
PREMISES  AFFECTED — 41-31  39th  Street,  east  side, 
198.95  feet  north  of  43rd  Avenue,  Block  187,  Lot  9,  Bor¬ 
ough  of  (Long  Island  City)  Queens.  Community  Board 
#2. 

APPEARANCES— 

For  Applicant:  Guerino  Salerni  and  Nicholas  Joseph. 

For  Opposition:  James  J.  McGuire,  Mary  Collins,  Yvonne 
Kuchler,  Betty  Heins,  Mary  Schmierer,  Frank  Perazzo 
and  Victoria  Wriehsnig. 

ACTION  OF  BOARD — Laid  over  to  November  20,  1973  at 
10  A.M.,  at  the  request  of  the  community  board. 
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291-73-BZ 

APPLICANT — Lama  &  Vassalotti  for  Lu-Berk  Properties, 
Incorporated,  owners. 

SUBJECT — Application  May  9,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C6-1  district,  the  rearrangement 
and  alteration  to  an  existing  automobile  service  station 
and  the  addition  to  the  uses  to  include  automobile  laundry. 

PREMISES  AFFECTED — 199-205  Bowery,  east  side,  100 
feet  South  of  Rivington  Street,  Block  425,  Lot  9,  Borough 
of  Manhattan.  Community  Board  #3. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  November  13,  1973  at 
10  A.M.,  for  decision;  applicant  to  submit  additional  infor¬ 
mation. 


296-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Joseph  &  Lillian 
Costa,  owner ;  American  Motors  Realty  Corporation, 
lessee. 

SUBJECT — Application  May  17,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C2-1  and  R3-2  district,  the 
erection  of  a  one  story  automobile  sales  and  service  estab¬ 
lishment  with  open  sales  and  storage  of  new  and  used  cars 
and  accessory  parking. 

PREMISES  AFFECTED— 2160  and  2180  Hylan  Boulevard 
and  1  to  30  Zwicky  Avenue,  northeast  corner,  Block  3691, 
Lots  1,  3,  5,  7,  9,  11,  14,  18  &  41,  Borough  of  (Grant  City) 
Richmond.  Community  Board  #3. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition:  Charles  H.  Burger. 

For  Administration:  Joseph  A.  Sherry,  Office  of  the 
Mayor,  Office  of  S.  I.  Development. 

ACTION  OF  BOARD — Laid  over  to  November  7,  1973  at 
10  A.M.,  for  hearing;  at  request  of  Staten  Island  Office  of 
Development. 

447-73-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Suttforbs 
Realty  Corporation,  owner,  Board  of  Education,  lessee. 

SUBJECT— Application  July  30,  1973— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  R4  district,  the  erection  of  a  three 
story  and  cellar  school  annex  that  exceeds  the  permitted 
lot  coverage,  encroaches  on  the  required  front  and  side 
yards  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 340  Forbell  Avenue,  northwest 
corner  of  Sutter  Avenue,  Block  4258,  Lot  36,  Borough  of 
Brooklyn.  Community  Board  #5. 

APPEARANCES— 

For  Applicant :  Anthony  M.  Salvati. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  November  7,  1973,  at 
10  A.M.,  for  decision;  hearing  closed. 


232-73-BZ 

APPLICANT — Charles  M.  Spindler  for  Pearl  Barclay, 
owner. 

SUBJECT — Application  April  23,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  district,  the  erection  of  a 


one  story  building  for  use  as  an  automobile,  truck  and 
motorcycle  repair  shop. 

PREMISES  AFFECTED — 23-15  31st  Street,  east  side,  125 
feet  south  of  23rd  Avenue,  Block  835,  Lot  33,  Astoria, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

For  Opposition:  None. 

ACTION  Oh  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative :  .  Q 


284-73-BZ 

APPLICANT — Sol  Niego  for  Robert  Francis,  owner. 
SUBJECT — Application  May  8,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  construction 
and  maintenance  of  a  public  parking  lot  with  entrances 
and  exits  within  50  feet  of  intersecting  streets. 

PREMISES  AFFECTED — 26-32  Brevoort  Place,  south¬ 
east  corner  of  Bedford  Place,  Block  2022,  Lot  12,  Borough 
of  Brooklyn.  Community  Board  #3. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  Zuela  Knight,  Catherine  E.  Sherrod, 
Reginald  Charles,  Gerald  E.  Waters,  Betty  Simmons 
and  Fred  M.  Allman. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  q 


573-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  of  Liebman  Realty 
Corporation,  owner. 

SUBJECT — Application  September  12,  1972— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R8  district,  the  conversion 
of  an  accessory  parking  lot  for  a  hospital  to  a  public  park¬ 
ing  lot. 

PREMISES  AFFECTED— 343  to  345  West  30th  Street, 
north  side,  236  feet  east  of  Ninth  Avenue,  Block  754,  Lot 
16,  Borough  of  Manhattan.  Community  Board  #4. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition :  Barbara  Moore. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  Q 


574-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Liebman  Realty 
Corporation,  owner. 
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SUBJECT — Application  September  12,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  to  permit  in  an  R8  district  the  conversion 
of  an  accessory  parking  lot  for  a  hospital  into  a  public 
parking  lot. 

PREMISES  AFFECTED— 337  to  339  West  30th  Street, 
north  side,  321  feet  east  of  Ninth  Avenue,  Block  754,  Lot 
19,  Borough  of  Manhattan.  Community  Board  #4. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition  :  Barbara  Moore. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstedn,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 


344-73-BZ 

APPLICANT — Stanley  H.  Klein  for  Russell  C.  Siebert, 
owner,  Village  Chevrolet,  Incorporated,  lessee. 

SUBJECT — Application  June  7,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-412  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  at  an  existing 
automobile  sales  and  service  establishment  previously  be¬ 
fore  the  Board,  the  enlargement  in  lot  area  and  the  addition 
to  the  uses  to  include  open  parking,  display  and  sale  of 
cars,  car  rental  office  anl  the  sale  of  motor  homes. 
PREMISES  AFFECTED — 222-22  Jamaica  Avenue,  south 
side,  75  feet  east  of  222nd  Street,  Block  10813,  Lots  4  and 
5,  Queens  Village,  Borough  of  Queens.  Community 
t  Board  #13. 

APPEARANCES— 

For  Applicant:  Stanley  H.  Klein. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  September  11,  1973  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  October  23,  1973;  and 
Whereas,  the  decision  of  the  Borough  Superintendent 
dated  June  5,  1973,  acting  on  Alt.  Applic.  500/1973,  reads: 

“1.  The  proposed  enlargement  of  a  Non-conforming 
Use  by  the  addition  of  a  car  rental  office  (U.G.  8),  addi¬ 
tional  open  parking  for  display  and  sales  of  motor  vehi¬ 
cles  (U.G.  16),  the  addition  of  lot  No.  4,  and  the  sale  of 
motor  homes  (U.G.  16),  is  contrary  to  the  B.  S.  A. 
approval  granted  under  Cal.  #637-49-BZ  and  Sec.  22-00 
Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  finds  that  this  is  an  appropriate  case 
in  which  to  permit  under  Section  11-412  of  the  Zoning  Reso¬ 
lution,  the  enlargement  of  the  lot  area  and  addition  to  the 
uses. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  permit  under  Section  11-412  of  the  Zoning  Resolution, 
in  an  R3-2  district,  at  an  existing  automobile  sales  and  service 
establishment  previously  before  the  Board,  the  enlargement 


in  lot  area  and  the  addition  to  the  uses  to  include  open  park¬ 
ing,  display  and  sale  of  cars,  car  rental  office  and  the  sale 
of  motor  homes  on  condition  that  all  work  shall  substantially 
conform  to  drawings  filed  with  this  application  marked 
“Received”  June  7,  1973,  1  sheet,  and  October  11,  1973,  3 
sheets,  and  on  further  condition  that  the  sidewalk  on  95th 
Avenue  be  paved  for  the  entire  width  and  that  all  laws,  rules 
and  regulations  be  complied  with,  and  that  substantial  con¬ 
struction  be  completed  within  one  year  from  the  date  of  this 
resolution. 


357-73-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Mid-City  Associates,  lessee. 

SUBJECT — Application  June  12,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-482  of  the  Zoning 
Resolution,  to  permit  in  a  C6-4  district,  in  an  existing  57 
story  office  building  previously  before  the  Board,  the  in¬ 
crease  in  the  number  of  accessory  parking  spaces. 

PREMISES  AFFECTED— 206-262  West  34th  Street, 
southeast  corner  of  Seventh  Avenue,  Block  783,  Part  of 
Lot  1,  Borough  of  Manhattan.  Community  Board  #5. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  THE  BOARD — Application  granted  on  con¬ 
dition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Commissioner  Hornstein, 
Commissioner  Walsh  and  Commissioner  Carroll  ....  4 


Negative:  .  0 

Not  Voting:  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
October  9,  1973,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  October  23,  1973;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  7,  1973,  acting  on  N.B.  Applic.  85/1968,  reads: 

“C-15.  Proposed  increase  in  permitted  accessory 
parking  spaces  from  395  to  665,  as  indicated  on  Dwgs. 
AK-1  to  AK-4  inclusive,  contrary  to  BS&A  Cal.  #140- 
70-BZ.  Matter  referred  to  BS&A  per  Section  34-14  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-482  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
under  Section  73-482  of  the  Zoning  Resolution,  to  permit  in 
a  C6-4  district,  in  an  existing  57  story  office  building  previ¬ 
ously  before  the  Board,  the  increase  in  the  number  of  acces¬ 
sory  parking  spaces  on  condition  that  all  work  shall  sub¬ 
stantially  conform  to  drawings  filed  with  this  application 
marked  “Received”  June  12,  1973,  5  sheets;  and  that  all  laws, 
rules  and  regulations  applicable  be  complied  with,  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 


460-73-BZ 

APPLICANT — Larry  Meltzer  for  Interboro  Associates, 
Incorporated,  owner ;  LaGuardia  Community  College, 
lessee. 

SUBJECT — Application  August  10,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon- 
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ing  Resolution,  to  permit  in  a  M2-1  district,  in  an  existing 
two  story  cellar  and  sub-cellar  structure  the  conversion  of 
the  sub-cellar  and  cellar  into  a  college. 

PREMISES  AFFECTED— 31-01  to  31-15  Thomson  Av¬ 
enue,  north  side,  290  feet  west  of  Van  Dam  Street  and 
31-02  to  31-10  Skillman  Avenue,  Block  275,  Lot  1,  Long 
Island  City,  Borough  of  Queens.  Community  Board  #2. 

APPEARANCES— 

For  Applicant :  Larry  Meltzer. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
October  16,  1973,  after  due  notice  by  publication  in  the  Bul¬ 
letin ;  laid  over  to  October  23,  1973;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  25,  1973,  acting  on  Alt.  Applic.  172/1972,  reads: 

“1.  The  proposed  use,  in  an  M2-1  District,  of  the 
sub-cellar  and  floors  of  the  existing  two  story  building 
for  a  “college”  is  contrary  to  Section  42-00  of  the  Zoning 
Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an 
M2-1  district,  in  an  existing  two  story,  cellar  and  sub-cellar 
structure,  the  conversion  of  the  sub-cellar  and  cellar  into  a 
college  on  condition  that  all  work  shall  substantially  conform 
to  drawings  filed  with  this  application  marked  “Received” 
August  10,  1973,  10  sheets,  and  that  all  laws,  rules  and  regu¬ 
lations  applicable  be  complied  with,  and  that  substantial  con¬ 
struction  be  completed  within  one  year  from  the  date  of  this 
resolution. 

Adjourned:  11:25  A.M. 

John  B.  Cincotta,  Executive  Director 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  OCTOBER  23,  1973,  2  P.M. 

Present :  Chairman  Klein,  Vice  Chairman  Agusta, 

Commisiioner  Hornstein,  Commissioner  Walsh  and 
Commissioner  Carroll. 

153-73-A 

APPLICANT — Harry  Appleman  far  Carol  Management 
Company,  owner;  Meyer  Brothers  Parking  Systems,  In¬ 
corporated,  lessee. 

SUBJECT — Application  March  7,  1973 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  Public  parking 
garage  in  multiple  dwelling. 


PREMISES  AFFECTED — 85  Livingston  Street,  126.3  feet 
east  of  Court  Street,  Block  266,  Lot  12,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Edward  Herrmann. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  20,  1973,  on  Alt.  Applic.  170/73,  reads: 

“1.  Proposed  public  parking  garage  located  in  a 
multiple  dwelling  is  contrary  to  Sec.  60  M.D.L.” 

and 

W hereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated,  February  20,  1973,  acting  on  Alt.  Applic.  170-73,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  60(3)  of  the  Multiple  Dwell¬ 
ing  Law,  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  vehicles  parking  in  the  transient  space  be 
of  the  pleasure  type  only;  that  there  be  no  more  than  35 
spaces;  that  the  tenants  of  the  apartment  house  may  recap¬ 
ture  any  of  the  spaces  devoted  to  transient  parking  on  30  days 
notice  in  accordance  with  Section  601(b)  of  the  Multiple 
Dwelling  Law ;  on  further  condition  that  the  building  shall 
substantially  conform  to  drawings  marked  “Received”  March 
8,  1973,  3  sheets  and  July  19,  1973,  2  sheets;  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with. 


337-73-A 

APPLICANT — GAF  Corporation,  owner. 

SUBJECT — Application  June  6,  1973 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner,  re-  packaging  of  flammable 
mixture  known  as  “GAF  Vinylweld  II  Seam  Fuser”,  in  .65 
fl.  ounce  metal  tubes  with  blind  end,  not  in  compliance  with 
regulation  of  the  Administrative  Code  of  New  York  City. 

APPEARANCES— 

For  Applicant :  Theodore  E.  Dean. 

For  Administration :  Capt.  J.  F.  Petraglia,  F.  D. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
May  3,  1973,  on  Folder  #122-2406,  reads: 

“We  regret  to  inform  you  that  your  application  to  regis¬ 
ter  your  product  “GAF  Vinylweld  II  Seam  Fuser”  a 
flammable  mixture  having  a  flash  point  below  75  °F.  in 
containers  as  follows :  .65  fl.  oz.  metal  tubes  with  blind 
end  is  disapproved.  Such  containers  are  not  in  compliance 
with  our  regulations  to  wit:  C-19-59.0.C  NYC  Adm. 
Code  requires  that  containers  being  used  to  package 
flammable  mixtures  be  equipped  with  replaceable  tops 
or  caps.” 

and 
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Whereas,  the  drawing  and  sample  of  the  container  were 
reviewed  by  the  Board,  and  it  was  decided  that  the  appeal 
should  be  granted  under  certain  conditions ; 

Resolved,  that  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  May  3,  1973,  acting  on  Folder  No.  122-2406,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  the  condition  that  the  metal  tube  substantially 
comply  with  drawing  filed  August  8,  1973,  1  sheet;  that  the 
label  have  prominently  displayed  instructions  thait  the  entire 
contents  are  to  be  completely  used  upon  initial  opening  and 
that  the  label  be  in  such  style  as  is  satisfactory  to  the  Fire 
Commissioner,  and  that  in  all  other  respects  all  applicable 
laws,  rules  and  regulations  shall  be  complied  with. 


359-73-A 

APPLICANT — Atkin  &  Bassolino  for  B  &  B  Realty  Com¬ 
pany,  owner. 

SUBJECT — Application  June  12,  1973 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  basement  apart¬ 
ment. 

PREMISES  AFFECTED — 1325  Grand  Concourse,  north¬ 
west  corner  of  Clarke  Place,  Block  2840,  Lot  77,  Borough 
of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Harry  Atkin. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  22,  1973,  on  Alt.  Applic.  604/63,  reads: 

“A- 15  Proposed  Apt.  at  Southeast  part  of  Basement 
will  be  in  violation  of  Sec.  216  Sub.  2d  M.D.L.,  as  to 
location  of  windows. 

A-16  On  Section  show  compliance  with  Sec.  216 
Sub.  2b  M.D.L.  &  Sec.  D26-34.09  H.M.C.  as  to  height 
of  ceiling  and  windows  above  curb  level. 

A-17  Proposed  additional  Apt.  in  Basement  will  be 
contrary  to  B.S.A.  Resolution  Cal.  #170-64-A.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  circumstances. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  February  22,  1973,  acting  on  Alt.  Applic.  604/63,  Ob¬ 
jection  Nos.  A15,  A16  and  A17,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  building  shall  substantially  conform  to  drawings 
marked  “Received  February  23,  1973”,  5  sheets,  and  “October 
16,  1973”,  one  sheet;  and  that  all  laws,  rules  and,  regulations 
shall  be  complied  with. 

375-73-A 

APPLICANT — Cities  Service  Oil  Company,  owner. 
SLTBJECT — Application  June  18,  1973 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  packaging  of  combus¬ 
tible  mixtures  known  as  “Citgo  Antifreeze  and  Coolant”, 
“Koldpruf  Antifreeze  and  Coolant”,  “Citgo  Extra  Range 
2-Cycle  Engine  Oil”,  “Citgo  Extra  Range  Snowmobile 
Oil”,  “Yamalube  2-Cycle  Engine  Oil”,  in  one  gallon  plastic 
containers,  one  pint  and  one  quart  metal  cans  and  one  quart 
fibre  cans,  not  in  compliance  with  regulations  of  the  Ad¬ 
ministrative  Code  of  New  York  City. 


APPEARANCES— 

For  Applicant:  Floyd  Terry  Diacon  and  George  R. 
Tovey. 

For  Administration :  Capt.  Petraglia,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
May  8,  1973,  on  Folder  #122-481,  reads: 

“We  regret  to  inform  you  that  your  application  to  regis¬ 
ter  your  products  (1)  Citgo  Antifreeze  and  Coolant,  a 
combustible  mixture  (F.P.  260°  F.)  (2)  Koldpruf  Anti¬ 
freeze  and  Coolant,  a  combustible  mixture  (F.P.  260° 
F.)  in  containers  as  follows:  one  (1)  gallon  plastic  rec¬ 
tangular  container  is  disapproved.  Such  containers  are 
not  in  compliance  with  our  regulations  to  wit :  Sec. 
C-19.62.0.b  NYC  Adm.  Code  requires  that  combustible 
mixture  products  be  packaged  in  metal  or  glass  con¬ 
tainers.” 

and 

Whereas,  the  drawing  and  sample  of  the  one  gallon  plastic 
container  were  reviewed  by  the  Board,  and  it  was  determined 
that  the  appeal  be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
May  8,  1973,  acting  on  Folder  Number  122-481,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  container  comply  with  drawing 
filed  “June  18,  1973”,  one  sheet;  on  further  condition  that  the 
label  on  the  container  be  in  such  style  and  wording  as  is 
satisfactory  to  the  Fire  Commissioner ;  and  that  in  all  other 
respects,  all  laws,  rules  and  regulations  applicable  shall  be 
complied  with. 

458-73-A 

APPLICANT — George  T.  Heery  for  New  York  City  Parks, 
Recreation  and  Cultural  Affairs  Administration,  owner. 
SUBJECT — Application  August  10,  1973 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  storage  of  liquified 
chlorine  gas. 

PREMISES  AFFECTED — 126-27  150th  Street,  northwest 
corner  of  Rockaway  Boulevard,  Block  12118,  Lot  1,  Ja¬ 
maica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Lawrence  Pacholsky. 

For  Administration:  Capt.  J.  F.  Petraglia,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  o 

THE  RESOLUTION— 


W hereas,  the  decision  of  the  Fire  Commissioner,  dated 
July  24,  1973,  reads: 

“Your  request  to  review  drawing  P-4  for  the  storage  of 
liquefied  chlorine  gas  is  acknowledged. 

Tins  proposal  cannot  be  approved,  since  no  permit  can 
be  issued  for  the  storage  of  liquefied  chlorine  which  is 
within  fifty  feet  of  place  of  public  amusement  or  as¬ 
sembly.  C19-95d.6  Administrative  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 
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Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  July  24,  1973,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
chlorination  system  shall  substantially  conform  to  drawings 
marked  “Received  August  10,  1973”,  3  sheets;  and  that  all 
laws,  rules  and  regulations  shall  be  complied  with. 


493-73-A 

APPLICANT — Atkin  and  Bassolino  for  JBR  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  August  8,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Cellar  Apart¬ 
ment,  Multiple  Dwelling  Law. 

PREMISES  AFFECTED— 328  West  83rd  Street,  south 
side,  81.414  feet  east  of  Riverside  Drive,  Block  1245,  Lot 
40,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Harry  Atkin. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  2,  1973  and  August  7,  1973  on  Alt.  Applic.  153/72, 
reads : 

“A6 — Submitted  plan  contrary  to  Sec.  26  Sub.  8 
M.  D.  L. 

A8 — The  proposed  living  room  windows  opening  on 
a  space  less  than  30  feet  is  contrary  to  Sec.  23-86  Z.R. 

A9 — File  zoning  computations  to  justify  additional 
residential  floor  area. 

All — Sec.  26  M.  D.  L.  requires  a  30  foot  rear  yard 
and  the  cellar  rooms  must  comply  as  required  by  Sec. 
212  Sub.  1  and  Sec.  218  Sub.  2  M.  D.  L. 

A12 — A  30  foot  yard  is  required  for  cellar  rooms  as 
per  Sec.  D26-34.ll  HMC”. 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  July  2,  1973  and  August  7,  1973,  acting  on  Alt.  Applic. 
153/72,  Objection  Nos.  A6,  A8,  A88  and  A12,  be  and  it 
hereby  is  modified  under  the  powers  vested  in  the  Board  by 
Section  310  of  the  Multiple  Dwelling  Law,  and  that  the 
appeal  be  and  it  hereby  is  granted,  on  condition  that  the  cellar 
premises  be  occupied  exclusively  for  a  superintendent’s  apart¬ 
ment  ;  that  this  grant  be  for  a  term  of  5  years ;  that  an 
amended  Certificate  of  Occupancy  be  obtained;  on  further 
condition  that  the  building  shall  substantially  conform  to 
drawings  marked  “Received  June  5,  1973,”  5  sheets,  and 
“October  2,  1973”,  one  sheet;  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 

421-67-A — Vol.  II 

APPLICANT — Stephen  J.  Murphy  for  Jaas  Realty  Corpo¬ 
ration,  owner;  Double  AA  Furniture  Sales  Company, 
lessee. 

SUBJECT — Application  reopened  July  17,  1973  as  Volume 
II — appeal  from  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 117-17  Sutphin  Boulevard, 
northeast  corner  of  118th  Avenue,  Block  12204,  Lot  1, 
Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Stephen  J.  Murphy. 

For  Administration :  Capt.  J.  F.  Petraglia,  F.  D. 


ACTION  OF  BOARD — Laid  over  to  November  13,  1973,  at 
2  P.M.  for  decision;  hearing  closed. 


283-73-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — State  Homes,  Incorporated. 
SUBJECT — Application  May  7,  1973 — for  modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 72-54/62  Main  Street,  Block 
6613,  Lot  64,  Borough  of  (Flushing)  Queens. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia,  F.  D. 

For  Owner :  Robert  S.  Forman. 

ACTION  OF  BOARD — Laid  over  to  November  20,  1973,  at 
2  P.M.,  for  continued  hearing. 


343-73-A 

APPLICANT — Halperin,  Shivitz,  Scholer  &  Steingut  for 
C.  M.  L.  Construction  Corporation,  owner. 

SUBJECT — Application  June  7,  1973 — appeal  from  a  deci¬ 
sion  of  the  Commissioner  of  Buildings  re-  Revocation 
of  Building  Permit  #B.N.  4006/72. 

PREMISES  AFFECTED — 229-249  East  85th  Street,  north 
side,  between  Second  and  Third  Avenues,  Block  1531,  Lots 
16,  17,  18,  19,  20  and  120,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  David  Shivitz. 

For  Opposition :  Pamela  Davis,  Asst.  U.  S.  Attorney  for 
U.  S.  Postal  Service. 

For  Administration  :  Philip  Olin,  Dept,  of  Buildings. 
ACTION  OF  BOARD — Laid  over  without  date  at  the  re¬ 
quest  of  the  applicant  and  with  the  consents  of  the  U.  S. 
Attorney  and  Department  of  Buildings. 

350-73-A 

APPLICANT — Eugene  Gross,  Maria  Gross,  John  Gribben. 
SUBJECT — Application  June  8,  1973 — appeal  from  a  deci¬ 
sion  of  the  Commissioner  of  Buildings  re-  Revocation  of 
Building  Permit  #2404/73. 

PREMISES  AFFECTED — 317  East  85th  Street,  north 
side,  225  feet  east  of  Second  Avenue,  Block  1548,  Lot  10, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Harry  Kreshy. 

For  Opposition :  Bernard  Rothman  and  Serge  Klein. 

For  Administration :  Philip  Olin,  Dept,  of  Buildings. 
ACTION  OF  BOARD — Laid  over  to  November  7,  1973, 
at  2  P.M.,  for  continued  hearing. 

441-73-A 

APPLICANT — Paul  G.  Mauch  for  George  A.  Krug  Baking 
Company,  Incorporated,  owner,  R.  K.  G.  Affiliates,  Incor¬ 
porated,  lessee. 

SUBJECT — Application  July  27,  1973 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  sprinkler  systems. 
PREMISES  AFFECTED — 138-54  94th  Avenue,  southeast 
corner  of  138th  Place,  Block  9991,  Lot  1,  Jamaica,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration :  Capt.  J.  F.  Petraglia,  F.  D. 
ACTION  OF  BOARD — Laid  over  to  November  20,  1973,  at 
2  P.M.,  at  the  request  of  the  applicant. 

Adjourned:  3:20  P.M. 

John  B.  Cincotta,  Executive  Director 
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JOSEPH  B.  KLEIN,  Chairman 


Notice  of  Hearing  of  Calendar. 

Minutes  of  Regular  Meeting,  Tuesday  Morning,  October 
30,  1973,  Affecting  Calendar  Numbers — 


30-48-BZ — 

208-72-BZ — 

500-73-BZ 

Philip  P.  Agusta,  Vice  Chairman 

Vol.  I  and  II 

Vol.  II 

175-73-BZ 

634-54-BZ — 

204-73-BZ 

176-73-BZ 

Howard  B.  Hornstein 

Vol.  II 

211-73-BZ 

191-73-BZ 

Jeremiah  T.  Walsh 

457-56-BZ 

219-73-BZ 

161-73-BZ 

397-63-BZ 

418-73-BZ 

162-73-BZ 

Harry  M.  Carroll 

95-72-BZ 

479-73-BZ 

187-73-BZ 

Commissioners. 

527-72-BZ 

480-73-BZ 

351-73-BZ 

658-72-BZ 

489-73-BZ 

352-73-BZ 

John  B.  Cincotta,  Executive  Director 

659-72-A 

490-73-A 

353-73-BZ 

Minutes  of 

Regular  Meeting, 

Tuesday  Afterm 

Richard  B.  Atwell,  Deputy  Director 

October  30, 

1973,  Affecting  Calendar  Numbers — 

1-38-SR 

381-69-SA 

2-66-A — 

Frances  M.  Waldron,  Secretary 

482-40-SM 

743-70-SA 

Vol.  Ill 

491-44-SM 

554-72-SA 

227-73-A 

310-46-SA 

16-73-SM 

279-73-A 

- 

671-51-SM 

21-73-SM 

312-73-A 

Avril  H.  Latham.  Chief  Clerk 

673-51-SM 

22-73-SM 

383-73-A 

674-51-SM 

25-73-SM 

386-73-A 

192-52-SM 

26-73-SM 

410-73-A 

194-52-SM 

42-73-SA 

411-73-A 

400-56-SA 

47-73-SM 

412-73-A 

Office — 80  Lafayette  Street,  9th  Floor,  Manhattan,  New 

235-57-SA 

228-73-SA 

413-73-A 

York,  N.  Y.  10013. 

853-62-SA 

443-73-SA 

414-73-A 

333-65-SA 

452-73-SA 

415-73-A 

178-73-SA 

482-73-SA 

416-73-A 

Telephone — 566-5174. 

309-46-SA 

400-73-A 

417-73-A 

384-56-SA 

1-66-A — 

474-73-A 

652-67-SA 

Vol.  Ill 
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DOCKET 

New  Cases  Filed,  up  to  October  30,  1973 

Cal.  No.  Dept.  Premises  Affected 

563-73-SA — Sentry  Systems  Incorporated,  sentry  fire 
alarm  systems  various  models,  manufactured  by  Sentry 
Systems  Incorporated,  Appliance. 


564-73-BZ — B.Q. — 34-45  Junction  Boulevard,  northeast 
corner  of  35th  Avenue,  Block  1730,  Lot  31,  Flushing, 
Borough  of  Queens,  Community  Board  #3,  N.B.  665-73, 
re-  proposed  bank  and  offices,  parking,  sky  exposure 
plane,  Cl-2  district. 


565-73-SA — Challenge-Cook  Brothers  Incorporated,  chal- 
enge  dry-flo  dryer  tumbler  for  laundries  various  models, 
manufactured  by  Challenge-Cook  Brothers  Incorporated, 
Appliance. 


566-73-A — F.D. — Packaging  of  combustible  mixture 
“known  as  3M  brand  color  key  developer  negative  act¬ 
ing”  in  one  quart  polyethylene  bottles  containers  not  in 
compliance  with  Administrative  Code. 


567-73-A — F.D. — Packaging  of  combustible  mixture 
known  as  “3M  brand  subtractive  plate  developer”  in  one 
quart  polyethylene  bottles  containers  not  in  compliance 
with  Administrative  Code. 


568-73-A — F.D. — Packaging  of  combustible  mixtures 
as  “Purolator  racing  formula  fire  power,  Purolator  rac¬ 
ing  formula  tune-up,  Purolator  professional  use  tune 
up”  in  fifteen  fluid  ounce  metal  can  with  pop-top  lid, 
containers  not  in  compliance  with  Administrative  Code. 


569-73-A — B.B. — 129-55  51st  Street,  northside,  206.8  feet 
west  of  Second  Avenue,  Block  788,  Lot  25,  Borough  of 
Brooklyn,  Alt.  No.  725-73,  re-  area  excessive  for  motor 
vehicle  repair  shop,  M3-1  district. 


570-73-A — B.Bx. — 11  East  162nd  Street,  northeast  cor¬ 
ner  of  Jerome  Avenue,  Block  2493,  Lot  9,  Borough  of 
The  Bronx,  N.B.  236-73,  re-  class  E  construction  within 
the  fire  limits. 


571-73-A — B.Q. — 139-12  86th  Road,  southside,  102.26 
feet  east  of  139th  Street,  Block  9708,  Lot  11,  Jamaica, 
Borough  of  Queens,  Alt.  No.  409-73,  re-  living  rooms 
with  contrary  headroom,  R4  district. 


572-73-BZ — B.R. — 1720  Richmond  Avenue,  southwest 
corner  of  Clifton  Street,  Block  2158,  Lot  45,  New  Spring- 
ville,  Borough  of  Richmond,  Community  Board  #3, 
N.B.  1242-73,  re-  proposed  auto  showroom  with  repairs, 
R3-2  district. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings.  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


NOVEMBER  27,  1973,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  November  27,  1973,  at  10  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  fol¬ 
lowing  matters : 

993-57-BZ 

APPLICANT — Atkin  and  Bassolino  for  Bestofall  Realty 
Incorporated,  owner. 


SUBJECT — Application  for  consideration — to  withdraw  the 
application  to  reopen  and  extend  the  term  of  variance 
which  expired  June  24,  1973— decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under  Sec¬ 
tions  7f,  7i  and  7 A  of  the  Zoning  Resolution,  permitting 
in  a  business  use  district,  the  erection  and  maintenance  of 
a  gasoline  service  station,  office,  sales,  storage  room,  lubri- 
torium,  auto  wash,  minor  auto  repairs  and  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles  with  business 
entrances  and  show  windows  within  75  feet  of  the  residence 
use  distriot. 

PREMISES^  AFFECTED — 4728-4736  White  Plains  Road, 
and  701-707  St.  Ouens  Street,  northeast  corner,  Block  5113, 
Lot  21,  Borough  of  The  Bronx. 


315-58-BZ 

APPLICANT — Larry  Meltzer  for  Exxon  Corporation, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  October  7, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7e,  7f  and  7i  of  the 
Zoning  Resolution,  permitting  in  a  retail  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station,  and 
the  conjunctive  uses  of  lubritorium,  auto  laundry  (non- 
automatic),  minor  auto  repairs  with  hand  tools  only  and 
parking  of  motor  vehicles. 

PREMISES  AFFECTED — 109-19  Horace  Harding  Ex¬ 
pressway,  north  side,  triangular  block  from  Saultell  Ave¬ 
nue  to  Waldron  Street,  Block  1969,  Lot  2,  Corona,  Borough 
of  Queens. 

528-71-BZ 

APPLICANT — Larry  Meltzer  for  Exxon  Corporation, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  October  3, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  72-21  and  11-412  of 
the  Zoning  Resolution,  permitting  in  an  R3-2  district,  the 
enlargement  in  lot  area  and  reconstruction  of  an  automotive 
service  station  with  accessory  uses. 

PREMISES  AFFECTED — 133-44  150th  Street  and  149-17 
North  Conduit  Avenue,  northwest  corner,  Block  12116,  Lot 
1,  South  Jamaica,  Borough  of  Queens. 


1423-39-BZ — Vol.  II 

APPLICANT — Lama  and  Vassalotti  for  Getty  Oil  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  December  9, 
1973 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Sections  7f,  7i  and  7e  of  the 
Zoning  Resolution,  permitting  in  a  retail  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station  with 
accessory  uses  of  lubritorium,  minor  auto  repairs,  car 
washing,  office  and  sales  and  storage. 

PREMISES  AFFECTED— 2102-2124  Avenue  Z,  2609-2615 
East  21st  Street,  southeast  corner,  2602-2604  East  22nd 
Street  and  2101-2123  Jerome  Avenue,  Block  7441,  Lot  371, 
Borough  of  Brooklyn. 


391-58-BZ 

APPLICANT — Lama  and  Vassalotti  for  Bernard  Benson, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  November  13, 
1973 — decision  of  the  Borough  Superintendent,  previously 
granted  on  condition  under  Section  7h  of  the  Zoning 
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Resolution,  permitting  in  a  retail  and  residence  use  dis¬ 
trict,  the  extension  into  the  residence  portion  of  the  plot 
of  a  parking  lot  for  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles, 

PREMISES  AFFECTED — 1312-1318  Taylor  Avenue  Ave- 

Jnue,  east  side  97.27  feet  north  of  Westchester  Avenue, 
Block  3878,  Lot  9,  Borough  of  The  Bronx. 

311-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Sun  Oil  Company, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Section 
11-412  of  the  Zoning  Resolution,  permitting  in  an  R5  dis- 

Itrict,  the  reduction  in  floor  area  and  reconstruction  of  an 
automotive  Service  station  with  acessory  uses  previously 
before  the  Board. 

PREMISES  AFFECTED — 1901  to  1911  Cropsey  Avenue, 
northeast  corner  of  19th  Avenue,  Block  6439,  Lot  5,  Bor¬ 
ough  of  Brooklyn. 


479-73-BZ 

APPLICANT — Ingram  S.  Carner  for  Thomas  E.  &  Robert 
J.  Halloran,  owners,  ABC  Elastic  Corporation,  contract 
purchaser. 

SUBJECT — Application  August  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  11-413 
of  the  Zoning  Resolution,  to  permit  in  a  C2-3  district,  the 
change  in  occupancy  of  an  existing  one  story  building 
previously  before  the  Board  from  foundry  products  finish¬ 
ing  and  storage  of  patterns  to  a  clothing  manufacturing 
establishment. 

PREMISES  AFFECTED — 889  Metropolitan  Avenue,  north 
side,  100  feet  west  of  Olive  Street,  Block  2912,  Lot  30, 
Borough  of  Brooklyn.  Community  Board  #1. 

Laid  over  from  October  30,  1973,  for  hearing,  at  the 

request  of  the  Community  planning  board. 


480-73-BZ 

> 

APPLICANT — Ingraham  S.  Carner  for  Thomas  E.  & 

I  Robert  J.  Halloran,  owners,  Martin  Dellacona  &  James 
Smith,  contract  purchaser. 

SUBJECT — Application  August  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  11-413  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  and  C2-3  district  the 
change  in  use  of  an  iron  foundry  previously  before  the 
Board,  to  a  private  sanitation  and  canting  establishment 
with  accessory  repairs. 

PREMISES  AFFECTED — 890  Metropolitan  Avenue,  south 
side,  97.8  feet  west  of  Olive  Street,  Block  2916,  Lots  32 
and  33,  Borough  of  Brooklyn.  Community  Board  #1. 

Laid  over  from  October  30,  1973,  for  hearing,  at  the 
request  of  the  Community  planning  board. 


266-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Home  Care  Prod¬ 
ucts,  Incorporated,  owner. 

SUBJECT — Application  April  30,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-01  (b)  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R3-2  district,  the 
erection  of  a  one  story  enlargement  to  an  existing  paper 
products  manufactr-ing  establishment  previously  before 
the  Board  that  increases  the  degree  of  non-conformity  and 
non-compliance. 


PREMISES  AFFECTED— 115-58  Dunkirk  Street,  west 
side,  80.32  feet  north  of  Newburg  Street,  Block  10315,  Lot 
134,  St.  Albans,  Borough  of  Queens.  Community  Board 
#12. 


451-73-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Patrick  Fitz¬ 
gerald,  owner. 

SUBJECT — Application  August  3,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl -3  district,  in  an  existing 
three  story  building,  the  enlargement  in  area  of  the  first 
floor  restaurant  that  increases  the  degree  of  non-compliance 
in  floor  area  ratio. 

PREMISES  AFFECTED — 148  7th  Avenue,  west  side,  70 
feet  north  of  Garfield  Place,  Block  963,  Lot  60,  Borough 
of  Brooklyn.  Community  Board  #6. 


459-73-BZ 

APPLICANT — Harry  A.  Yarish  for  Joseph  Angelone, 
owner. 

SUBJECT — Application  August  10,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  73-50  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C8-1  district,  the  erection  of 
a  one  story  enlargement  to  an  existing  supermarket  that 
will  encroach  on  the  required  yard  along  a  district 
boundary. 

PREMISES  AFFECTED — 2424-48  Flatbush  Avenue,  west 
side,  80  feet  south  of  Avenue  T,  Block  8542,  Lot  46,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #13. 


481-73-BZ 

APPLICANT — Samuel  J.  Kisseloff  for  C  A  C  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  August  16,  197c> — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  on  a  plot  previ¬ 
ously  before  the  Board,  the  enlargement  in  lot  area  and  the 
erection  of  a  new  structure  to  be  occupied  with  offices  for 
an  open  contractors  establishment  with  accessory  parking 
of  10  trucks. 

PREMISES  AFFECTED — 1775  Allerton  Avenue,  north¬ 
west  comer  of  Wickham  Avenue,  Block  4803,  Lot  19,  Bor¬ 
ough  of  The  Bronx.  Community  Board  #12. 


525-73-BZ 

APPLICANT — Peter  Casini  for  William  T.  Allaire,  owner. 

SUBJECT — Application  September  24,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  on  a  plot  with  less 
than  the  required  lot  area  and  lot  width,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio  and  has  less  than  the  required  open  space  ratio. 

PREMISES  AFFECTED — 33-64  191st  Street,  west  side, 
200  feet  north  of  35th  Avenue,  Block  5259,  Lot  38,  Flushing, 
Borough  of  Queens.  Community  Board  #11. 


526-73-BZ 

APPLICANT — Peter  Casini  for  William  T.  Allaire,  owner. 

SUBJECT — Application  September  24,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R2  district,  the  maintenance 
of  a  two  family  dwelling  that  will  exceed  the  permitted 
floor  area  ratio  and  have  less  than  the  required  open  space 
ratio  and  lot  area  per  dwelling  unit. 
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PREMISES  AFFECTED— 33-60  191st  Street,  west  side, 
238.6  feet  north  of  35th  Avenue,  Block  5259,  Lot  36,  Flush¬ 
ing,  Borough  of  Queens.  Community  Board  #11. 


527-73-BZ 

APPLICANT — Peter  Casini  for  William  T.  Allaire,  owner. 
SUBJECT — Application  September  24,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  distict,  on  a  plot  with  less 
than  the  required  lot  area  and  lot  width,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio  and  has  less  than  the  required  open  space  ratio. 
PREMISES  AFFECTED— 33-56  191st  Street,  west  side, 
281.6  feet  north  of  35th  Avenue,  Block  5259,  Lot  33,  Flush¬ 
ing,  Borough  of  Queens.  Community  Board  #11. 

JOSEPH  B.  KLEIN,  Chairman 

NOVEMBER  27,  1973,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  November  27,  1973,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 


1-38-SR — Vol.  II 

SUBJECT — Proposed  Amendments  of  Rules  for  Arc  and 
Gas  Welding  and  Oxygen  Cutting  of  Steel  Covering  The 
Specifications  for  Design,  Fabrication  and  Inspection  of 
Arc  and  Gas  Welded  Steel  Structures  and  The  Qualifica¬ 
tions  of  Welders  and  Supervisors. 


809-72-SM 

APPLICANT — Sidbec-Dosco  —  high  strength  structural 
bolts. 


107-73-SM 

APPLICANT — Airstream  Products  Company — three  hour 
fire  rated  damper. 


108-73-SA 

APPLICANT — Keene  Corporation  Pump  and  Meter  Divi¬ 
sion — dispensing  pumps. 


157-73-SM 

APPLICANT — Superior  Fireplace  Company — factory  built 
gas  fired  fireplace. 


273-73-SM 

APPLICANT — G.  A.  L.  Manufacturing  Corporation — in¬ 
terlock  for  vertically  sliding  elevator  doors. 


502-73-SM 

APPLICANT — Raymond  C.  Frobosilo  and  Samuel  W. 
Levine — retractable  barrier  for  fire  escape  windows. 

441-73-A 

APPLICANT — Paul  G.  Mauch  for  George  A.  Krug  Baking 
Company,  Incorporated,  owner;  R.  K.  G.  Affiliates,  Incor¬ 
porated,  lessee. 

SUBJECT — Application  July  27,  1973 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  sprinkler 
systems. 


PREMISES  AFFECTED— 138-54  94th  Avenue,  southeast 
corner  of  138th  Place,  Block  9991,  Lot  1,  Jamaica,  Bor¬ 
ough  of  Queens. 

437-73-A 

APPLICANT — David  Kraus  and  Solomon  Sheer  for  Land¬ 
marks  Restoration  Company,  owner. 

SUBJECT — Application  July  26,  1973 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  yard,  room  opening 
passage  to  street,  rooms  in  cellar,  egress. 

PREMISES  AFFECTED — 43-47  East  10th  Street,  north 
side,  252.4  feet  west  of  Broadway,  Block  562,  Lot  36, 
Borough  of  Manhattan. 


300-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES— Louis  Nesser  585  5th  Avenue 
Corporation,  owner. 

SUBJECT — Application  May  23,  1969 — appeal  for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 585  5th  Avenue,  eastside,  80 
feet  north  of  East  47th  Street,  Block  1283,  Lot  4,  Borough 
of  Manhattan. 


541-72-A 

APPLICANT — Larry  Meltzer  for  Associated  Equities, 

owner. 

SUBJECT — Application  August  15,  1972 — decision  of  the 
Borough  Superintendent,  re-  egress 
PREMISES  AFFECTED— 137-139  Grand  Street,  south- 
side,  50.1  feet  east  of  Crosby  Street,  Block  233,  Lot  10, 
Borough  of  Manhattan. 


457-73-A 

APPLICANT — H.  A.  Pfeifer  for  W.  W.  Henry  Company, 
owner. 

SUBJECT — Application  August  8,  1973 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner,  re-  packaging  of  flamma¬ 
ble  mixture  known  as  Henry  #113  Drywall  Stud  Mastic, 
in  30  ounce  fiber  tubes  and  Henry  #117  Panel  &  Construc¬ 
tion  Adhesive,  Griptite  #117  Panel  &  Construction  Adhe¬ 
sive,  Atlantic  Building  Panel  &  Construction  Adhesive  in 
11  ounce  fiber  tubes,  not  in  compliance  with  Adm.  Code. 

467-73-A 

APPLICANT — Max  Siegel  Associates  for  Howard  Beach 
Estates,  Incorporated,  owner. 

SUBJECT — Application  August  16,  1973 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  frame  building 
within  fire  district. 

PREMISES  AFFECTED— 155-49  Bridgeton  Street,  east 
side,  80  feet  north  of  156th  Avenue,  Block  14141,  Lot  42, 
Howard  Beach,  Borough  of  Queens. 


468-73-A 

APPLICANT — Max  Siegel  Associates  for  Howard  Beach 
Estates,  Incorporated,  owner. 

SUBJECT — Application  August  16,  1973 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  frame  building 
within  fire  district. 

PREMISES  AFFECTED — 155-45  Bridgeton  Street,  east 
side,  120  feet  north  of  156th  Avenue,  Block  14141,  Lot  144, 
Howard  Beach,  Borough  of  Queens. 
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469-73-A 

APPLICANT — Max  Siegel  Associates  for  Howard  Beach 
Estates,  Incorporated,  owner. 

SUBJECT — Application  August  16,  1973 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  frame  building 
within  fire  district. 

PREMISES  AFFECTED — 155-41  Bridgeton  Street,  east 
side,  160  feet  north  of  156th  Avenue,  Block  14141,  Lot  42, 
Howard  Beach,  Borough  of  Queens. 


470-73-A 

APPLICANT — Max  Siegel  Associates  for  Howard  Beach 
Estates,  Incorporated,  owner. 

SUBJECT — Application  August  16,  1973 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  frame  building 
within  fire  district. 

PREMISES  AFFECTED— 155-33  Bridgeton  Street,  east 
side,  240  feet  north  of  156th  Avenue,  Block  14141,  Lot  51, 
Howard  Beach,  Borough  of  Queens. 


471-73-A 

APPLICANT — Max  Siegel  Associates  for  Howard  Beach 
Estates,  Incorporated,  owner. 

SUBJECT — Application  August  16,  1973 — appeal  from  -  de¬ 
cision  of  the  Borough  Superintendent,  re-  frame  building 
within  fire  district. 

PREMISES  AFFECTED — 155-37  Bridgeton  Street,  east 
side,  200  feet  north  of  156th  Avenue,  Block  14141,  Lot  50, 
Howard  Beach,  Borough  of  Queens. 


569-73-A 

APPLICANT — Robert  H.  Levine  for  Jamco  Realty  Com¬ 
pany,  owner;  New  York  City  Department  of  Sanitation, 
lessee. 

SUBJECT — Application  October  24,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent — re-  conversion 
of  building  use  from  mill  shop  and  warehouse  to  parking 
garage  for  trucks. 

PREMISES  AFFECTED— 129-55  Slst  Street,  north  side, 
206.8  feet  west  of  Second  Avenue,  Block  788,  Lot  25,  Bor¬ 
ough  of  Brooklyn. 

JOSEPH  B.  KLEIN,  Chairman 


DECEMBER  4,  1973,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  December  4, 1973,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  follow¬ 
ing  matters : 

124-72-BZ 

APPLICANT — Joseph  A.  Sapio  for  Ralph  V.  Cipolla, 
owner. 

SUBJECT — For  Consideration — dismissal  for  lack  of  prose¬ 
cution — application  February  9,  1972 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
one  story  building  for  use  as  a  clothing  manufacturing 
establishment. 

PREMISES  AFFECTED— 1442  to  1444  66th  Street,  south 
side,  282-9^4  feet  west  of  New  Utrecht  Avenue,  Block 
5762,  Lots  23,  24,  Borough  of  Brooklyn. 


395-72-BZ 

APPLICANT — Andrew  Di  Camillo  for  Jose  A.  Torres, 
owner. 


SUBJECT — For  Consideration — dismissal  for  lack  of  prose¬ 
cution — application  June  9,  1972 — decision  of  the  Borough 
Superintendent,  under  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit,  in  an  R6  district,  the  erection  of  a  one 
story  and  cellar  building  for  use  as  a  retail  store. 

PREMISES  AFFECTED — 934  DeKalb  Avenue,  south  side, 
310  feet  west  of  Lewis  Avenue,  Block  1601,  Lot  20,  Bor¬ 
ough  of  Brooklyn. 


599-72-BZ 

APPLICANT — Louis  Lieberman  for  Morton  Scudder, 
owner. 

SUBJECT — For  Consideration — dismissal  for  lack  of  prose¬ 
cution — application  September  14,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-1  district,  the  conver¬ 
sion  of  a  one  family  dwelling  to  a  two  family  dwelling 
that  creates  non-compliance  in  floor  area  ratio  and  open 
space  ratio. 

PREMISES  AFFECTED— 4915  Beach  49th  Street,  south 
side,  140  feet  west  of  Surf  Avenue,  Block  7035,  Lot  66, 
Sea  Gate,  Borough  of  Brooklyn. 


506-67-BZ 

APPLICANT — Albert  Melniker  for  Sun  Oil  Company, 
owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expired  October  3, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning  Res¬ 
olution,  permitting  in  an  R5  district,  the  erection  of  an 
automotive  service  station  with  accessory  uses  including  an 
automobile  laundry  that  encroaches  on  the  required  side 
yard  and  without  the  required  screening. 

PREMISES  AFFECTED — 685  Cary  Avenue,  northeast 
corner  of  Clove  Road,  Block  214,  Lot  1,  West  New 
Brighton,  Borough  of  Richmond. 


400-71-BZ 

APPLICANT — Albert  Melniker  for  Sophia  Maestrone, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  September 
26,  1973 — decision  of  the  Borough  Superintendent;  previ- 
viously  granted  on  condition  under  Section  72-21  of  the 
Zoning  Resolution,  permitting  in  an  R3-2  district,  the 
rearrangement  of  a  shopping  center  with  accessory  park¬ 
ing  in  the  open  area  previously  before  the  Board. 

PREMISES  AFFECTED — 1960  Forest  Avenue,  south  side, 
50  feet  east  of  Van  Name  Avenue,  Block  1700,  Lot  8, 
Mariners  Harbor,  Borough  of  Richmond. 


389-72-BZ 

APPLICANT — Lama  and  Vassalotti  for  Benjamin  Oren- 
stein,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  November 
14,  1973 — decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition  under  Section  73-211  of  the 
Zoning  Resolution,  permitting  in  a  C2-1  district,  the  erec¬ 
tion  and  maintenance  of  an  automotive  service  station  with 
accessory  uses. 

PREMISES  AFFECTED — 2294  Forest  Avenue  and  441 
South  Avenue,  southeast  corner,  Block  1685,  Lot  20, 
Mariners  Harbor,  Borough  of  Richmond. 
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391-72-BZ 

APPLICANT — Samuel  H.  Lindenbaum  for  Congregation 
Beth  Hamedrash  Hachodosh  Talmud,  owner. 

SUBJECT — Application  for  consideration— reopening  for 
extension  of  time  to  complete  which  expired  September 
12,  1973 — decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition  under  Section  72-21  of  the 
Zoning  Resolution,  permitting  in  an  R8  district,  the  erec¬ 
tion  of  an  11  story  Synagogue  and  multiple  dwelling,  that 
exceeds  the  permitted  floor  area  ratio  and  lot  coverage,  has 
less  than  the  required  lot  area,  open  space  ratio,  and  lot 
area  per  room  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 223  to  227  East  51st  Street, 
north  side,  260  feet  east  of  Third  Avenue  and  224  to  226 
East  52nd  Street,  Block  1325,  Lot  40,  Borough  of  Man¬ 
hattan. 


377-73-BZ 

APPLICANT — McGee  &  Morsellino  for  Samuel  Hofstein, 
owner. 

SUBJECT — Application  June  19,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  two  story  and  basement  office  building  with  accessory 
parking  in  the  open  area. 

PREMISES  AFFECTED— 43-14  Little  Neck  Parkway, 
west  side,  324.53  feet  north  of  Northern  Boulevard,  Block 
8129,  Lot  44,  Little  Neck,  Borough  of  Queens.  Community 
Board  #11. 


384-73-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Dominick 
Petrolungo,  owner. 

SUBJECT — Application  June  20,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  maintenance 
of  a  second  floor  enlargement  to  a  one  family  dwelling  that 
creates  non-compliance  in  floor  area  ratio,  open  space 
ratio,  and  encroachment  with  the  side  yard. 

PREMISES  AFFECTED— 1221  East  21st  Street,  north¬ 
east  corner  of  Avenue  K,  Block  7603,  Lot  8,  Borough  of 
Brooklyn.  Community  Board  #14. 


389-73-BZ 


PREMISES  AFFECTED— 88-70  Ransom  Street,  west 
side,  97.08  feet  north  of  Braddock  Avenue,  Block  7968, 
Lot  36,  Bellerose,  Borough  of  Queens.  Community  Board 
#13. 


391-73-BZ 

APPLICANT — M.  Martin  Elkind  for  Vincent  Mastronardi, 
owner. 

SUBJECT — Application  June  28,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room  and  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED— 88-68  Ransom  Street,  west 
side,  119.08  feet  north  of  Braddock  Avenue,  Block  7968. 
Lot  37,  Bellerose,  Borough  of  Queens.  Community  Board 
#13. 


392-73-BZ 

APPLICANT — M.  Martin  Elkind  for  Vincent  Mastronardi, 
owner. 

SUBJECT — Application  June  28,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room  and  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED — 88-64  Ransom  Street,  west  side, 
141.08  feet  north  of  Braddock  Avenue,  Block  7968,  Lot  137, 
Bellerose,  Borough  of  Queens.  Community  Board  #13. 


394-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Paul  and  Nunzia 
Petrone,  owners. 

SUBJECT — Application  June  19,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  conversion  of 
an  accessory  five  car  garage  to  an  automobile  repair  shop. 

PREMISES  AFFECTED— 211-21  and  211-27  45th  Road, 
north  side,  200  feet  East  of  211th  Road,  Block  1713,  Lots 
46  and  47,  Bayside,  Borough  of  Queens.  Community  Board 
#1L 


APPLICANT — Leonard  F.  Rothkrug  for  Rosario  P.  Drago 

— Drago  Funeral  Home,  owner. 

SUBJECT — Application  June  27,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-21  and  73-27  of 
the  Zoning  Resolution,  to  permit  in  a  Cl-2  district,  the 
reconstruction  and  enlargement  in  area  of  a  funeral  estab¬ 
lishment  that  will  exceed  the  permitted  floor  area  ratio. 

PREMISES  AFFECTED — 43-10  30th  Avenue,  south  side, 
48  feet  east  of  43rd  Street,  Block  697,  Lots  68  and  115, 
Astoria,  Borough  of  Queens.  Community  Board  #1. 


390-73-BZ 

APPLICANT — M.  Martin  Elkind  for  Vincent  Mastronardi, 
owner. 

SUBJECT — Application  June  28,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room  and  penetrates  the  sky 
exposure  plane. 


546-73-BZ 


APPLICANT — Lauria  &  Rowe  for  John  Lagana,  Jr., 
owner ;  Thomas  Mclnerney,  lessee. 

SUBJECT — Application  October  9,  1973 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  73- 
241  of  the  Zoning  Resolution,  to  permit  in  an  C2-1  district, 
at  an  existing  restaurant  with  accessory  amusement  park 
and  miniature  golf  course  previously  before  the  Board* 
the  erection  of  a  one  story  enlargement  to  the  restaurant 
and  the  addition  to  the  uses  to  include  cabaret. 


PREMISES  AFFECTED — 1300  Hylan  Boulevard,  east 
side,  181.76  feet  north  of  Old  Town  Road,  Block  3224,  Lot 
14,  Grasmere,  Borough  of  Richmond.  Community  Board 
#3. 

JOSEPH  B.  KLEIN,  Chairman 


DECEMBER  4,  1973,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  December  4,  1973,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 
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304-73-A 

APPLICANT — Jas.  H.  Matthews  &  Company  for  Compo 
Industries,  owner. 

SUBJECT — Application  May  17,  1973 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner,  re-  Packaging  of  in¬ 
flammable  mixture  known  as  Matthews  566  Sealer  in 
plastic  squeeze  bottle,  not  in  compliance  with  regulations 
of  the  Administrative  Code  of  New  York  City. 

i 


472-73-A 

APPLICANT — Joseph  B.  Raia  for  P.  P.  Ching,  owner. 

SUBJECT — Application  August  17,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 565  Oakdale  Street,  north  side, 
100  feet  west  of  Arden  Avenue,  Block  5391,  Lot  45,  Anna- 
dale,  Borough  of  Richmond. 


475-73-A 

APPLICANT — Jerome  L.  Grushkin  for  John  Holley,  owner. 

SUBJECT — Application  August  20,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 53  Hanover  Avenue,  north  side, 
150  feet  east  of  Trenton  Court,  Block  6701,  Lot  29,  Prin¬ 
cess  Bay,  Borough  of  Richmond. 


495-73-A 

APPLICANT — Jerome  L.  Grushkin  for  Vincent  Mercurio, 
owner. 

SUBJECT — Application  August  28,  1973 — filed  pursuant  to 
Section  35  of  the  General  City  Law  re-  building  not  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED — 19  Balfour  Street,  northeast 
corner  of  Lansing  Street,  Block  3401,  Lot  20,  South  Beach, 
Borough  of  Richmond. 

JOSEPH  B.  KLEIN,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  OCTOBER  30,  1973,  10  A.M. 

Present :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 
Commissioner  Carroll. 


The  minutes  of  the  regular  meeting  of  the  Board  held  on 
Tuesday  morning  and  afternoon,  October  16,  1973,  were 
approved  as  printed  in  the  Bulletin  of  October  25,  1973, 
Vol.  58,  No.  43. 


30-48-BZ — Vol.  I  and  II 

APPLICANT — Lama  and  Vassalotti  for  Moe  Friedel, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  November  30,  1970 — deci¬ 
sion  of  the  Borough  Superintendent;  previously  granted 
on  condition  under  Sections  7c,  7i,  /A  and  7h  of  the  Zoning 
Resolution,  permitting  in  a  residence  and  business  use  dis¬ 
trict,  the  maintenance  of  a  gasoline  service  station,  boiler 
room,  lubritorium,  auto  laundry,  motor  vehicle  repair  shop, 
sale  of  accessories,  office  and  parking  and  storage  of  more 
than  five  motor  vehicles  and  with  curb  cuts  more  than  the 
permitted  distance  from  the  intersection  and  amendment, 
re-  wall. 

PREMISES  AFFECTED— 1701-1725  Bedford  Avenue  and 
109-31  Sullivan  Place,  northeast  corner,  Block  1304,  Lot  1, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  applica¬ 
tion  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll . : .  5 

N  egative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
February  7,  1950,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  October  30,  1973,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  February  7,  1950,  as  amended 
through  November  3,  1965,  only  as  to  the  term  of  the  vari¬ 
ance,  so  that  as  amended  this  portion  of  the  resolution  shall 
read : 

“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  the  parking  and  storage 
of  motor  vehicles ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all  re¬ 
spects  ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (N.B.  2112-49) 


634-54-BZ— Vol.  II 

APPLICANT — Abram  Shlefstein  for  James  J.  Mannix  and 
Joseph  M.  Mattone,  owners. 

SUBJECT— Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  December  16, 
1973 — decision  of  the  Borough  Superintendent,  previously 
granted  on  condition  under  Sections  7e,  7h  and  7i  of  the 


Zoning  Resolution,  permitting  in  a  retail  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station,  car 
w7ash  non-automatic,  minor  repairs  with  hand  tools  only, 
office  and  sale  of  auto  accessories,  parking  and  storage 
of  more  than  five  motor  vehicles  with  a  ground  sign  in  the 
local  retail  use  district. 

PREMISES  AFFECTED— 219-02  -  219-12  Hempstead  Ave¬ 
nue  (219-06  Hempstead  Avenue  official)  and  103-01  219th 
Street,  southeast  corner,  Block  11154,  Lot  22,  Queens  Vil¬ 
lage,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Abram  Shlefstein. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Commissioner  Hornstein, 
Commissioner  Walsh  and  Commissioner  Carroll  ....  4 
Negative:  Vice  Chairman  Agusta  .  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
December  16,  1958,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  October  30,  1973,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Decem¬ 
ber  16,  1958,  only  as  to  the  term  of  variance,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“granted  for  a  term  of  ten  years  years  from  December 
16,  1973,  to  permit  ...  ;  on  condition  that  the  park¬ 
ing  and  storage  of  motor  vehicles  shall  be  limited  to 
pleasure  type  vehicles ;  that  the  premises  be  made  to  com¬ 
ply  with  the  terms  and  conditions  of  the  resolution 
adopted  by  the  Board  on  December  16,  1958;  that  if 
the  work  necessary  to  achieve  such  compliance  is  not 
completed  within  90  days  from  the  date  of  this  resolu¬ 
tion,  this  variance  shall  lapse ;  that  a  Certificate  of 
Occupancy  shall  be  issued  only  if  the  premises  complies 
with  the  above  cited  resolution.”  (N.B.  435-58) 


457-56-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Jacob  Blei  and 
Kate  Trachtman,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  December 
17,  1973 — decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition  under  Sections  7h  and  7e  of 
the  Zoning  Resolution,  permitting  in  a  residence  use 
district,  the  proposed  parking  of  motor  vehicles,  accessory 
and  consumer  parking,  accessory  loading  and  unloading  in 
conjunction  with  adjoining  factory. 

PREMISES  AFFECTED — 152-154  India  Street,  south  side, 
150  feet  east  of  Manhattan  Avenue,  Block  2541,  Lots  12 
and  13,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

N  egative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
December  4,  1956,  on  certain  conditions ;  and 
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Whereas,  a  public  hearing  was  held  on  this  application  on 
October  30,  1973,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  December 
4,  1956,  as  amended  through  March  10,  1970,  only  as  to 
the  term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“ granted  for  a  term  of  five  years  from  December  17, 
1973,  to  permit  ...  ;  on  condition  that  the  lot  be 
graded  and  surfaced  in  compliance  with  the  requirements 
of  the  resolution  adopted  by  the  Board  on  December  4, 
1956;  that  bumpers  shall  comply  with  the  requirements 
of  the  rules  and  regulations  of  the  Department  of 
Buildings ;  that  the  sidewalk  in  front  of  the  lot  shall 
be  paved  for  its  full  width  in  accordance  with  the  rules 
and  regulations  of  the  Department  of  Highways ;  that 
other  than  as  herein  amended  the  resolution  above  cited 
shall  be  complied  with  in  all  respects ;  and  that  a  new 
Certificate  of  Occupancy  shall  be  obtained.”  (Alt.  1433- 
56) 

397-63-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Dabin  Equities 
Corporation,  owner. 

SUBJECT — Application  for  consideration- — reopening  for 
extension  of  term  of  variance  which  expired  September  10, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R8  district,  in  an  existing 
three  story  and  cellar  building,  the  maintenance  of  doctors 
offices  on  the  ground  floor. 

PREMISES  AFFECTED — 2015  Grand  Concourse,  south¬ 
west  corner  of  Bush  Street,  Block  2808,  Lot  93,  Borough 
of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Frederick  A.  Ketcher. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
September  10,  1963,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
October  30,  1973,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  September 
i  10,  1963,  as  amended  through  November  19,  1968,  only  as  to 
the  term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read: 

“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.”  (Alt.  784-63) 


95-72-BZ 

APPLICANT — Edwin  Storch  for  Dorothy  DeNicola, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  July  11,  1973 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-2  district,  the  erection  of 
a  one  story  and  basement  two  family  dwelling  that  exceeds 


the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room  and  encroaches  on 
the  required  side  yards. 

PREMISES  AFFECTED— 189-11  45th  Avenue,  north  side, 
100  feet  east  of  189th  Street,  Block  5515,  Lot  41,  Flushing, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Edwin  Storch. 

For  Opposition:  George  T.  Donahue,  Vincent  F.  Nicolosi, 
Susan  and  George  C.  Godfrey,  Barbara  Hulchewrider, 
Frances  K.  Evelyn,  Rudolph  Choups,  Rose  Bruno,  Comm. 
Board  #11,  Carlo  Coffaro  and  Frank  Padavan. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
July  11,  1972,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  11, 
1972,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution,  on 
condition  that  no  further  extension  of  time  will  be  con¬ 
sidered  by  the  Board.”  (N.B.  1089-71) 


527-72-BZ 

APPLICANT — J.  R.  Stevenson  Corporation  for  Thomas 
DiBartolo,  Benjamin  Wallins  and  Salvatore  Ruggiero 
Realty,  owners. 

SUBJECT — Application  for  consideration — request  to  affirm 
the  Board’s  resolution  of  January  30,  1973,  waive  the 
Rules  of  Procedure;  and  for  extension  of  time  to  com¬ 
plete  which  expires  January  30,  1974 — decision  of  the 
Borough  Superintendent ;  previously  granted  on  condition 
under  Section  72-21  of  the  Zoning  Resolution,  permitt  ng 
in  an  R5  district,  the  erection  of  an  eight  story  nursing 
home  that  exceeds  the  permitted  floor  area  ratio. 

PREMISES  AFFECTED— 1740  84th  Street,  southeast 
corner  of  Bay  16th  Street,  Block  6326,  Lot  38,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Natale  R.  Angelmo  and  Thomas  Di¬ 
Bartolo. 

ACTION  OF  BOARD — Resolution  of  January  30,  1973 
affirmed,  Rules  of  Procedure  waived,  application  reopened 
and  time  to  complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
January  30,  1973,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  affirm  the  resolution  adopted  by  the  Board  on  January 
30,  1973 ;  and 
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Resolved  further,  that  the  Board  of  Standards  and  Appeals 
does  hereby  waive  the  Rules  of  Procedure  and  reopen  and 
amend  the  resolution  adopted  on  January  30,  1973  and 
affirmed  this  day,  only  as  to  the  time  to  complete  the  work, 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 
“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  246-72) 


658-72-BZ 

APPLICANT — Samuel  H.  Lindenbaum  for  Sam  and  Esther 
Minskoff  Cultural  Center-Park  East  Day  School,  owners. 

SUBJECT— Application  for  consideration  —  reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent ;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution,  permitting  in  an  R8  and 
Cl -9  district,  the  erection  of  an  eight  story  school  and 
community  facility  structure  that  exceeds  the  permitted  lot 
coverage,  encroaches  on  the  required  rear  yard  above  23 
feet  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 162-166  East  68th  Street,  south 
side,  120  feet  west  of  3rd  Avenue,  Block  1402,  Lots  42,  43, 
44,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Howard  A.  Zipser. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
February  20,  1973,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  February 
20,  1973,  by  adding  thereto : 

“that  the  premises  shall  substantially  conform  to  revised 
drawings  of  proposed  conditions  marked  ‘Received  Sep¬ 
tember  11,  1973’,  thirteen  sheets,  on  condition  that  other 
than  as  herein  amended  the  resolution  above  cited  shall 
be  complied  with  in  all  respects.”  (N.B.  69-72) 


659-72-A 

APPLICANT — Samuel  H.  Lindenbaum  for  Sam  and  Esther 
Minskoff  Cultural  Center-Park  East  Day  School,  owners. 

SUBJECT — Application  for  consideration  —  reopening  for 
amendment  of  resolution — appeal  from  a  decision  of  the 
Borough  Superintendent  re-  corridors,  minimum  width  of 
corridors  and  ramp  for  exits;  previously  granted  on  con¬ 
dition. 

PREMISES  AFFECTED— 162-166  East  68th  Street,  south 
side,  120  feet  west  of  3rd  Avenue,  Block  1402,  Lots  42,  43, 
44,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Howard  A.  Zipser. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  S 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
February  20,  1973,  on  certain  conditions;  and 

Whereas,  tire  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Feb¬ 
ruary  20,  1973,  by  adding  thereto : 

“that  the  work  shall  substantially  conform  to  the  reso¬ 
lution  adopted  by  the  Board  this  day  under  Calendar 
No.  658-72-BZ,  on  condition  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects.”  (N.B.  69-72) 


208-72-BZ — Vol.  II 

APPLICANT — McGee  &  Morsellino  for  Merrall  Realty 
Company,  owner ;  National  Car,  lessee. 

SUBJECT — -Application  reopened  February  27,  1973  as  Vol¬ 
ume  II— decision  of  the  Borough  Superintendent,  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an 
R3-2  district,  the  erection  of  a  four  level  parking  facility 
with  accessory  automobile  rental  office  and  automobile 
service  shop. 

PREMISES  AFFECTED — 95-10  Ditmas  Boulevard  south¬ 
east  corner  of  95th  Street,  Block  1072,  Lots  1,  23,  42, 
Astoria,  Borough  of  Queens.  Community  Board  #3. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino,  Joseph  M.  Mattone 
and  William  Zuaca. 

For  Opposition:  Helen  Marshall,  William  Goldsborough, 
Jerome  Hardman,  Carlotta  Bradley,  Katherine  Alexan¬ 
der,  Alice  Pressley,  Clementine  M.  Holmes  and  John 
Booke. 

ACTION  OF  BOARD— Laid  over  to  November  20,  1973, 
at  10:00  A.M.  for  decision;  hearing  closed. 

204-73-BZ 

APPLICANT — Otto  J.  and  Warren  A.  Sambach  for  C  &  M 
Holding  Corporation,  owner ;  Battery  Oil  Corporation, 

lessee. 

SUBJECT — April  5,  1973 — decision  of  the  Borough  Super¬ 
intendent,  under  Sections  72-21  and  11-412  of  the  Zoning 
Resolution  to  permit  in  an  R6  district,  the  enlargement  in 
area  and  reconstruction  of  an  automotive  service  station 
with  accessory  uses  previously  before  the  Board. 
PREMISES  AFFECTED — 8865  24th  Avenue,  southwest 
corner  of  Cropsey  Avenue,  Block  6927,  Lots  45,  47  and 
55,  Borough  of  Brooklyn.  Community  Board  #13. 

APPEARANCES— 

For  Applicant :  Warren  A.  Sambach. 

For  Opposition :  Rubin  Ferziger,  John  Settinieri,  Giovanni 
Diomede,  Grace  Cataudella,  Luigi  Cona,  John  Grbic, 
Angelo  Gabriele,  Crestoforo  Balzano,  Joseph  Cassarino, 
Ann  Beadle  and  Jack  Heller. 

ACTION  OF  BOARD — Laid  over  to  November  13,  1973, 
at  10  A.M.  for  decision;  hearing  closed. 


211-73-BZ 

APPLICANT — Edwin  Storch  for  Andrew  Perillo,  owner. 

SUBJECT — Application  April  9,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  district,  the  change  in  use 
of  an  existing  one  story  and  cellar  building  from  auto¬ 
mobile  and  truck  showroom  to  an  automobile  and  truck 
repair  shop. 

PREMISES  AFFECTED — 198-25  Jamaica  Avenue,  north 
side,  30.90  feet  east  of  93rd  Avenue,  Block  10473,  Lot  26, 
Jamaica,  Borough  of  Queens.  Community  Board  #12. 
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APPEARANCES— 

For  Applicant:  Edwin  Storch,  Andrew  Perillo  and  Clem 
Villota. 

For  Opposition:  Lorance  Hockert  and  Frank  Padavan. 
ACTION  OF  BOARD— Laid  over  to  November  13,  1973, 
at  10  A.M.  for  decision;  hearing  closed. 


219-73-BZ 

APPLICANT — Frank  A.  Vaccaro  for  Frank  Schimenti, 
owner. 

SUBJECT — Application  April  12,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  two  story  enlargement  to  a  non-complying  dwelling 
that  increases  the  degree  of  non-compliance  within  the 
side  and  rear  yards  and  creates  non-compliance  in  open 
space  ratio. 

PREMISES  AFFECTED — 163  Marine  Way,  north  side, 
100.00  feet  west  of  Cedar  Grove  Avenue,  Block  4085,  Lot 
11,  New  Dorp  Beach,  Borough  of  Richmond.  Community 
Board  #3. 

APPEARANCES— 

For  Applicant :  Frank  A.  Vaccaro. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  November  13,  1973, 
at  10  A.M.  for  decision;  hearing  closed. 


418-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Howard  J.  Hel¬ 
ler  and  Mary  Colitti,  owners. 

SUBJECT — Application  July  10,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  in  an  existing 
two  story  building,  the  conversion  and  alteration  of  the 
second  floor  apartment  for  medical  office  use. 

PREMISES  AFFECTED— 100-20  159th  Avenue,  south¬ 
west  corner  of  101st  Street,  Block  14180,  Lot  10,  Howard 
Beach,  Borough  of  Queens.  Community  Board  #10. 

APPEARANCES— 

For  Applicant :  Howard  J.  Heller  and  Leonard  F.  Roth- 
krug. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  November  13,  1973, 
at  10  A.M.,  for  hearing,  at  the  request  of  the  owner. 

_ 

479-73-BZ 

APPLICANT — Ingram  S.  Carner  for  Thomas  E.  and 

i  Robert  J.  Halloran,  owners,  ABC  Elastic  Corporation, 
contract  purchaser. 

SUBJECT — Application  August  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  11-413 

Iof  the  Zoning  Resolution,  to  permit  in  a  C2-3  district, 
the  change  in  occupancy  of  any  existing  one  story  build¬ 
ing  previously  before  the  Board  from  foundry  products 

I  finishing  and  storage  of  patterns  to  a  clothing  manu¬ 
facturing  establishment. 

PREMISES  AFFECTED — 889  Metropolitan  Avenue,  north 
side,  100  feet  west  of  Olive  Street,  Block  2912,  Lot  30, 
Borough  of  Brooklyn.  Community  Board  #1. 

APPEARANCES— 

For  Applicant :  Ingram  S.  Carner. 

For  Opposition:  None. 

1  ACTION  OF  BOARD — Laid  over  to  November  27,  1973, 
at  10  A.M.,  for  hearing,  at  the  request  of  the  community 
planning  board. 


480-73-BZ 

APPLICANT — Ingram  S.  Carner  for  Thomas  E.  and 
Robert  J.  Halloran,  owners,  Martin  Dellacona  and  James 
Smith,  contract  purchaser. 

SUBJECT — Application  August  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  11-413  of  the 
Zoning  Resolution,  to  permit  in  an  R6  and  C2-3  district 
the  change  in  use  of  an  iron  foundry  previously  before 
the  Board,  to  a  private  sanitation  and  carting  establish¬ 
ment  with  accessory  repairs. 

PREMISES  AFFECTED — 890  Metropolitan  Avenue,  south 
side,  97.8  feet  west  of  Olive  Street,  Block  2916,  Lots  32 
and  33,  Borough  of  Brooklyn.  Community  Board  #1. 

APPEARANCES— 

For  Applicant :  Ingram  S.  Carner. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  November  27,  1973, 
at  10  A.M.,  for  hearing,  at  the  request  of  the  community 
planning  board. 


489-73-BZ 

APPLICANT — Lama  &  Vassalotti  for  Mobil  Oil  Corpora¬ 
tion,  owner. 

SUBJECT — Application  August  23,  1973 — decision  of  the 
Borough  [Superintendent,  under  Section  73-211  of  the 
Zoning  Resolution,  to  permit  in  a  C6-3  and  Ml -5  district, 
the  reconstruction  of  an  automotive  service  station  with 
accessory  parking. 

PREMISES  AFFECTED — 543  to  551  10th  Avenue,  south¬ 
west  corner  and  506  West  41st  Street,  Block  1069,  Lot 
34,  Borough  of  Manhattan.  Community  Board  #4. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  November  20,  1973, 
at  10  A.M.,  for  continued  hearing. 


490-73-A 

APPLICANT — Lama  &  Vassalotti  for  Mobil  Oil  Corpo¬ 
ration,  owner. 

SUBJECT — Application  August  23,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  gasoline  dis¬ 
pensing  system. 

PREMISES  AFFECTED — 543  to  551  10th  Avenue,  south¬ 
west  corner,  and  506  West  41st  Street,  Block  1069,  Lot  34, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Laid  over  to  November  20,  1973, 
at  10  A.M.,  for  continued  hearing. 


500-73-BZ 

APPLICANT — Max  Siegel  Associates  for  Statland  Holiday 
Associates,  owner ;  Holrich  Operating  Company,  lessee. 

SUBJECT — Application  August  30,  1973 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and 
72-21  of  the  Zoning  Resolution,  666  NYC  Charter,  to 
permit  in  a  C2-1  district,  at  a  hotel  under  construction, 
the  installation  of  three  wall  and  ground  signs  that  exceed 
the  permitted  surface  area  and  wall  signs  that  exceed  the 
height  above  curb  level. 

PREMISES  AFFECTED — 1415  Richmond  Avenue,  east 
side,  80  feet  south  of  Lamberts  Lane,  Block  1544,  Lot  25, 
Graniteville,  Borough  of  Richmond.  Community  Board  #3. 
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APPEARANCES— 

For  Applicant :  Max  Siegel. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  November  13,  1973, 
at  10:00  A.M.,  for  decision;  hearing  closed. 


175-73-BZ 

APPLICANT — Edwin  Storch  for  Raymond  Triola,  owner. 

SUBJECT — Application  March  22,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R2  district,  on  a  plot  with 
less  than  the  required  lot  area,  the  erection  of  a  one 
family  dwelling  that  exceeds  the  permitted  floor  area  ratio, 
has  less  than  the  required  open  space  ratio  and  encroaches 
on  the  required  side  yards. 

PREMISES  AFFECTED— 80-12  235th  Street,  west  side, 
100  feet  south  of  Union  Turnpike  Street,  Block  7920,  Lot 
11,  Bellerose,  Borough  of  Queens.  Community  Board  #13. 

APPEARANCES— 

For  Applicant :  Edwin  Storch. 

For  Opposition :  Frank  Padavan. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 


176-73-BZ 

APPLICANT — Edwin  Storch  for  Raymond  Triola,  owner. 

SUBJECT — Application  March  22,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  on  a  plot  with  less 
than  the  required  lot  area,  the  erection  of  a  one  family 
dwelling  that  exceeds  the  permitted  floor  area  ratio,  has 
less  than  the  required  open  space  ratio>  and  encroaches  on 
the  required  side  yards. 

PREMISES  AFFECTED— 80-11  234th  Street,  east  side,  100 
feet  south  of  Union  Turnpike,  Block  7920,  Lot  71,  Belle- 
rose,  Borough  of  Queens.  Community  Board  #13. 

APPEARANCES— 

For  Applicant :  Edwin  Storch. 

For  Opposition  :  Frank  Padavan. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 


191-73-BZ 

APPLICANT — H.  M.  Cole  for  B.  Bros.  Realty  Corpora¬ 
tion,  owner.  Federated  Department  Stores,  Inc.,  lessee. 

SUBJECT — Application  April  2,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  to  permit  in  an  M3-1  district,  the  erection  of 
a  six  story  enlargement  to  an  existing  six  story  warehouse 
that  increases  the  degree  of  non-compliance  in  floor  area 
ratio,  penetrates  the  sky  exposure  plane,  encroaches  on 
the  required  rear  yard  and  without  the  required  accessory 
parking. 

PREMISES  AFFECTED — 23-02  49th  Avenue,  southwest 
comer  of  25th  Street,  Block  71,  Lots  124  and  22,  Borough 
of  Queens.  Community  Board  #1. 


APPEARANCES— 

For  Applicant:  H.  M.  Cole. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative  :  . . .  0 


161-73-BZ 

APPLICANT — Lama  and  Vassalotti  for  Ford  Leasing  & 
Development  Company,  owner. 

SUBJECT — Application  March  13,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Rl-2  district,  the  erection 
of  a  two  story  automobile  sales  and  service  establishment 
with  accessory  open  and  roof  parking,  and  open  automobile 
sales. 

PREMISES  AFFECTED — 239-25  Northern  Boulevard, 
north  side,  43.99  feet  east  of  234th  Street,  Block  8092,  Lot 
24,  Bayside,  Borough  of  Queens.  Community  Board  #11. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti  and  Peter  R.  Lehn. 
For  Opposition:  Oswald  Lebanstein,  Gertrude  Waldeyer. 


RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 
Commissioner  Carroll  .  5 


Whereas,  a  public  hearing  was  held  on  this  application 
on  July  3,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  September  11,  1973;  then  to  October 
16,  1973;  then  to  October  30,  1973 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  17,  1973,  and  March  9,  1973,  acting  on  N.B. 
Applic.  22/1973,  reads : 

“1.  Proposed  erection  of  two  story  and  mezzanine 
to  be  used  as  automobile  showroom,  sales,  offices,  auto¬ 
mobile  servicing  and  repairs,  parts,  storage,  car  washing 
and  polishing,  roof  parking,  and  the  use  of  open  area  for 
parking  and  storage  of  new  cars  awaiting  to  be  serviced, 
sale  and  display  of  new  and  used  cars,  accessory  parking 
of  patrons  and  employees  cars  and  business  entrances 
(curb  cuts)  all  in  U.  G.  16  mapped  in  an  Rl-2  district 
is  contrary  to  Sec.  22-00  Z.  R. 

2.  Proposed  use  of  open  sales  of  new  and  used 
automobiles  inside  required  front  yard  of  an  Rl-2  dis¬ 
trict  is  contrary  to  Sec.  23-44  Z.  R. 

3.  There  are  no  parking  or  loading  regulation  for 
a  non-conforming  use  in  an  Rl-2  district,  therefore  this 
application  is  referred  to  the  Board  of  Standards  and 
Appeals  for  applicable  regulations.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  findings  b,  c  and  e,  under 
Section  72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  17,  1973  and  March  9,  1973,  acting  on  N.B. 
Applic.  22/1973,  Objection  Nos.  1,  2  and  3,  be  and  it  hereby 
is  affirmed  and  that  the  application  be  and  it  hereby  is  denied. 
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162-73-BZ 

APPLICANT — Lama  and  Vassalotti  for  Ford  Leasing  & 
Development  Company,  owner. 

SUBJECT — Application  March  13,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Rl-2  district,  on  a  plot  with 
an  automobile  sales  and  service  establishment,  the  erection 
of  an  accessory  sales  office  for  the  sale  of  cars  that  extends 
into  the  front  yard. 

PREMISES  AFFECTED — 240-07  Northern  Boulevard, 
north  side,  43.99  feet  east  of  234th  Street,  Block  8092,  Lot 
24,  Bayside,  Borough  of  Queens.  Community  Board  #11. 
RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 
Commissioner  Carroll .  5 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
July  3,  1973,  after  due  notice  by  publication  in  the  Bulletin ; 
laid  over  to  September  11,  1973;  then  to  October  16,  1973; 
then  to  October  30,  1973 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  9,  1973,  acting  on  N.B.  Applic.  23/1973,  reads: 

“1.  Proposed  erection  of  a  one  story  building  to  be 
used  as  an  office  for  open  sales  of  used  cars,  and  the 
use  of  the  open  area  for  sale  and  display  of  used  cars, 
accessory  parking  of  employees  and  patrons  cars  and 
business  entrances  (curb  cuts)  all  in  a  U.  G.  16  mapped 
in  a  Rl-2  district  is  contrary  to  Sec.  22-00  Z.  R. 

2.  Proposed  use  of  open  sales  of  used  cars  inside 
required  front  yard  of  a  Rl-2  district  is  contrary  to 
Sec.  23-44  Z.  R. 

3.  There  are  no  parking  or  loading  regulations,  for 
a  non-conforming  use  in  a  Rl-2  district,  therefore  this 
application  is  referred  to  the  Board  of  Standards  and 
Appeals  for  applicable  regulations.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  findings  b,  c  and  e, 
under  Section  72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  March  9,  1973,  acting  on  N.B.  Applic.  23/1973,  Ob¬ 
jection  Nos.  1,  2,  and  3  be  and  it  hereby  is  affirmed  and 
that  the  application  be  and  it  hereby  is  denied. 


187-73-BZ 

APPLICANT — Harry  Soled  for  L.  Waldman,  owner. 

SUBJECT — Application  March  30,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl -3  district,  the  erection  of  a 
second  floor  enlargement  to  an  existing  three  story  building 
that  will  create  non-compliance  in  floor  area  ratio  and  open 
space  ratio. 

PREMISES  AFFECTED — 156  Lee  Avenue,  northwest 
corner  of  Penn  Street,  Block  2211,  Lot  41,  Borough  of 
Brooklyn.  Community  Board  #1. 

APPEARANCES— 

For  Applicant :  Harry  Soled. 

For  Opposition :  David  Berger. 

RECOMMENDATION  OF  THE  COMMUNITY 

BOARD — No  recommendation  received. 


ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  October  16,  1973,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  October  30,  1973 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  7,  1973,  acting  on  Alt.  Applic.  198/1973,  reads : 

“1.  Proposed  enlargement  to  a  mixed  B’ldg  in  a 
Cl-3  within  R6  district  exceeds  max  far  of  1.28  and 
is  deficient  in  min.  O.  S.  R.  0.28  for  residential  portion 
and  max  far  of  2.00  for  total  bldge.  is  contrary  to  Sec. 
23-142,  33-121,  35-311,  35-313  and  35-32  Z.  R. 

2.  Proposed  side  yard  for  this  bldge.  of  less  than 
8'  0"  is  contrary  to  Sec.  33-25  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
W hereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a 
Cl -2  district,  the  erection  of  a  second  floor  enlargement  to 
an  existing  three-story  building  that  will  create  non-com¬ 
pliance  in  floor  area  ratio  and  open  space  ratio,  on  condi¬ 
tion  that  all  work  shall  substantially  conform  to  drawings 
filed  with  this  application  marked  “Received  March  30,  1973”, 
10  sheets,  and  “October  24,  1973”,  one  sheet;  and  that  all 
laws,  rules  and  regulations  applicable  be  complied  with,  and 
that  substantial  construction  be  completed  within  one  year 
from  the  date  of  this  resolution. 


351-73-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  John  Baris, 
owner. 

SUBJECT — Application  June  11,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
two  family  dwelling  that  encroaches  on  the  required  side 
yard  and  has  a  balcony  within  the  required  front  yard. 
PREMISES  AFFECTED — 32-51  42nd  Street,  east  side, 
355.28  feet  north  of  34th  Avenue,  Block  690,  Lot  17,  Astoria. 
Borough  of  Queens.  Community  Board  #1. 

APPEARANCES— 

For  Applicant :  Anthony  M.  Salvati. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll .  5 

Negative:  .  o 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
September  25,  1973,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  October  23,  1973 ;  then  to  October  30, 
1973;  and 
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Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  7,  1973,  acting  on  N.B.  Applic.  347/1973,  reads : 

“1.  Side  yard  of  less  than  8'-0"  wide  is  contrary  to 
Sec.  23-49  and  Sec.  23-462  of  the  Z.  R. 

2.  Balcony  in  a  reg.  front  yard  is  contrary  to  Sec. 
23-44  of  the  Z.  R.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted, 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R5  district,  the  erection  of  a  two-family  dwelling  that 
encroaches  on  the  required  side  yard  and  has  a  balcony  within 
the  required  front  yard,  on  condition  that  all  work  shall  sub¬ 
stantially  conform  to  drawings  filed  with  this  application 
marked  “Received  June  11,  1973”,  5  sheets ;  a^d  that  all  laws 
rules  and  regulations  applicable  be  complied  with,  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 


352-73-BZ 

APPLICANT— Dominick  Salvati  and  Son  for  John  Baris, 


grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to.  permit  in 
an  R5  district,  the  erection  of  a  two  family  dwelling  with  a 
balcony  within  the  required  front  yard,  on  condition  that  all 
work  shall  substantially  conform  to  drawings  filed  with  this 
application  marked  “Received  June  11,  1973”,  5  sheets;  and 
that  all  laws,  rules  and  regulations  applicable  be  complied 
with,  and  that  substantial  construction  be  completed  within 
one  year  from  the  date  of  this  resolution. 


353-73-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  John  Baris, 
owner. 

SUBJECT — Application  June  11,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
two  family  dwelling  that  encroaches  on  the  required  side 
yard  and  has  a  balcony  within  the  required  front  yard. 

PREMISES  AFFECTED— 32-47  42nd  Street,  east  side, 
403.43  feet  north  of  34th  Avenue,  Block  690,  Lot  119, 
Astoria,  Borough  of  Queens.  Community  Board  #1. 

APPEARANCES— 

For  Applicant:  Anthony  M.  Salvati. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 


owner. 

SUBJECT— Application  June  11,  1973— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
two  family  dwelling  with  a  balcony  within  the  required 
front  yard. 

PREMISES  AFFECTED— 32-49  42nd  Street,  east  side, 
381.43  feet  north  of  34th  Avenue,  Block  690,  Lot  118,  As¬ 
toria,  Borough  of  Queens.  Community  Board  $1. 

APPEARANCES— 

For  Applicant:  Anthony  M.  Salvati. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD— Favorable  to  the  application. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 

Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
September  25,  1973,  after  due  notice  by  publication  in  the 
Bulletin  ;  laid  over  to  October  23,  1973;  then  to  October  30, 
1973 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  14,  1973,  acting  on  N.B.  Applic.  348/1973,  reads : 
“1.  Balcony  in  required  front  yard  is  contrary  to 
Sec.  23-44  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical  diffi¬ 
culty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 


THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
September  25,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  October  23,  1973;  than  to  October  30, 
1973;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  7,  1973,  acting  on  N.B.  Applic.  347/1973,  reads: 

“1.  Side  yard  of  less  than  8'-0"  wide  is  contrary  to 
Sec.  23-49  and  Sec.  23-462  of  the  Z.R. 

2.  Balcony  is  reg.  front  yard  is  contrary  to  Sec. 
23-44  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical  diffi¬ 
culty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R5 
district,  the  erection  of  a  two-family  dwelling  that  encroaches 
on  the  required  side  yard  and  has  a  balcony  within  the 
required  front  yard,  on  condition  that  all  work  shall  substan¬ 
tially  conform  to  drawings  filed  with  this  application  marked 
“Received  June  11,  1973”,  5  sheets;  and  that  all  laws,  rules 
and  regulations  applicable  be  complied  with,  and  that  sub¬ 
stantial  construction  be  completed  within  one  year  from  the 
date  of  this  resolution. 

Adjourned  :  12 :25  P.M. 

John  B.  Cincotta,  Executive  Director 
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REGULAR  MEETING 

TUESDAY  AFTERNOON,  OCTOBER  30,  1973,  2  P.M. 

Present:  Chairman  Klein,  Vice  Chairman  Agusta, 

Commissioner  Hornstein,  Commissioner  Walsh  and 
Commissioner  Carroll. 

1-38-SR 

APPLICANT — Rules  for  Arc  and  Gas  Welding  and  Oxy¬ 
gen  Cutting  of  Steel  Covering  the  Specifications  for  De¬ 
sign,  Fabrication  and  Inspection  of  Arc  and  Gas  Welding 
Steel  structures  and  the  Qualification  of  Welders  and  Su¬ 
pervisors. 

ACTION  OF  BOARD — Laid  over  to  November  27,  1973, 
at  2  P.M. 


482-40-SM 

APPLICANT — Armstrong  Cork  Company,  owner. 

SUB  J  ECT — Revocation. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  RESOLUTION— 

Whereas,  the  original  approval  was  granted  to  the  appli¬ 
cant  on  July  IS,  1941 ;  and 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


491-44-SM 

APPLICANT — Armstrong  Cork  Company,  owner. 
SUBJECT — Revocation. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  RESOLUTION— 

Whereas,  the  original  approval  was  granted  to  the  appli¬ 
cant  on  April  24,  1945 ;  and 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


310-46-SA 

APPLICANT — Ames  Iron  Works,  owner. 

SUBJECT — Revocation. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  RESOLUTION— 

Whereas,  the  original  approval  was  granted  to  the  appli¬ 
cant  on  April  13,  1948;  and 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board  indicating  that  this  appliance 
is  no  longer  being  manufactured. 


Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


671-51-SM 

APPLICANT — Armstrong  Cork  Company,  owner. 
SUBJECT — Revocation. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  RESOLUTION— 

Whereas,  the  original  approval  was  granted  to  the  appli¬ 
cant  on  May  6,  1952  ;  and 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


673-51-SM 

APPLICANT — Armstrong  Cork  Company,  owner. 

SUB  J  ECT — Revocation. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  RESOLUTION— 

Whereas,  the  original  approval  was  granted  to  the  appli¬ 
cant  on  February  5,  1952;  and 
Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


674-51-SM 

APPLICANT — Armstrong  Cork  Company,  owner. 
SUBJECT — Revocation. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  RESOLUTION— 

Whereas,  the  original  approval  was  granted  to  the  appli¬ 
cant  on  February  26,  1952;  and 
Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


192-52-SM 

APPLICANT — Armstrong  Cork  Company,  owner. 
SUB  J  ECT — Revocation. 

APPEARANCES— 

For  Applicant:  None. 
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ACTION  OF  BOARD — Approval  revoked. 

THE  RESOLUTION— 

Whereas,  the  original  approval  was  granted  to  the  appli¬ 
cant  on  June  24,  1952;  and 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

1 94-52- SM 

APPLICANT— Armstrong  Cork  Company,  owner. 
SUBJECT — Revocation. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  RESOLUTION— 

Whereas,  the  original  approval  was  granted  to  the  appli¬ 
cant  on  June  24,  1952;  and 

Whereas,  the  applicant  for  the  product  has  replied  to.  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

400-56-SA 

APPLICANT — Overhead  Heaters  New  York,  Incoporated, 
owner. 

SUBJECT — Revocation. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  RESOLUTION— 

Whereas,  the  original  approval  was  granted  to  the  appli¬ 
cant  on  October  2,  1956;  and 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  die  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


235-57-SA 

APPLICANT — Armstrong  Products  Corporation,  owner. 
SUBJECT — Revocation. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  RESOLUTION— 

Whereas,  the  original  approval  was  granted  to  the  appli¬ 
cant  on  January  21,  1958;  and 
Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


853-62-SA 

APPLICANT — Central  Station  Signals,  Incorporated, 
owner. 

SUBJECT — Revocation. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  RESOLUTION— 

Whereas,  the  original  approval  was  granted  to  the  appli¬ 
cant  on  April  30,  1963  ;  and 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


333-65-SA 

APPLICANT — BRK  Electronics,  Incorporated,  owner. 
SUBJECT — Revocation. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  RESOLUTION— 

Whereas,  the  original  approval  was  granted  to  the  appli¬ 
cant  on  July  13,  1965;  and 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


178-73-SA 

APPLICANT— Honeywell,  Incorporated,  owner. 

SUBJECT — Application  March  22,  1973 — Alpha  Delta,  fire 
alarms,  approval  of. 

APPEARANCES— 

For  Applicant:  T.  F.  McCarthy. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

N egative  :  .  0 

THE  RESOLUTION- 


INSPECTION  AND  TEST:  All  components  are  U.  L. 
approved  and/or  previously  approved  by  the  Board.  The 
components  and  the  system  were  recommended  for  approval 
by  the  Division  of  Fire  Prevention. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Alpha/Delta  Class  E  and  Modified 
Class  E  Fire  Alarm  Systems  under  the  provisions  of  Article 
17  and  RS  17  of  the  Building  Code  of  the  City  of  New  York. 
All  components  shall  be  permanently  labeled :  “Approved  by 
the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  178-73-SA.’’  All  components 
which  were  previously  approved  under  a  different  Calendar 
Number  shall,  in  addition,  be  similarly  labeled  with  the  pre¬ 
vious  Number. 
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A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


309-46-SA 

APPLICANT — Wayne  Home  Equipment  Company,  Incorpo¬ 
rated,  owner. 

SUBJECT — Additional  burners. 

APPEARANCES— 

For  Applicant :  John  Thurston. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
309-46-SA — Amendment  to  resolution  to  include  additional 
burners.  Wayne  Home  Equipment  Company,  IncO'rporated, 
Fort  Wayne,  Indiana,  requested  that  the  resolution  adopted 
July  9,  1946  and  amended  through  July  6,  1971  under  Calen¬ 
dar  Number  309-46-SA  be  reopened  and  amended  to  include 
additional  burners. 

PROPOSED  USE:  Oil  fired  and  combination  gas-oil  fired 
burners. 

DESCRIPTION  :  The  burners,  Model  EH  AGO  (combina¬ 
tion  gas-oil  fired  burner)  and  Model  EHAG  (gas  fired),  are 
similar  to  the  previous  approved  Model  EH  burner.  The 
major  difference  is  the  addition  of  a  gas  manifold  and  con¬ 
trol  panel  to  monitor  the  gas  portions  of  the  burners. 
INSPECTION  AND  TEST :  The  burners  have  been  ap¬ 
proved  by  Underwriters’  Laboratories  (File  MP98,  Project 
72NK5905). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  9,  1946  and  amended 
through  July  6,  1971  under  Calendar  Number  309-46-SA  be 
reopened  and  amended  to  include  additional  burners,  Models 
EH  AGO  and  EHAG,  on  condition  that  the  requirements  of 
Article  14  and  RS  14  of  the  Building  Code  of  the  City  of  New 
York  and  the  requirements  of  the  original  resolution  and  pre¬ 
vious  amendments  adopted  under  this  Calendar  Number  be 
complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 


approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  an¬ 
nual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


384-56-SA 

APPLICANT — Mcdine  Manufacturing  Company,  owner. 
SUBJECT — Additional  use  of  duct  heaters. 

APPEARANCES— 

For  Applicant :  Ray  W.  Qualley. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
384-56-SA— Amendment  to  resolution  to  include  additional 
use  of  duct  heaters. 

Modine  Manufacturing  Company,  Racine,  Wisconsin,  re¬ 
quested  that  the  resolution  adopted  March  19,  1957  and 
amended  through  September  29,  1964  under  Calendar  Num¬ 
bers  384-56-SA  be  reopened  and  amended  to  include  ad¬ 
ditional  uses  of  duct  heaters. 

PROPOSED  USE:  Gas  fired  unit  heaters  installed  in  ducts. 
DESCRIPTION :  The  additional  use  is  the  installation  of 
the  previously  approved  heaters,  Models  DG-75  through  DG- 
350,  in  garages  if  the  heaters  are  at  least  eight  feet  above 
the  floor. 

INSPECTION  AND  TEST :  The  heaters  are  listed  by  the 
American  Gas  Association.  The  National  Fire  Protection 
Association  No.  88  recommends  the  use  of  suspended  unit 
heaters  in  garages  if  they  are  at  least  eight  feet  above  the 
floor. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  19,  1957  and 
amended  through  September  29,  1964  under  Calendar  Num¬ 
ber  384-56-SA  be  reopened  and  amended  to  include  the  ad¬ 
ditional  use  of  Models  DG-75  through  DG-350  duct  heaters 
in  garages  when  the  heaters  are  at  least  eight  feet  above  the 
floor  under  the  provisions  of  Article  14  and  RS  14  of  the 
Building  Code  of  the  City  of  New  York  on  condition  that 
the  requirements  of  the  original  resolution  and  that  the  re¬ 
quirements  of  the  original  resolution  and  previous  amend¬ 
ments  as  adopted  under  this  Calendar  Number  be  complied 
with.  A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
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of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  T est. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


652-67-SA 

APPLICANT— Watts  Regulator  Company,  Plumbing  and 
Heating  Products  Division,  owner. 

SUBJECT — Change  of  model  numbers  and  to  add  a  division 
name. 

APPEARANCES— 

For  Applicant:  Robert  J.  Macinsky. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 

Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
652-67-SA — Amendment  to  resolution  to  show  a  change  of 
model  numbers  and  to  add  a  division  name. 

Watts  Regulator  Company,  Plumbing  and  Heating  Prod¬ 
ucts  Division,  Lawrence,  Massachusetts,  requested  that  the 
resolution  adopted  May  14,  1968  under  Calendar  Number  652- 
67-SA  be  reopened  and  amended  to  show  a  change  of  model 
numbers  and  to  add  a  division  name. 

PROPOSED  USE:  Vacuum  breaker. 

DESCRIPTION  :  The  applicant  requests  that  the  present 
model  numbers  be  changed  from  Watts  No.  9  to  Watts  No. 
N9  in  14"  and  3A"  sizes.  Also  from  Type  LF9  to  NLF9. 
Further,  and  to  add  the  division  name,  “Plumbing  and  Heat¬ 
ing  Products  Division”. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  May  14,  1968  under  Cal¬ 
endar  Number  652-67-SA  be  reopened  and  amended  to  show 
a  change  of  model  numbers  from  Watts  No.  9  to  Watts  No. 
N9  in  Yd,"  and  J4"  sizes.  Also,  from  Type  LF9  to  NLF9  and 
to  add  the  division  name,  Plumbing  and  Heating  Products 
Division  on  condition  that  the  requirements  of  the  resolution 
adopted  May  14,  1968  under  Calendar  Number  652-67-SA 
are  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 


Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


381-69-SA 

APPLICANT — Windsor  Probe  Test  Systems,  Incorporated, 
owner. 

SUBJECT — Change  of  owner-manufacturer. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
381-69-SA — Amendment  to  resolution  so  as  to  show  a  change 
of  owner-manufacturer. 

Windsor  Probe  Test  Systems,  Incorporated,  Elmwood, 
Connecticut,  requested  that  the  resolution  adopted  June  23, 
1970  and  amended  through  July  20,  1971  under  Calendar 
Number  381-69-SA  be  reopened  and  amended  so  as  to  show 
a  change  of  owner-manufacturer. 

PROPOSED  USE:  Non-destructive  method  for  determin¬ 
ing  the  compressive  strength  of  concrete  in  place  by  measur¬ 
ing  its  resistance  to  penetration  by  a  probe. 
DESCRIPTION  :  There  has  been  no  change  in  the  material 
used  nor  in  the  method  of  manufacture  of  the  appliance. 

Windsor  Probe  Test  Systems,  Incorporated  has  submitted 
an  affidavit  showing  that  Windsor  Probe  Test  Systems,  In¬ 
corporated  purchased  Windsor  Machinery  Corporation  and 
the  name  of  the  new  owner-manufacturer  is  Windsor  Probe 
Test  Systems,  Incorporated. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  23,  1970  and  amended 
through  July  20,  1971  under  Calendar  Number  381-69-SA  be 
reopened  and  amended  so  as  to  show  a  change  of  owner- 
manufacturer,  new  owner-manufacturer  being  Windsor  Test 
Probe  Systems,  Incorporated  on  condition  that  the  require¬ 
ments  of  the  resolution  adopted  June  23,  1970  and  amended 
through  July  20,  1971  under  Calendar  Number  381-69-SA 
are  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  an¬ 
nual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


743-70-SA 

APPLICANT — The  Majestic  Company,  owner. 

SUBJECT — Additional  fireplace. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 
Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
743-70-SA — Amendment  to  resolution  to  include  additional 
fireplaces. 

The  Majestic  Company,  Huntington,  Indiana,  requested 
that  the  resolution  adopted  March  9,  1971  under  Calendar 
Number  743-70-SA  be  reopened  and  amended  to  include 
additional  fireplaces. 

PROPOSED  USE:  Factory  built  fireplaces. 
DESCRIPTION :  Details  of  the  wood  burning  fireplaces  are 
as  follows : 

Tudor  Model  WHW32 — steel  base  frame  supports  hearth 
pan,  combustion  dome,  and  back  liners,  wall  hung,  36"  clear¬ 
ance  to  combustible  side  walls,  9"  chimney  sections,  1"  clear¬ 
ance  from  chimney  to  enclosing  wall,  fireplace  and  chimney 
overall  height  32'  or  less. 

Regency  Models  RFW36 — freestanding,  36"  wide  rec¬ 
tangular  base,  conical  hood,  round  flue  collar,  8"  chimney 
with  2"  clearance  to  combustibles,  fireplace  rear  24"  clear¬ 
ance  to  combustibles,  fireplace  sides  18"  clearance  to  com¬ 
bustibles. 

Firehood  Model  FFW38 — freestanding,  black  iron  exterior, 
pedestal  type  base,  38"  overall  width,  9"  chimney  with  35' 
maximum  height  and  1"  clearances  to  combustibles,  24" 
clearance  from  chimney  connector  to  combustibles,  19"  clear¬ 
ance  from  outside  back  jacket  to  combustibles,  36"  clearance 
from  outside  side  jacket  to  combustibles  Firehood  Model 
FFW45 — same  as  Firehood  Model  FFW,  except  for  45" 
overall  width  and  11"  chimney. 

Aztec  Models  AZF32  and  AZT36 — steel  bell-shaped  main 
body,  supported  on  pedestal  type  base,  32"  (AZT32)  or  36" 
(AZT36)  maximum  outside  diameter,  7"  (AZT32)  or  9" 
(AZT36)  flue,  4 clearance  from  rear  to  combustibles, 
31  U>"  clearance  from  sides  to  combustibles. 

Manchester-Pierce  Models  MPW34T  and  MPW34R — 
rectangular  freestanding  steel  fireplaces,  top  or  rear  outlet, 
7"  chimney,  36"  and  18"  clearances  from  combustibles  to 
sides  and  rear,  respectively. 

Mercury  Models  MFT36  and  MFW42 — freestanding  or 
hung,  inverted  cone-shaped,  steel  construction,  10"  (MFW36) 
or  12"  (MFW42)  chimney  50"  (MFW36)  or  52"  (MFW42) 
clearances  to  combustibles. 

Athena  Model  AFW39 — installed  in  corner  with  back  9" 
from  combustibles  and  chimney  connector  16j^"  from  com¬ 
bustibles,  9"  or  10"  chimney,  steel  construction. 

Venus  Model  VFW36 — installed  adjacent  to  wall  with  rear 
9"  from  combustibles,  flue  connector  17"  from  combustilbles, 
and  side  36"  from  adjacent  wall,  9"  or  10"  chimney,  steel 
construction. 

Jupiter  Models,  JFW24,  JFW30,  JFW38— 24",  30",  or  38" 
diameters,  respectively,  7",  7",  or  10"  chimneys,  respectively, 
steel  construction,  18"  from  rear  to  combustibles,  30"  from 
sides  to  combustibles. 


Majestic-Thulman  Model  S  Chimneys — steel  construction 
used  with  above  listed  fireplaces  in  accordance  with  fol¬ 
lowing  : 

Chimney  Chimney 

Size  (in.)  Height  (ft.) 

7  less  than  9 

7  9  to  35 

8  to  35 

9  to  35 

10  to  35 


Clearances  to 
Combustible  (in.) 

0 

1 

2 

1 

1 


INSPECTION  AND  TEST :  The  fireplaces  and  chimneys 
have  been  approved  by  the  International  Conference  of 
Building  Officials  (Report  No.  1581  on  file). 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  9,  1971  under 
Calendar  Number  743-70-SA  be  reopened  and  amended  to 
include  the  additional  fireplaces  listed  above,  Models  Tudor 
WHW32,  Regency  RFW36,  Firehood  Models  FFW38  and 
FFW45,  Aztec  Models  AZT32  and  AZT36,  Manchester- 
Pierce  MPW34T  and  MPW34R,  Mercury  MFW36  and 
MFW42,  Athena  AFW39,  Venus  VFW36,  Jupiter  JFW24, 
JFW30,  JFW38,,  with  Majestic-Thulman  Model  S  Chimneys, 
under  the  provisions  of  Articles  5  and  15  of  the  Building 
Code  of  the  City  of  New  Y ork  on  condition  that  the  require¬ 
ments  of  the  original  resolution  adopted  under  this  Calendar 
Number  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


178-73-SA :  Honeywell,  Incorporated,  Long  Island  City, 
New  York,  filed  for  approval  of  Alpha/Delta  Class  E  Fire 
Alarm  System  under  the  provisions  of  Article  17  and  RS  17 
of  the  Building  Code  of  the  City  of  New  York. 
PROPOSED  USE:  Class  E  fire  alarm  system. 
DESCRIPTION :  The  system  includes  many  components 
which  were  previously  approved  under  different  Calendar 
Numbers.  Components  of  the  system  are  as  follows : 


Model 

Description 

Previous 
Approval 
Cal.  No. 

E/Alpha  3000 

Central  Processor 

477-71-SA 

E/Delta  3000 

Central  Processor 

477-71-SA 

E/T4010A 

Fixed  Temperature  Thermo- 

U.L. 

E/W  649  (B,  C) 

stat  Fire  Sensor 

Graphic  Annunciator 

72-68-SA 

E/LA  419D 

Fan  Safety  Cut  Off  Control 

763-71-SA 

E/W  886  (B,  C) 

Annunciator  Modules 

U.  L. 

E/886 A 

Annunciator  Module  (non- 

U.  L. 

E/S  485 A 

required  extension  or 
slave  unit) 

Magnetic  Door  Holder 

U.  L. 

E/R  182 

Relay 

U.  L. 

871 


Rhabi 


MINUTES 


III? 

III* 

ti:i 

*IT»! 


Previous 


Model 

Description 

Approval 
Cal.  No. 

E/R  482 

Relay 

U.  L. 

E/R  882 

Relay 

U.  L. 

E/R  4137A 

Auxiliary  Trip  Relay 

U.  L. 

E/W  931 A 

Power  Supply 

U.  L. 

E/W  932A 

Extender  Supply 

U.  L. 

E/W  91 4 A 

Power  Supply 

476-71-SA 

E/TC  18A 

Ionization  Fire  Detector 

763-71-SA 

E/TC  17A 

Duct  Ionization 

476-71-SA 

E/T  487 A 

Automatic  Fire  Detector 

763-71-SA 

EW  924 ( A,  B) 

Control  Panel 

763-71-SA 

E  30-286 

Refractory  Smoke  Detector 

U.L. 

E/S  464 

(  Pyrotector) 

Manual  Fire  Alarm  Station 

45-69-SA 

E/S  465 

Manual  Fire  Alarm 

45-69-SA 

E/D.  G.  P. 

Data  Gathering  Panel — Con- 

Model 

sists  assembly  of  components 
similar  to  or  identical  with 
Alpha  3000  and  Delta  3000 
Processors  and  used  to  inter¬ 
face  systems. 

Description 

Previous 
Approval 
B.  S.  &  A. 
Cal.  No. 

E/CR  4170 

Pre-Amp 

379-73-SA 

E/CR  4171 

Compressor 

379-73-SA 

E/CR  2040 

Power  Supply 

379-73-SA 

E/CR  2041 

Power  Supply 

379-73-SA 

E/CR  2037 

Relay  Power  Supply 

379-73-SA 

E/CR  2038 

Relay  Power  Supply 

379-73-SA 

E/CR  2039 

Relay  Power  Supply 

379-73-SA 

E/CR  4172 

Amplifier 

379-73-SA 

E/CR  4173 

Amplifier 

379-73-SA 

E/CR  4174 

Amplifier 

379-73-SA 

E/CR  4175 

Amplifier 

379-73-SA 

E/CR  3571 

Alarm  Signal  Generator 

379-73-SA 

E/CR  7239 

Monitor  Panel 

379-73-SA 

E/CR  3570 

Alarm  Sig.  Generator 

379-73-SA 

E/CR  12903 

Message  Repeater 

379-73-SA 

E/CR  12904- A 

Tape  Amplifier 

379-73-SA 

E/CR  12904-B 

Tape  Amplifier — 

Transport 

379-73-SA 

E/CR  4060 

Blower 

379-73-SA 

E/CR  9150 

Microphone 

379-73-SA 

E/CR  9152 

Mini  Phone 

379-73-SA 

E/CR  9151 

Desk  Phone 

379-73-SA 

E/CR  2560 

Volume  Control 

379-73-SA 

E/CR  6340 

Re-entrant  Horn 

379-73-SA 

E/CR  6345 

Re-entrant  Housing 

379-73-SA 

E/CR  250 

Fire  Warden  Station 

379-73-SA 

E/CR  210 

Fire  Alarm  Station 

379-73-SA 

E/CR  310 

Electric  Door  Release 

379-73-SA 

E/D1A6 

Air  Duct  Detectors 

379-73-SA 

E/D1A9 

E/D1S  3/5  A 

Ionization  Fire  Detectors 

379-73-SA 

E/D1S5B 

Ceiling  Smoke  Detector 

379-73-SA 

E/ hi U  6 

Fire  Indicating  Unit 

379-73-SA 

E/Zl  U  6 

Zone  Indicating  Unit 

379-73-SA 

E/6130 

Thermal  Detectors 

379-73-SA 

E/CR  1,  IE 

Low  Voltage  Control 

E/CP  130 

Panel 

379-73-SA 

Low  Voltage  Control 

E/DA  1 

Panel 

379-73-SA 

Low  Voltage  Air  Duct 

E/DI2DS  DI  2DF 

Detector 

379-73-SA 

Low  Voltage  Ionization 

E/SRP210,  410 

Detector 

379-73-SA 

Supplementary  Supervisory 

and  Control  Panel 

379-73-SA 

Previous 
Approval 
B.  S.  &  A. 

Model  Description  Cal.  No. 

E/406-3  Supervisory  Coding  Unit  379-73-SA 

E/FCU 120  Fuse  Cut-Out  379-73-SA 

(DWG.A155) 


554-72-SA 

APPLICANT — Astro  Dynamics,  Incorporated,  owner. 
SUBJECT — Additional  use  of  car  lift. 

APPEARANCES— 

For  Applicant :  Thomas  P.  Crinnion. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended,  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 

Commissioner  Carroll  .  5 

Negative:  .  0  ! 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

554-72-SA — Amendment  to  resolution  to  include  additional 
use  of  car  lift. 

Astro  Dynamics,  Incorporated,  Burlington,  Massachusetts, 
requested  that  the  resolution  adopted  January  30,  1973  under 
Calendar  Number  554-72-SA  be  reopened  and  amended  to 
include  an  additional  use  of  a  car  lift. 

PROPOSED  USE:  Car  lift  to  increase  parking  area. 
DESCRIPTION :  The  Astrolift  dual  car  lift  is  approved 
for  use  in  attended  open  parking  lots.  The  additional  use  is 
to  locate  the  lift  in  attended  sprinklered  garages,  subject  to 
the  following  conditions : 

1.  The  lower  vehicle  parked  on  the  lift  is  protected 
by  side  wall  sprinklers  in  accordance  with  the  brochure 
and  drawings  submitted  to  the  Fire  Department. 

2.  The  side  wall  sprinklers  are  protected  from  me¬ 
chanical  injury. 

3.  Sprinkler  pipe  sizes  are  adequate  to  supply  the 
additional  side  wall  sprinklers. 

4.  Plans  are  filed  with  and  approved  by  the  Depart¬ 
ment  of  Buildings  for  the  alteration  of  the  existing 
sprinkler  system  and  tie-in  of  the  additional  sprinklers. 

5.  Hydrostatic  tests  of  the  sprinkler  system  com¬ 
ponents  are  witnessed  and  approved  by  the  Fire  Depart¬ 
ment  and  Department  of  Buildings. 

INSPECTION  AND  TEST:  The  additional  use  and  the 
conditions  described  above  have  been  recommended  by  the 
Division  of  Fire  Prevention. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  January  30,  1973  under 
Calendar  Number  554-72-SA  be  reopened  and  amended  to 
include  the  additional  use  of  the  Astrolift  dual  car  lift  in 
attended  sprinkler  garages,  subject  to  the  conditions  listed 
above  on  condition  that  all  other  non-conflicting  requirements 
of  the  original  resolution  adopted  under  this  Calendar  Number 
be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change  of 
corporate  name,  change  of  address  or  to  Submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 
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(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


16-73-SM 

APPLICANT — Norton  Marketing  Department,  Eaton  Cor¬ 
poration,  owner;  Kenneth  B.  Trimmer,  agent. 

APPEARANCES— 

For  Applicant:  Kenneth  B.  Trimmer. 

ACTION  OF  BOARD — Resolution  amended  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE — 

I  Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 

Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
16-73-SM — Norton  Marketing  Department,  Eaton  Corpora- 
(  tion,  Charlotte,  North  Carolina,  filed  for  approval  of  Norton 
Model  9000  Emergency  Release  Device  or  Automatically 
Operated  Sliding  Doors  under  the  provisions  of  Article  6  of 
the  Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Emergency  release  device  for  auto¬ 
matically  operated  sliding  doors. 

DESCRIPTION :  The  sliding  door  is  supported  and  car¬ 
ried  by  an  inverted  L-shaped  frame.  The  door  is  held  in 
place  under  the  top  of  the  frame  for  normal  horizontal  sliding 
by  the  panic  catch  and  panic  pin  assembly.  The  pin  as¬ 
sembly  consists  of  a  pin  and  roller  mounted  horizon¬ 
tally  on  the  botton  side  of  the  short  leg  of  the  inverted 
L  door  hanger.  The  panic  check  is  mounted  in  the  top  of 
the  door.  In  the  end  of  the  pin  assembly  is  a  small  socket. 
The  catch  assembly  consists  of  a  steel  block,  a  horseshoe 
shaped  lock,  and  a  spring  loaded  steel  ball.  The  pin  assembly 
fits  into  the  horseshoe  shaped  slot  to  carry  the  weight  of  the 
outer  edge  of  the  door.  The  spring  loaded  steel  ball  en¬ 
gages  into  the  socket  on  the  end  of  the  pin  assembly.  When 
the  lock  style  of  the  door  is  pushed  outward  with  15  pounds 
of  force,  the  steel  bg.ll  disengages  from  the  socket,  ithe  catch 
breaks  away  from  the  pin  assembly,  an  electrical  switch  cuts 
power  to  the  door,  and  the  door  swings  out.  The  lock  style 
is  located  36"  up  from  the  floor. 

INSPECTION  AND  TEST :  The  device  is  approved  by 
Underwriters’  Laboratories  (File  E32041,  Project  71 ME- 
6104). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Norton  Model  9000  Emergency  Re¬ 
lease  Device  under  the  provisions  of  Article  6  of  the  Build¬ 
ing  Code  of  the  City  of  New  York  on  condition  that  the  door 
and  exit  requirements  of  Article  6  be  complied  with  and 
that  the  door  be  provided  with  a  sign  reading ;  “In  Emer¬ 
gency  Push  to  Open’’.  The  device  shall  be  permanently 
labeled :  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Calendar  Number  16-73- 
SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 


are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  changes  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


21-73-SM 


APPLICANT — Armstrong  Cork  Company,  owner. 
APPEARANCES— 

For  Applicant:  H.  W.  Reynolds,  Jr. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
21-73-SM — Armstrong  Cork  Company,  Lancaster,  Pennsyl¬ 
vania,  filed  for  approval  of  Armstrong  Cushioned  Vinyl 
Corlon-Cushioneord  Back  under  the  provisions  of  Article  12 
and  RS  12  of  the  Building  Code  of  the  City  of  New  York. 
PROPOSED  USE:  Impact  noise  reducing  floor  covering. 
DESCRIPTION :  The  floor  covering  has  an  opaque  or 
translucent,  flexible,  fiberglass  reinforced  wearing  surface. 
The  seams  of  the  wearing  surface  are  sealed.  The  backing  is 
a  vinyl  foam  cushion  (Cushioncord). 

INSPECTION  AND  TEST :  The  floor  covering  with 
grouted  joints  over  an  8"  thick  Spancrete  floor  was  tested  by 
Riverbank  Acoustical  Laboratories  (Test  IN  73-3,  on  file) 
and  achieved  an  impact  noise  rating  of  +2. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Armstrong  Cushioned  Vinyl  Corlon 
Floor  Covering  with  Cushioncord  Backing  over  an  8"  thick 
Spancrete  floor  as  a  floor-ceiling  construction  meeting  the 
impact  noise  rating  requirements  of  Section  C26-1208  of  the 
Building  Code  of  the  City  of  New  York.  The  floor  covering 
shall  be  installed  in  accordance  with  C26-504.13  of  the  Build¬ 
ing  Code  of  the  City  of  New  York.  The  floor  covering 
packaging  shall  be  labeled :  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  21-73-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Beard,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  an¬ 
nual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 
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Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  T est. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


22-73-SM 

APPLICANT — Sanford  L.  Cook,  for  Clark  Door  Company, 
Incorporated,  owner. 

APPEARANCES— 

For  Applicant :  Sanford  L.  Cook. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 

Commissioner  Carroll  .  5 

N  egative :  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
22-73-SM— Sanford  L.  Clark  for  Clark  Door  Company, 
Cranford,  New  Jersey,  filed  for  approval  of  Clark  Fire  Door 
Operators,  Models  12000  and  13000,  under  the  provisions  of 
Article  6  of  the  Building  Code  of  the  City  of  New  York. 
PROPOSED  USE:  Automatic  operator  of  fire  doors. 
DESCRIPTION :  The  operator  is  used  for  single  or  center 
parting,  sliding,  hollow  metal,  fire  rated  doors.  The  assembly 
consists  of  an  automatic  electric  door  operator  and  a  drive 
release  bracket.  The  drive  pin  of  the  door  operator  is  en¬ 
gaged  by  the  slide  of  the  release  bracket  of  the  door.  Sus¬ 
pended  counterweights  on  the  door  drop  when  a  fusible  link 
or  other  fixed  temperature  or  rate-of-use  release  are  actuated. 
The  counterweights  pull  the  release  fork  from  the  release 
bracket.  The  release  bracket  slide  is  then  pulled  downward 
by  two  slide  release  springs,  which  disconnects  the  door 
from  the  operator  and  closes  the  door.  A  manual  release 
cable  is  provided  so  that  the  door  can  be  disconnected  from 
the  operator  without  the  release  of  fusible  links.  The  drive 
release  cable  is  connected  to  the  release  fork  of  the  drive 
release  bracket  and  passes  over  the  pulleys  of  the  closing 
device  (counterweight  system). 

INSPECTION  AND  TEST:  The  automatic  door  oper¬ 
ators  have  been  approved  by  Underwriters’  Laboratories 
(File  R4621,  Assignment  63K2509). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Clark  Fire  Door  Operators,  Models 
12000  and  13000,  under  the  provisions  of  Article  6  of  the 
Building  Code  of  the  City  of  New  York.  The  fire  door 
operators  shall  be  permanently  labeled :  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  Number  22-73-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  ownership, 
change  of  corporate  name,  change  of  address  or  to  submit 
the  annual  affidavit  will  be  cause  for  revocation  of  approval. 


Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

25-73-SM 

APPLICANT— United  States  Gypsum  Company,  owner. 

APPEARANCES— 

For  Applicant:  E.  V.  Salvo. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Qiairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

N egative :  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
25-73-SM — United  States  Gypsum  Company,  New  York, 
filed  for  approval  of  the  U.  S.  G.  Area  Separation  Wall,  Solid 
Type  (two  hour  fire  rated)  under  the  provisions  of  Article 
5  and  RS  5  of  the  Building  Code  of  the  City  of  New  York. 
PROPOSED  USE:  Two  hour  fire  rated  wall  assembly 
(combustible). 

DESCRIPTION :  The  combustible  wall  consists  of  §4" 
Sheetrock  Firecode  C  nail  attached  to  wood  studs  on  one 
side  and  2"  U.  S.  G.  laminated  gypsum  coreboard  nail  at¬ 
tached  to  wood  studs  on  the  other  side.  The  coreboard  is 
erected  with  “H”  studs  and  20  gauge  “J”  runners  to  the  full 
height  of  the  area.  Lateral  support  is  provided  where  re¬ 
quired  by  20  gauge  steel  clip  angles  secured  to  each  stud  and 
the  wood  framing.  All  concealed  openings  in  the  wall  are 
firestopped  at  each  floor  with  U.  S.  G.  Thermafiber  Insula¬ 
tion  2"  thick  compressed  to  1"  thick. 

INSPECTION  AND  TEST :  The  wall  assembly  was  ap¬ 
proved  with  a  two  hour  fire  rating  by  the  Building  Officials 
and  Code  Administrators  (Report  No.  72-47,  on  file)  based 
on  fire  tests  performed  by  the  Ohio  State  University  En¬ 
gineering  Experiment  Station  (Report  Nos.  T-1339  and 
T-4422,  on  file). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  U.  S.  G.  Area  Separation  Wall, 
Solid  Type  as  a  two  hour  fire  rated  combustible  wall  as¬ 
sembly  under  the  provisions  of  Article  5  and  RS  5  of  the 
Building  Code  of  the  City  of  New  York. 

Plans  submitted  to  the  Department  of  Buildings  showing 
proposed  uses  of  this  construction  shall  include  illustrations 
which  adequately  describe  the  assembly  and  shall  state  that 
the  assembly  is  approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Calendar  Number 
25-73-SM. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 


(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 


Stuart  Lowenthal, 

Asst.  Engr., 
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Thomas  W.  Farricker,  Jr., 

I  Asst.  Arch., 

Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

26-73-SM 

APPLICANT — The  Richmond  Fireproof  Door  Company, 
owner. 

APPEARANCES— 

For  Applicant:  A.  A.  Awedoto. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 
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Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committtee  on  Test  reads: 
j  26-73-SM — The  Richmond  Fireproof  Door  Company,  Rich¬ 
mond,  Indiana,  filed  for  approval  of  Richmond  \]/2  Hour 
2  Ply  Fyrgard  Metal  Clad  Firewall  Doors  under  the  pro¬ 
visions  of  Articles  6  and  RS  6  of  the  Building  Code  of  the 
City  of  New  York. 

PROPOSED  USE:  \l/2  hour  fire  rated  doors. 
DESCRIPTION :  The  doors  are  clad  with  two  plies  of 
tin.  The  doors  comply  with  all  Underwriters’  Laboratories 
specifications  for  \l/2  hour  two  ply  metal  clad  doors. 
INSPECTION  AND  TEST  :  The  doors  have  been  approved 
by  Underwriters’  Laboratories  (File  R1614). 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Richmond  \l/2  Hour  Ply  Fyrgard 
Metal  Clad  Firewall  Doors  under  the  provisions  of  Articles 
6  and  RS  6  of  the  Building  Code  of  the  City  of  New  York. 
The  doors  shall  be  permanently  labeled :  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  Number  26-73-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  corporate  name,  change  of  address  or  to  sub¬ 
mit  the  annual  affidavit  will  be  cause  for  revocation  of  ap¬ 
proval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 

<  Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

42-73-SA 

APPLICANT — Safety  First  Products  Corporation,  owner. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 


THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
42-73-SA — Safety  First  Products  Corporation,  Elmsford, 
New  York  filed  for  approval  of  Models  UPPS  30  and  UPPS 
250  Automatic  Fire  Extinguishing  Systems  under  the  pro¬ 
visions  of  Article  17  and  RS  17  of  the  Building  Code  of  the 
City  of  New  York. 

PROPOSED  USE:  Dry  chemical  automatic  fire  extinguish¬ 
ing  systems. 

DESCRIPTION :  The  systems  consist  of  a  dry  chemical 
chamber  and  mounting  bracket,  valve  assembly,  pressure 
gauge,  piping  adapter  assembly,  piping,  venturi  nozzles, 
manual  release  assembly  with  wire  rope  and  pulley  arrange¬ 
ment,  and  a  fusible  link  assembly  or  a  releasing  device  and 
heat  pneumatic  fire  detector.  The  model  UPPS  30  has  a 
capacity  of  30  pounds  of  dry  chemical  and  is  activated  by  a 
fusible  link  with  a  setting  between  165°F.  and  500°F.  The 
chemical  is  stored  in  a  steel  cylinder  pressurized  to  350  psi 
with  dry  nitrogen.  The  system  operates  at  a  temperature 
range  of  — 40 °F.  to  120  °F.  Up  to  five  cylinders  may  be 
activated  together  to  extinguish  a  fire  in  a  large  area.  The 
pressurized  dry  chemical  is  forced  through  the  piping  dis¬ 
tribution  system  and  through  the  fixed  venturi  nozzles  to 
flood  a  fire  in  an  enclosed  area,  such  as  dip  tanks,  quenching 
tanks  etc.  The  brass  forged  valve  assembly  allows  high  flow 
rates  of  the  pressurized  dry  chemical  leaving  the  tank. 

The  Model  UPPS  250  is  similar  to  the  Model  UPPS  30, 
but  has  a  larger  capacity  of  dry  chemical  per  cylinder,  175 
pounds.  Three  different  dry  chemicals  are  used :  potassium 
bicarbonate  for  the  “PK”  suffixed  Model  UPPS  250,  potas¬ 
sium  chloride  for  the  “SPK”  suffixed  Model  UPPS  250, 
and  monoammonium  phosphate  for  the  “UNI-W”  suffixed 
Model  UPPS  250. 

INSPECTION  AND  TEST :  The  fire  extinguishing  sys¬ 
tems  have  been  approved  by  Underwriters’  Laboratories 
(File  Ex2271,  Assignment  65K3558). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Models  UPPS  30  and  UPPS  250 
Automatic  Fire  Extinguishing  Systems  under  the  provisions 
of  Articles  17  and  RS  17  of  the  Building  Code  of  the  City 
of  New  York  on  condition  that  installations,  capacity  require¬ 
ments  of  the  extinguishing  agent,  and  piping  and  nozzle  re¬ 
quirements  shall  conform  to  the  specifications  of  Under¬ 
writers’  Laboratories  and  the  directives  of  the  Fire  Depart¬ 
ment.  The  fire  extinguishing  systems  shall  be  permanently 
labeled :  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Calendar  Number 
42-73-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  an¬ 
nual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 
Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
reports. 


47-73-SM 

APPLICANT — Golding  Brothers,  Division  of  W.  R.  Grace 
&  Company,  owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Homstein,  Commissioner  Walsh  and 
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Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
47-73-SM — Golding  Brothers,  Division  of  W.  R.  Grace  and 
Company,  New  York,  filed  for  approval  of  Ultra  Gard 
Supreme  under  the  Flameproofing  Rules  of  the  Board. 
PROPOSED  USE:  Material  for  drapes. 

DESCRIPTION  :  The  material  is  nylon  22  squares  fabric 
coated  on  both  sides  with  polyvinyl  chloride  to  create  a 
permanent  bond.  An  antimony  oxide  additive  makes  the 
material  self-extinguishing.  Plasticizers  make  the  material 
pliable. 

INSPECTION  AND  TEST :  The  material  was  tested  by 
the  Better  Fabrics  Testing  Bureau  (Report  No.  10637,  on 
file)  and  met  the  requirements  of  the  Flameproofing  Rules 
of  the  Board. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Ultra  Gard  Supreme  as  a  material  for 
drapes  under  the  provisions  of  the  Flameproofing  Rules  of 
the  Board.  The  material  shall  be  permanently  labeled : 
“Approved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Calendar  Number  47-73-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change  of 
corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


228-73-SA 

APPLICANT — Environment/One  Corporation,  owner. 
APPEARANCES— 

For  Applicant:  Jerome  E.  Dumas. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 


THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 
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Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
228-73-SA — Environment/One  Corporation,  Schenectady, 
New  York,  filed  for  approval  of  the  Model  E-1012F-001  In¬ 
cipient  Fire  Detector  under  the  provisions  of  Articles  17  and 
RS  17  of  the  Building  Code  of  the  City  of  New  York. 
PROPOSED  USE:  Fire  detector. 

DESCRIPTION :  The  detector  uses  the  condensation  nuclei 
principle.  Abnormal  concentrations  of  combustion  products 
are  detected  in  a  cloud  chamber  by  photoelectric  means  after 
water  vapor  is  condensed  around  the  particulate  under  nega¬ 
tive  pressure.  When  the  optical  density  of  the  cloud  formed 
remains  above  the  preset  level  for  eight  consecutive  seconds, 
the  alarm  circuity  connected  to  a  fire  alarm  control  unit  is 
operated.  The  detector  monitors  four  zones  simultaneously 
Air  from  each  zone  is  continuously  blown  through  metal 
tubing  to  the  air  sampling  heads.  The  sampled  air  from  each 
of  the  four  zones  is  monitored  for  15  seconds  of  every  minute. 
Once  each  second,  a  portion  of  the  air  is  introduced  into  the 
cloud  chamber,  where  eight  consecutive  abnormal  readings 
will  cause  the  initiation  of  an  alarm.  The  critical  mechanical 
components  of  the  detector  are  electrically  supervised. 
INSPECTION  AND  TEST:  The  fire  detector  has  been 
approved  by  Underwriters’  Laboratories  (File  S1399,  Project 
71NK7441,  on  file)  and  Factory  Mutual  Research  Corpora¬ 
tion  (Serial  No.  20549,  on  file)  and  was  recommended  for 
approval  by  the  Division  of  Fire  Prevention. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Model  E-1012F-001  Incipient  Fire 
Detector  under  the  provisions  of  Articles  17  and  RS  17  of  the 
Building  Code  of  the  City  of  New  York  on  condition  that 
the  detector  be  installed  and  used  in  accordance  with  the 
following  requirements  of  the  Fire  Department : 

1.  Installation  and  operation  of  the  Incipient  Fire 
Detector  should  only  be  made  after  an  occupancy  survey 
by  the  manufacturer  or  his  authorized  representative. 
Head  spacing  shall  not  exceed  30  feet  and  shall  be  de¬ 
creased  where  room  configurations,  ceiling  barriers,  draft 
conditions  or  occupancy  are  such  that  the  products  of 
combustion  may  be  delayed  in  getting  to  sample  point. 

2.  Sample  thansit  time  should  not  exceed  50  seconds 
nor  be  less  than  6  seconds.  Total  system  air  flow  per 
zone  shall  be  14  liters  from  ±  20%,  with  maximum 
pressure  differential  of  2  inches  of  water. 

3.  Zone  gain  reduction  resistence  value  should  not 
be  less  than  1,500  ohms. 

4.  Frequent  tests  by  qualified  employees  holding  Cer¬ 
tificate  of  Fitness  should  be  made  to  verify  that  each 
sample  line  is  unobstructed  and  that  all  lamp  indicators 
are  operative. 

5.  Annual  maintenance  and  recalibration  is  recom¬ 
mended.  Similar  maintenance  is  required,  by  the  manu¬ 
facturer  or  his  authorized  representative,  after  fire/ 
smoke  detection. 

6.  Manufacturer  shall  certify  to  availability  of 
prompt,  adequate  service  in  New  York  City. 

7.  Detector  is  for  use  between  ambient  temperature 
of  32°F  and  120°F. 

8.  Four  zones  having  maximum  of  10  sampling  heads 
can  be  utilized  for  each  system. 

9.  Control  panel  shall  show  visible  and  audible 
alarms  on  detection  of  products  of  combustion,  also 
trouble  signal  and  test  switch. 

10.  Installation  of  air  sampling  system,  measuring 
system,  alarm  circuitry  and  control  cabinet  shall  con¬ 
form  to  U.  L.  Report  SI 399  of  1/4/73  and  FM  Report 
20549  of  5/9/72. 
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11.  Control  cabinet  shall  be  one  approved  by  Board 
of  Standards  and  Appeals. 

12.  Detection  system  shall  be  used  inside  buildings 

only. 

The  detector  shall  be  permanently  labeled:  “Approved  by 
the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  228-73-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 

443-73-SA 

APPLICANT— Singmaster  &  Breyer,  Incorporated  for 
The  J.  C.  Carter  Company,  owner. 

APPEARANCES— 

For  Applicant:  Edwin  X.  Saltz  and  Jack  E.  Ross. 
ACTION  OF  BOARD— Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE — 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 

Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
443-73-SA— Singmaster  and  Breyer,  Incorporated,  New 
York  for  the  J.  C.  Carter  Company,  Costa  Mesa,  California, 
filed  for  approval  of  Carter  Submerged  Motor  Pumps, 
Models  P/N  6224-2728-131,  P/N  60190-3039-49,  and  P/N 
6189L  12-3768-122,  under  the  provisions  of  Section  C26-107.2 
of  the  Building  Code  and  Chapter  19  of  the  Administrative 
Code  of  the  City  of  New  York. 

PROPOSED  USE:  Pump  for  liquefied  natural  gas  at  cryo- 
,  genic  temperatures. 

DESCRIPTION  :  The  submerged  LNG  pumps  are  either 
removable  (Models  P/N  6224-2728-131  and  P/N  60190- 
3039-49)  or  suction  pot  mounted  (Model  P/N  6189L  12- 
3768-122).  The  removable  pump  system  is  installed  in  a 
submerged  pump  well  and  is  furnished  with  a  hand  wheel 
mechanism,  and  power  cable.  The  multistage  cryogenic 
pump  modular  design  permits  variable  discharge  pressure  by 
varying  the  number  of  stages.  Pump  and  motor  are  sub¬ 
merged  in  a  suction  pot.  Motor  and  bearings  are  cooled  by 
the  liquid  being  pumped.  The  motor  is  liquid  filled  explosion- 
proof  type.  The  motor  is  purged  to  exclude  air  before  start¬ 
ing  and  is  automatically  de-energized  if  the  supply  of  LNG 
fails  or  the  pressure  is  reduced  to  atmospheric.  The  impeller, 
inducer,  diffuser  case,  motor  and  bell,  and  stator  housing  are 
aluminum  alloy.  The  rotor  and  stator  are  soft  iron.  The 
shaft,  impeller  spacer,  and  suction  pot  are  stainless  steel. 
INSPECTION  AND  TEST :  The  pump  was  tested  and 
found  to  be  explosion-proof  by  Wyle  Laboratories,  El 


Segundo,  California  (Report  No.  16578),  Components  Evalu¬ 
ation  Laboratories,  South  Elmonte,  California  (Report  No. 
4491),  and  American  Bureau  of  Shipping  (Report  No.  65- 
LA  9005-524). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Carter  Submerged  Motor  Pumps, 
Models  P/N  6224-2728-131,  P/N  60190-3039-49,  and  P/N 
6189L  12-3768-122,  under  the  provisions  of  Section  C26-107.2 
of  the  Building  Code  and  Chapter  19  of  the  Administrative 
Code  of  the  City  of  New  York  on  condition  that  each 
installation  shall  comply  with  the  requirements  of  the  Fire 
Department.  The  pumps  shall  be  permanently  labeled :  “Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  for  use  in 
New  York  City  under  Calendar  Number  443-73-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


452-73-SA 

APPLICANT — House  of  Interphones,  Incorporated,  owner. 
APPEARANCES— 

For  Applicant :  A1  Shapiro. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
452-73-SA — House  of  Interphones,  Incorporated,  Brooklyn, 
New  York,  filed  for  approval  of  components  of  Class  E 
Fire  Alarm  Systems  under  the  provisions  of  Articles  17 
and  RS  17  of  the  Building  Code  of  the  City  of  New  York. 
PROPOSED  USE:  Components  of  Class  E  fire  alarm 
systems. 

DESCRIPTION :  The  components  of  the  system  are  as 
follows : 

Fire  Command  Console  (lobby) — HOI  Series  4000. 
Annunciator  (building  manager’s  office  and  machine  con¬ 
trol  room) — HOI  Series  5000. 

Control  Racks  (engineer’s  office) — HOI  Series  2000. 

Fire  Warden  Station — HOI-3E  and  HOI-3ME. 

Manual  Pull  Station — HOI-6E. 

Smoke  Detectors,  products  of  combustion,  ceiling  mounted 
— HOI-7E. 

Smoke  Detectors,  products  of  combustion,  duct  mounted 
— HOI-7DE. 

Smoke  Detectors,  fixed  temperature  thermostatic,  duct 
mounted — HO  I  - 7 D E T. 
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Door  Hold  Open  Unit — HOI-8E. 

Speakers,  recessed  mounted — HOI-9ER. 

Speakers,  surface  mounted — HOI-9ES. 

Rate  of  Rise  Thermostat — HOI-IOE. 

Cable,  teflon  insulation,  multi-conductor,  jacketed — HOI- 
TCMX-11. 

The  fire  command  console,  annunciator,  and  control  racks 
are  manufactured  and  assembled  by  House  of  Interphones. 
Other  components  are  purchased  from  Board  approved 
manufacturers. 

INSPECTION  AND  TEST:  Major  components  of  the 
system  have  been  approved  by  Underwriters’  Laboratories 
(File  Nos.  UOJZ,  URTT,  UOXX,  and  S397A).  The  sys¬ 
tem  has  been  recommended  for  approval  by  the  Division  of 
Fire  Prevention. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  components  of  Class  E  Fire 
Alarm  Systems  listed  above  under  the  provisions  of  Articles 
17  and  RS  17  of  the  Building  Code  of  the  City  of  New  York 
on  condition  that  the  requirements  of  the  Fire  Department 
shall  be  complied  with.  The  equipment  shall  be  permanently 
labeled :  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Calendar  Number  452-73- 
SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  corporate  name,  change  of  address  or  to  sub¬ 
mit  the  annual  affidavit  will  be  cause  for  revocation  of 
approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  wjth  the  above 
report. 


482-73-SA 

APPLICANT — Security  Supervision  Corporation,  owner. 

APPEARANCES— 

For  Applicant :  Aaron  Grifka. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
482-73-SA — Security  Supervision  Corporation,  New  York 
filed  for  approval  of  a  Class  E  Fire  Alarm  System  under 
the  provisions  of  Articles  17  and  RS  17  of  the  Building 
Code  of  the  City  of  New  York. 

PROPOSED  USE:  Class  E  fire  alarm  system. 
DESCRIPTION :  Components  of  the  hard-wired  system 
are  as  follows : 

1.  Non-coded  fire  alarm  manual  station 


2.  Fail-safe  door  releases 

3.  Warden  floor  station 

4.  Automatic  fire  detectors 

5.  Audible  alarm  and  voice  communication 

6.  Alarm  collection  control  and  display 

7.  Suitable  Teflon  insulated  cable 
INSPECTION  AND  TEST :  The  system  has  been  recom¬ 
mended  for  approval  by  the  Division  of  Fire  Prevention. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Security  Supervision  Corporation’s 
Modified  Class  E  and  Class  E  fire  alarm  systems  under  the 
provisions  of  Articles  17  and  RS  17  of  the  Building  Code 
of  the  City  of  New  York  under  the  following  conditions: 

1.  The  manual  stations  shall  be  U.  L.  listed  and 
conform  to  the  applicant’s  drawing  SSC  MS  NC  1. 

2.  The  fail-safe  door  releases  shall  be  U.  L.  listed 
and  as  illustrated : 

Folger  Adams  Models  310-1,  310-2,  310-3,  310-4,  310-5. 

3.  The  warden  station  shall  be  as  described  on  the 
applicant’s  drawing  EPCV-W1  and  consist  of  U.  L. 
listed  components. 

4.  The  smoke  detectors,  amplifiers  and  speakers 
used  with  the  system  shall  be  Board  of  Standards  and 
Appeals  approved  and  shall  be  permanently  labeled  with 
the  previous  Calendar  Number. 

5.  All  components  of  the  system,  including  those 
which  are  labeled  with  a  previous  Calendar  Number, 
shall  be  permanently  labeled  as  follows : 

“Approved  by  the  Board  of  Standards  and  Appeals  for 
use  in  New  York  City  under  Calendar  Number  482- 
73-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 

400-73-A 

APPLICANT — Gulf  Oil  Corporation,  owner. 

SUBJECT — Application  July  3,  1973 — appeal  from  a  decision 
of  the  Fire  Commissioner,  re-  packaging  of  combustible 
mixture  known  as  “Gulfpride  Marine-G  Outboard  Lubri¬ 
cant”,  in  one  (1)  quart  plastic  container,  not  in  compliance 
with  regulations  of  Administrative  Code  of  New  York  City. 

APPEARANCES— 

For  Applicant:  Robert  E.  Rutherford  and  John  W.  Jack- 
son. 

For  Administration:  C.  Palmieri,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 
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THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
June  18th,  1973,  on  Folder  #122-47(A),  reads: 

“We  regret  to  inform  you  that  your  application  to  reg¬ 
ister  your  product  ‘Gulfpride  Marine-G  Outboard  Lubri¬ 
cant’  a  combustible  mixture  (F.  P.  153°  F.)  in  con¬ 
tainers  as  follows:  (1)  8  fl.  oz.  sealed  metal  can,  (2)  one 
(1)  quart  plastic  container  is  disapproved.  Such  con¬ 
tainers  are  not  in  compliance  with  our  regulations  to 
wit :  C19.62.0.b  NYC  Adm.  code  requires  that  combustible 
mixtures  be  packaged  in  metal  or  glass  containers 
equipped  with  replaceable  tops  or  caps.” 

and 

Whereas,  the  application  and  sample  of  the  one  quart 
plastic  container  were  inspected  by  a  committee  of  the  Board 
which  recommended  that  the  appeal  be  granted  under  certain 
conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  June  18,  1973,  acting  on  Folder  Number 
122-47  (A),  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  container 
comply  with  the  drawing  filed  August  2,  1973,  2  sheets, 
and  further  condition  that  the  label  on  the  container  be  in 
such  style  and  wording  as  is  satisfactory  to  the  Fire  Com¬ 
missioner  ;  and  that  in  all  other  respects  all  laws,  rules  and 
regulations  applicable  be  complied  with. 

1- 66- A — Vol.  Ill 

APPLICANT — Stanley  Shaw  for  Birchwood  Towers  #2 
Associates,  owner. 

1  SUBJECT — Application  reopened  July  17,  1973  as  Volume 
III — appeal  from  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 102-31  67th  Avenue,  66-37  102nd 
Street,  northeast  corner,  Block  2133,  Lot  16,  Forest  Hills, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  S.  Stanley  Shaw. 

For  Administration :  C.  Palmieri,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  November  13,  1973, 
at  2  P.M.,  at  request  of  Fire  Department. 

2- 66-A— Vol.  Ill 

APPLICANT — Stanley  Shaw  for  Birchwood  Towers  #1 
Associate,  owner. 

SUBJECT — Application  reopened  July  17,  1973  as  Volume 
III — appeal  from  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 66-36  Yellowstone  Boulevard, 
northwest  corner  'of  67th  Avenue,  Block  2133,  Lot  36, 
Forest  Hills,  Borough  of  Queens. 

'  APPEARANCES— 

For  Applicant :  S.  Stanley  Shaw. 

For  Administration :  C.  Palmieri,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  November  13,  1973, 
at  2  P.M.,  at  request  of  Fire  Department. 

227-73-A 

APPLICANT — Airco  Cryogenics,  owner. 

SUBJECT — Application  April  18,  1973 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  LNG  pumps. 
PREMISES  AFFECTED — Arthur  Kill  Road,  north  side, 
Blocks  7167  and  7162,  Lots  28,  52,  1,  10,  47,  49,  and  50, 
Borough  of  (Arthur  Kill)  Richmond. 

APPEARANCES— 

For  Applicant :  Peter  K.  Hassinger. 

For  Administration:  C.  Palmieri,  F.  D. 


ACTION  OF  BOARD — Laid  over  to  December  11,  1973, 
at  2  P.M.,  at  request  of  applicant. 


279-73-A 

APPLICANT — Bernard  Goodman  for  tenants. 

OWNER  OF  PREMISES— Burton  E.  Eaton. 

SUBJECT — Application  May  4,  1973 — Revocation  of  Alter¬ 
ation  Permit  Nos.  1595-69  and  1596-69. 

PREMISES  AFFECTED— 206  and  210  East  17th  Street, 
south  side,  120  feet  East  of  Third  Avenue,  Block  897,  Lots 
69  and  71,  Borough  of  Manhattan. 

ACTION  OF  BOARD — Laid  over  to  November  13,  1973, 
at  2  P.M.,  for  hearing. 


312-73-A 

APPLICANT — Albert  Homer  Swanke,  Poor  and  Swanke 
&  Partners  for  Wako  International  Corporation,  owner. 

SUBJECT — Application  May  18,  1973 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  egress,  stairs, 
windows. 

PREMISES  AFFECTED — 44  East  52nd  Street,  south  side, 
182  feet  west  of  Park  Avenue,  Block  1287,  Lot  143,  Bor¬ 
ough  of  Manhattan. 

ACTION  OF  BOARD — Laid  over  to  November  13,  1973, 
at  2  P.M.,  for  hearing. 


383-73-A 

APPLICANT — Alfonso  Duarte  for  Michael  Parrino, 
owner. 

SUBJECT — Application  June  18,  1973 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  inadequate  egress 
from  first  and  second  floors. 

PREMISES  AFFECTED— 2479  to  2491  Amsterdam  Ave¬ 
nue,  east  side,  428.8  feet  north  of  Washington  Bridge, 
Block  2149,  Lot  16,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Alfonso  Duarte. 

ACTION  OF  BOARD — Laid  over  to  November  13,  1973, 
at  2  P.M.,  for  decision,  hearing  closed. 

386-73-A 

APPLICANT — Essex  Chemical  Corporation,  owner. 

SUBJECT — Application  June  22,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  packaging  of 
flammable  mixture  known  as  “Webtex  #168  Drywall 
&  Construction  Adhesive”  in  11)4  ounce  and  30  ounce 
paper  cartridge  with  plastic  spouts,  not  in  compliance  with 
regulations  of  the  Administrative  Code  of  New  York  City. 

APPEARANCES— 

For  Applicant :  Chester  G.  Plymale. 

For  Administration :  Palmieri,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  November  7,  1973,  at 
2  P.M. 

410-73-A 

APPLICANT — Sol  Arker  for  Grasmere  Gardens  Incorpor¬ 
ated,  owner. 

SUBJECT — Application  July  9,  1973 — filed  pursuant  to  Sec¬ 
tion  36,  Article  3,  General  City  Law  re-  building  not  front¬ 
ing  on  a  legal  street. 

PREMISES  AFFECTED — 161  Brook  Avenue,  southeast 
corner  of  Fairbanks  Avenue,  Block  4691,  Lot  23,  Oakwood, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Sol  Arker. 
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ACTION  OF  BOARD — Laid  over  to  November  13,  1973, 
at  2  P.M.,  continued  hearing. 


411-73-A 

APPLICANT— Sol  Arker  for  Grasmere  Gardens  Incorpor¬ 
ated,  owner. 

SUBJECT— Application  July  9,  1973— filed  pursuant  to  Sec¬ 
tion  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED— 153  Brook  Avenue,  south  side, 
45  feet  east  of  Fairbanks  Avenue,  Block  4691,  Lot  25, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Sol  Arker. 

ACTION  OF  BOARD— Laid  over  to  November  13,  1973, 
at  2  P.M.,  continued  hearing. 


412-73-A 

APPLICANT— Sol  Arker  for  Grasmere  Gardens,  Incorpo¬ 
rated,  owner. 

SUBJECT— Application  July  9,  1973— filed  pursuant  to  Sec¬ 
tion  36,  Article  3,  General  City  Law  re-  building  not  front¬ 
ing  on  a  legal  street. 

PREMISES  AFFECTED— 151  Brook  Avenue,  south  side, 
88.5  feet  east  of  Fairbanks  Avenue,  Block  4691,  Lot  27, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Sol  Arker. 

ACTION  OF  BOARD— Laid  over  to  November  13,  1973, 
at  2  P.M.,  continued  hearing. 


413- 73-A 

APPLICANT — Sol  Arker  for  Grasmere  Gardens  Incorpo¬ 
rated,  owner. 

SUBJECT— Application  July  9,  1973— filed  pursuant  to  Sec¬ 
tion  36,  Article  3,  General  City  Law  re-  building  not  front¬ 
ing  on  a  legal  street. 

PREMISES  AFFECTED — 147  Brook  Avenue,  south  side, 
132  feet  east  of  Fairbanks  Avenue,  Block  4691,  Lot  29, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Sol  Arker. 

ACTION  OF  BOARD — Laid  over  to  November  13,  1973, 
at  2  P.M.,  continued  hearing. 

414- 73-A 

APPLICANT — Sol  Arker  for  Grasmere  Gardens,  owner. 

SUBJECT — Application  July  9,  1973 — filed  pursuant  to  Sec¬ 
tion  36,  Article  3,  General  City  Law  re-  building  not  front¬ 
ing  on  a  legal  street. 

PREMISES  AFFECTED— 143  Brook  Avenue,  south  side, 
175.6  feet  east  of  Fairbanks  Avenue,  Block  4691,  Lot  31, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Sol  Arker. 

ACTION  OF  BOARD— Laid  over  to  November  13,  1973, 
at  2  P.M.,  continued  hearing. 


415-73-A 

APPLICANT — Sol  Arker  for  Grasmere  Gardens  Incor¬ 
porated,  owner. 

SUBJECT — Application  July  9,  1973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 


PREMISES  AFFECTED — 139  Brook  Avenue,  south  side, 
219  feet  east  of  Fairbanks  Avenue,  Block  4691,  Lot  34, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Sol  Arker. 

ACTION  OF  BOARD — Laid  over  to  November  13,  1973, 
at  2  P.M.,  continued  hearing. 

416- 73-A 

APPLICANT — Sol  Arker  for  Grasmere  Gardens  Incor¬ 
porated,  owner. 

SUBJECT — Application  July  9,  1973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — 135  Brook  Avenue,  south  side, 
306  feet  east  of  Fairbanks  Avenue,  Block  4691,  Lot  36, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Sol  Arker. 

ACTION  OF  BOARD — Laid  over  to  November  13,  1973, 
at  2  P.M.,  continued  hearing. 

417- 73-A 

APPLICANT — Sol  Arker  for  Grasmere  Gardens  Incor¬ 
porated,  owner. 

SUBJECT — Application  July  9,  1973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — 131  Brook  Avenue,  south  side, 
262  feet  east  of  Fairbanks  Avenue,  Block  4691,  Lot  1, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Sol  Arker. 

ACTION  OF  BOARD — Laid  over  to  November  13,  1973, 
at  2  P.M.,  continued  hearing. 

437-73-A 

APPLICANT — David  Kraus  and  Solomon  Sheer  for  Land¬ 
marks  Restoration  Company,  owner. 

SUBJECT — Application  July  26,  1973 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  yard,  room  opening 
passage  to  street,  rooms  in  cellar,  egress. 

PREMISES  AFFECTED — 43-47  East  10th  Street,  north 
side,  252.4  feet  west  of  Broadway,  Block  562,  Lot  36, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Solomon  Sheer. 

AC1ION  OF  BOARD — Laid  over  to  November  27,  1973, 
at  2  P.M.,  at  request  of  applicant. 

474-73-A 

APPLICANT — Arthur  Fleck  for  Oakwood  Development 
Corporation,  owner. 

SUBJECT — Application  August  17,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  elimination  of 
refuse  chute  and  compactor. 

PREMISES  AFFECTED — 2099  Forrest  Avenue,  northeast 
corner  of  Bruckner  Boulevard,  Block  1234,  Lot  76, 
Mariner’s  Harbor,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  November  13,  1973, 
at  2  P.M.,  for  decision. 

Adjourned:  3:00  P.M. 

John  B.  Cincotta,  Executive  Director 
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COURT  DECISION 

Matter  of  Paige  vs.  Becker — On  October  31,  1972  the  Board 
granted  the  application  based  on  a  decision  of  the  Borough  Superin- 
tendent,  under  Section  73-641  of  the  Zoning  Resolution,  to  permit  in 
an  R2  district,  the  enlargement  in  area  of  the  second  floor  of  an  ele¬ 
mentary  school  that  encroaches  on  the  required  rear  yard  equivalent 
and  penetrates  the  sky  exposure  plane.  Calendar  Number  491-72-BZ 
Premises  1256  East  21st  Street,  225  feet  south  of  Avenue  K,  Block 
7620,  Lot  57,  Borough  of  Brooklyn. 

At  Kings  County  Supreme  Court,  Special  Term,  Part  I,  Mr.  Justice 
Samansky  rendered  the  following  decision: 

“•  •  •  The  court  reached  the  conclusion  that  the  respondent 
Board  has  not  acted  in  an  arbitrary  or  capricious  manner.  The 
record  discloses  sufficient  findings  warranting  its  determination. 
As  the  court  in  Matter  of  Limer  Realty  Corporation  v.  Larkin, 
11  NY  2d  20,  in  discussing  the  review  of  Board  actions  relating 
to  variances  and  special  exceptions,  stated:  “the  courts  do  not 
make  new  or  substitute  judgments  but  restrict  themselves  to  as- 
certaining.  whether  there  has  been  illegality,  arbitrariness  or  abuse 
of  discretion.  Accordingly,  the  petition  is  dismissed.  .  .  .” 

(New  York  Law  Journal,  October  25,  1973,  Page  18) 
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Notice  of  Hearing  of  Calendar. 


Avril  H.  Latham,  Chief  Clerk 


Office— 80  Lafayette  Street,  9th  Floor,  Manhattan,  New 
York,  N.  Y.  10013. 


Telephone — 566-5174. 


Minutes  of 
November 

746-22-BZ — 
Vol.  II 
280-55-BZ 
93-57-BZ 
5-58-BZ 
341-72-A 
666-59-BZ 
917-68-BZ 


Regular  Meeting,  Wednesday  Morning, 
7,  1973,  Affecting  Calendar  Numbers — 


205-72-BZ 

242-72-BZ 

99-73-BZ 

130-73-BZ 

149-73-BZ 

224-73-BZ 

287-73-BZ 

296-73-BZ 


336-73-BZ 

387-73-BZ 

420-73-BZ 

422- 73-BZ 

423- 73-BZ 
497-73-BZ 
166-73-BZ 
447-73-BZ 


Minutes  of  Regular  Meeting,  Wednesday  Afternoon, 
November  7,  1973,  Affecting  Calendar  Numbers — 


282-73-A 

335-73-A 

356-73-A 


386-73-A 

430-73-A 

350-73-A 

405-73-A 


421-73-A 

426-73-A 

465-73-A 


Correction  Affecting  Calendar  iW&,Wfffi.ARY  or  THE 

178-73-SA  DEC  -3  1973 
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DOCKET 

New  Cases  Filed  up  to  November  7, 1973 

Cal.  No.  Dept.  Premises  Affected 

573-73-A — B.M. — 137  East  Houston  Street,  south  side, 
28  feet  east  of  Forsyth  Street,  Block  422,  Lot  48,  Borough 
of  Manhattan,  Department  of  Buildings  letter  _  of 
10/16/73,  re-  parapet  wall  on  five  story  multiple  dwelling, 
C6-1  district. 


574-73-A — (F.D.) — B.B. — 165  Elmira  Loop,  northeast 
corner  of  Schroeders  Avenue,  Block  4452,  Lot  85,  Bor¬ 
ough  of  Brooklyn,  F.  D.  letter  of  10/23/7 3,  re-  fuel  oil 
storage  tank  in  residential  district,  R5  district. 


575-73-A — B.M. — 345  East  21st  Street,  north  side,  200 
feet  east  of  Ninth  Avenue,  Block  745,  Lot  12,  Borough 
of  Manhattan,  Alt.  No.  1227-71,  re-  egress,  R-8  district. 


576-73-A — -B.M. — 55  East  11th  Street,  north  side,  164 
feet  east  of  University  Place,  Block  563,  Lot  48,  Bor¬ 
ough  of  Manhattan,  Alt.  No.  561-73,  re-  windows,  rear 
yard,  egress,  C6-1  district. 


577-73-A — B.R. — 149  Fulton  Street,  west  side,  279.06 
feet  south  of  Warren  Street,  Block  562,  Lot  90,  Staple- 
ton,  Borough  of  Richmond,  N.B.  1819-73,  re-  building 
not  fronting  legal  street,  General  City  Law. 


578-73-SA — Trans-Sonics  Incorporated,  trans-sonics 
P5200  fuel  oil  level  indication,  alarm  and  overflow  pro¬ 
tection  system,  manufactured  by  Trans-Sonics  Incorpo¬ 
rated. 


579-73-A — B.R. — 51  Oakville  Street,  north  side,  50  feet 
east  of  Soren  Street,  Block  1985,  Lot  114,  Seaview,  Bor¬ 
ough  of  Richmond,  re-  reinstatement  of  building  permit 
#N.B.  2192-72,  R3-2  district. 


580-73-A — B.Bx. — 425  Morris  Avenue  and  230  East  149th 
Street,  southwest  corner,  Block  2335,  Lot  16,  Borough 
of  The  Bronx,  Alt.  No.  115-72,  re-  automatic  cart  lift, 
Ml-2  district. 


581-73-BZ — B.Q. — 27-33  Kearney  Street,  northeast  cor¬ 
ner  of  Astoria  Boulevard,  Block  1659,  Lot  51,  Flushing, 
Borough  of  Queens,  Community  Board  #3,  N.B.  136-73, 
re-  proposed  medical  office,  R3-2  district. 


582-73-BZ — B.B. — 2684  to  2692  Coney  Island  Avenue  and 
751  to  761  Desmond  Court,  northwest  corner,  Block  7204, 
Lots  30,  34,  Borough  of  Brooklyn,  Community  Board 
#15,  Alt.  No.  1573-73,  re-  proposed  change  of  use  from 
appliance  store  to  eating,  drinking,  and  dancing  place, 
C2-2  in  R4  district. 


583-73-BZ — 108  West  34th  Street,  south  side,  78.8  feet 
west  of  Broadway,  Block  809,  Lot  49,  Borough  of  Man¬ 
hattan,  Community  Board  #5,  ES225-73,  re-  electric 
business  sign,  C5-2  district. 


584-73-BZ — B.R. — 285  Garretson  Avenue,  north  side, 
140.46  feet  west  of  Hylan  Boulevard,  Block  3341,  Lot  74, 
Dongan  Hills,  Borough  of  Richmond,  Community  Board 
#3,  Alt.  No.  36-73,  re-  proposed  accessory  parking,  R5 
and  Cl-1  district. 


585-73-BZ — B.Q. — 135-36  Centerville  Street,  northwest 
corner  of  Hawtree  Street,  Block  11518,  Lot  192,  South 
Ozone  Park,  Borough  of  Queens,  Community  Board 
#10,  Alt.  No.  1053-73,  re-  proposed  enlargement  and 
extension  of  gasoline  service  station,  R4  district. 


586-73-A — F.D. — Packaging  of  combustible  mixture 
known  as  “Positive  toner  starter,  positive  toner  replen- 
isher — reversal  toner  starter — reversal  toner  replenisher 
—  type  400  reversal  starter  toner — -type  400 — reversal 
replenisher”  in  one  quart  polyethylene  bottles,  not  in 
compliance  with  regulations  of  the  Administrative  Code. 


587-73-SM — Grohe  Company,  versatile  shower  in-line 
vacuum  breaker  VS-117  interbath  model  IB  28721,  manu¬ 
factured  by  Grohe  Company,  Material. 


588-73-A — F.D. — -343  to  361  Park  Avenue  South,  north¬ 
east  corner  of  East  25th  Street,  Block  881,  Lot  1,  Bor¬ 
ough  of  Manhattan,  F.  D.  letter  of  10/5/73,  re-  entry 
from  stairways. 


589-73-A — B.Bx. — 1880  Bartow  Avenue,  south  side,  be¬ 
tween  Ely  and  Bruner  Avenues,  Block  4805,  Lot  1, 
Borough  of  The  Bronx,  N.B.  101-72,  re-  standpipe,  Ml-1 
district. 


590-73-SM — United  States  Gypsum  Company,  U.  S.  G. 
roof  ceiling  assembly  manufactured  by  United  States 
Gypsum  Company,  Material. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


DECEMBER  4,  1973,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  morning,  December  4, 1973,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  follow¬ 
ing  matters ; 

124-72-BZ 

APPLICANT — Joseph  A.  Sapio  for  Ralph  V.  Cipolla, 
owner. 

SUBJECT — For  Consideration — dismissal  for  lack  of  prose¬ 
cution — application  February  9,  1972 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
one  story  building  for  use  as  a  clothing  manufacturing 
establishment. 

PREMISES  AFFECTED— 1442  to  1444  66th  Street,  south 
side,  282-9 YA  feet  west  of  New  Utrecht  Avenue,  Block 
5762,  Lots  23,  24,  Borough  of  Brooklyn. 

395-72-BZ 

APPLICANT — Andrew  Di  Camillo  for  Jose  A.  Torres, 

owner. 

SUBJECT — For  Consideration — dismissal  for  lack  of  prose¬ 
cution-application  June  9,  1972— decision  of  the  Borough 
Superintendent,  under  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit,  in  an  R6  district,  the  erection  of  a  one 
story  and  cellar  building  for  use  as  a  retail  store. 

PREMISES  AFFECTED— 934  DeKalb  Avenue,  south  side, 
310  feet  west  of  Lewis  Avenue,  Block  1601,  Lot  20,  Bor¬ 
ough  of  Brooklyn. 


599-72-BZ 

APPLICANT — Louis  Lieberman  for  Morton  Scudder, 
owner. 

SUBJECT — For  Consideration — dismissal  for  lack  of  prose¬ 
cution — application  September  14,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-1  district,  the  conver- 
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sion  of  a  one  family  dwelling  to  a  two  family  dwelling 
that  creates  non-compliance  in  floor  area  ratio  and  open 
space  ratio. 

PREMISES  AFFECTED— 4915  Beach  49th  Street,  south 
side,  140  feet  west  of  Surf  Avenue,  Block  7035,  Lot  66, 
Sea  Gate,  Borough  of  Brooklyn. 

506-67-BZ 

APPLICANT — Albert  Melniker  for  Sun  Oil  Company, 
owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expired  October  3, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning  Res¬ 
olution,  permitting  in  an  R5  district,  the  erection  of  an 
automotive  service  station  with  accessory  uses  including  an 
automobile  laundry  that  encroaches  on  the  required  side 
yard  and  without  the  required  screening. 

PREMISES  AFFECTED — 685  Cary  Avenue,  northeast 
corner  of  Clove  Road,  Block  214,  Lot  1,  West  New 
Brighton,  Borough  of  Richmond. 

400-71-BZ 

APPLICANT — Albert  Melniker  for  Sophia  Maestrone, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  September 
26,  1973 — decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition  under  Section  72-21  of  the 
Zoning  Resolution,  permitting  in  an  R3-2  district,  the 
rearrangement  of  a  shopping  center  with  accessory  park¬ 
ing  in  the  open  area  previously  before  the  Board. 

PREMISES  AFFECTED — 1960  Forest  Avenue,  south  side, 
50  feet  east  of  Van  Name  Avenue,  Block  1700,  Lot  8, 
Mariners  Harbor,  Borough  of  Richmond. 


389-72-BZ 

APPLICANT — Lama  and  Vassalotti  for  Benjamin  Oren- 
stein,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  November 
14,  1973 — decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition  under  Section  73-211  of  the 
Zoning  Resolution,  permitting  in  a  C2-1  district,  the  erec¬ 
tion  and  maintenance  of  an  automotive  service  station  with 
accessory  uses. 

PREMISES  AFFECTED— 2294  Forest  Avenue  and  441 
South  Avenue,  -southeast  corner,  Block  1685,  Lot  20, 
Mariners  Harbor,  Borough  of  Richmond. 


391-72-BZ 

APPLICANT — Samuel  H.  Lindenbaum  for  Congregation 
Beth  Hamedrash  Hachodosh  Talmud,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  September 
12,  1973 — decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition  under  Section  72-21  of  the 
Zoning  Resolution,  permitting  in  an  R8  district,  the  erec¬ 
tion  of  an  11  story  Synagogue  and  multiple  dwelling,  that 
exceeds  the  permitted  floor  area  ratio  and  lot  coverage,  has 
less  than  the  required  lot  area,  open  space  ratio,  and  lot 
area  per  room  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 223  to  227  East  51st  Street, 
north  side,  260  feet  east  of  Third  Avenue  and  224  to  226 
East  52nd  Street,  Block  1325,  Lot  40,  Borough  of  Man¬ 
hattan. 


666-59-BZ 

APPLICANT — McGee  and  Morsellino  for  Titan  Enter¬ 
prises,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  15, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  main¬ 
tenance  of  an  automobile  wrecking  yard,  salvage,  sale  of 
used  parts  and  sale  of  used  cars. 

PREMISES  AFFECTED— 147-23  Springfield  Lane,  north¬ 
east  corner  of  149th  Avenue,  Block  13435,  Lots  16,  18,  20, 
54,  56  and  58,  Springfield  Gardens,  Borough  of  Queens. 


377-73-BZ 

APPLICANT — McGee  &  Morsellino  for  Samuel  Hofstein, 
owner. 

SUBJECT — Application  June  19,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  two  story  and  basement  office  building  with  accessory 
parking  in  the  open  area. 

PREMISES  AFFECTED— 43-14  Little  Neck  Parkway, 
west  side,  324.53  feet  north  of  Northern  Boulevard,  Block 
8129,  Lot  44,  Little  Neck,  Borough  of  Queens.  Community 
Board  #11. 


384-73-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Dominick 
Petrolungo,  owner. 

SUBJECT — Application  June  20,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  maintenance 
of  a  second  floor  enlargement  to  a  one  family  dwelling  that 
creates  non-compliance  in  floor  area  ratio,  open  space 
ratio,  and  encroachment  with  the  side  yard. 

PREMISES  AFFECTED — 1221  East  21st  Street,  north¬ 
east  corner  of  Avenue  K,  Block  7603,  Lot  8,  Borough  of 
Brooklyn.  Community  Board  #14. 


389-73-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Rosario  P.  Drago 
— Drago  Funeral  Home,  owner. 

SUBJECT — Application  June  27,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-21  and  73-27  of 
the  Zoning  Resolution,  to  permit  in  a  Cl-2  district,  the 
reconstruction  and  enlargement  in  area  of  a  funeral  estab¬ 
lishment  that  will  exceed  the  permitted  floor  area  ratio. 

PREMISES  AFFECTED — 43-10  30th  Avenue,  south  side, 
48  feet  east  of  43rd  Street,  Block  697,  Lots  68  and  115, 
Astoria,  Borough  of  Queens.  Community  Board  #1. 


390-73-BZ 

APPLICANT — M.  Martin  Elkind  for  Vincent  Mastronardi, 
owner. 

SUBJECT — Application  June  28,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room  and  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED — 88-70  Ransom  Street,  west 
side,  97.08  feet  north  of  Braddock  Avenue,  Block  7968, 
Lot  36,  Bellerose,  Borough  of  Queens.  Community  Board 
#13. 
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391-73-BZ 

APPLICANT — M.  Martin  Elkind  for  Vincent  Mastronardi, 
owner. 

SUBJECT — Application  June  28,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  tire  erection  of 
a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  lias  less  than  the  required  open 
space  ratio  and  lot  area  per  room  and  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED — 88-68  Ransom  Street,  west 
side,  119.08  feet  north  of  Braddock  Avenue,  Block  7968, 
Lot  37,  Bellerose,  Borough  of  Queens.  Community  Board 

#13. 


392-73-BZ 

APPLICANT — M.  Martin  Elkind  for  Vincent  Mastronardi, 
owner. 

SUBJECT— -Application  June  28,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room  and  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED — 88-64  Ransom  Street,  west  side, 
141.08  feet  north  of  Braddock  Avenue,  Block  7968,  Lot  137, 
Bellerose,  Borough  of  Queens.  Community  Board  #13. 


394-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Paul  and  Nunzia 
Petrone,  owners. 

SUBJECT — Application  June  19,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  conversion  of 
an  accessory  five  car  garage  to  an  automobile  repair  shop. 

PREMISES  AFFECTED— 211-21  and  211-27  45th  Road, 
north  side,  200  feet  East  of  211th  Road,  Block  1713,  Lots 
46  and  47,  Bayside,  Borough  of  Queens.  Community  Board 
#11. 


546-73-BZ 

APPLICANT — Lauria  &  Rowe  for  John  Lagana,  Jr., 
owner;  Thomas  Mclnerney,  lessee. 

SUBJECT — Application  October  9,  1973 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  73- 
241  of  the  Zoning  Resolution,  to  permit  in  an  C2-1  district, 
at  an  existing  restaurant  with  accessory  amusement  park 
and  miniature  golf  course  previously  before  the  Board, 
the  erection  of  a  one  story  enlargement  to  the  restaurant 
and  the  addition  to  the  uses  to  include  cabaret. 

PREMISES  AFFECTED — 1300  Hylan  Boulevard,  east 
side,  181.76  feet  north  of  Old  Town  Road,  Block  3224,  Lot 
14,  Grasmere,  Borough  of  Richmond.  Community  Board 
#3. 

JOSEPH  B.  KLEIN,  Chairman 

DECEMBER  4,  1973,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  afternoon,  December  4,  1973,  at  2  o’clock  at  80 

Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 

following  matters : 

304-73-A 

APPLICANT — Jas.  H.  Matthews  &  Company  for  Compo 
Industries,  owner. 


SUBJECT — Application  May  17,  1973 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner,  re-  Packaging  of  in¬ 
flammable  mixture  known  as  Matthews  566  Sealer  in 
plastic  squeeze  bottle,  not  in  compliance  with  regulations 
of  the  Administrative  Code  of  New  York  City. 

472-73-A 

APPLICANT — Joseph  B.  Raia  for  P.  P.  Ching,  owner. 

SUBJECT — Application  August  17,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 565  Oakdale  Street,  north  side, 
100  feet  west  of  Arden  Avenue,  Block  5391,  Lot  45,  Anna- 
dale,  Borough  of  Richmond. 


475-73-A 

APPLICANT — Jerome  L.  Grushkin  for  John  Holley,  owner. 

SUBJECT — Application  August  20,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 53  Hanover  Avenue,  north  side, 
150  feet  east  of  Trenton  Court,  Block  6701,  Lot  29,  Prin¬ 
cess  Bay,  Borough  of  Richmond. 


495-73-A 

APPLICANT — Jerome  L.  Grushkin  for  Vincent  Mercurio, 
owner. 

SUBJECT — Application  August  28,  1973— filed  pursuant  to 
Section  35  of  the  General  City  Law  re-  building  not  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED — 19  Balfour  Street,  northeast 
corner  of  Lansing  Street,  Block  3401,  Lot  20,  South  Beach, 
Borough  of  Richmond. 

JOSEPH  B.  KLEIN,  Chairman 


DECEMBER  11,  1973,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  December  11,  1973,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

148-73-A 

APPLICANT — Albert  Melniker  for  Standard  Boat  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT — For  consideration — dismissal  for  lack  of  prose¬ 
cution — application  March  6,  1973 — appeal  from  a  decision 
of  the  Fire  Commissioner  re-  discontinue  the  use  of  tote 
tanks  for  storage  of  lubricating  oil. 

PREMISES  AFFECTED — 1483  Richmond  Terrace,  north- 
side,  95.77  feet  east  of  Broadway,  Block  184,  Lot  275, 
West  New  Brighton,  Borough  of  Richmond. 


590-57-BZ 

APPLICANT— Roy  I.  Rosenbaum  for  Samuel  Mindel, 
owner. 

SUBJECT — Application  for  consideration — to  withdraw  the 
application  to  reopen  and  extend  the  term  of  variance 
which  expired  April  15,  1973 — decision  of  the  Borough 
Superintendent,  previously  granted  on  condition  under 
Sections  7f  and  7i  of  the  Zoning  Resolution  permitting  in 
a  retail  use  district,  the  construction  and  maintenance  of 
a  gasoline  service  station  with  lubritorium,  incidental  car 
washing  (non-automatic),  minor  motor  vehicle  repairs 
with  hand  tools  only  (no  welding  or  spraying),  storage 
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and  sale  of  accessories  and  incidental  parking  of  more 
than  five  (5)  motor  vehicles  awaiting  service  with  inci¬ 
dental  ground  signs. 

PREMISES  AFFECTED— 43-32  to  43-38  222nd  Street  and 
221-11  to  221-19  Northern  Boulevard,  northwest  corner, 
Block  6327,  Lots  40  and  42,  Bayside,  Borough  of  Queens. 

803-61-BZ 

APPLICANT — Robert  F.  Germain  for  Gulf  Oil  Company, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Sections 
7e,  7f,  and  7i  of  the  Zoning  Resolution,  permitting  in  a 
retail  use  district,  the  erection  and  maintenance  of  a  gaso¬ 
line  service  station,  lubritorium,  car  washing,  minor  motor 
vehicle  repairs  with  hand  tools  only,  sale  of  accessories 
and  the  parking  of  more  than  five  motor  vehicles  with  a 
free  standing  sign. 

PREMISES  AFFECTED— 1416  Hylan  Boulevard,  218 
Reid  Avenue,  southeast  corner,  Block  3350,  Lot  30,  Don- 
gan  Hills,  Borough  of  Richmond. 


862-68-BZ 

I  APPLICANT — Samuel  H.  Lindenbaum  for  East  Hills 
Property  Company,  long  term  lessee;  Jack  Goodstein, 
Milton  Schwartz  and  Morton  M.  Rosenfeld,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution,  permitting  in  a  Cl-9  and 
R8  district,  the  erection  of  a  31  story  mixed  building  that 
exceeds  the  permitted  floor  area  ratio  and  has  less  than 
the  required  lot  area  per  room. 

PREMISES  AFFECTED— 471-487  Third  Avenue,  north¬ 
east  corner  of  East  32nd  Street,  200-206  East  33rd  Street, 
Block  913,  Lots  1,  2,  3,  4,  5,  59,  61,  63,  64,  65,  Borough 
of  Manhattan. 


296-58-BZ 

APPLICANT — Charles  G.  Meyer,  Jr.  for  Cord  Meyer  De¬ 
velopment  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  November 
25,  1973 — decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition  under  Sections  7e,  7f,  7h  and 
7i  of  the  Zoning  Resolutions,  permitting  in  a  retail  use 
district,  the  erection  and  maintenance  of  a  gasoline  ser¬ 
vice  station,  lubritorium,  car  washing — non-automatic,  auto 
repairs  with  hand  tools  only,  office,  sale  and  storage  of 
auto  accessories,  parking  of  more  than  five  (5)  cars 
waiting  to  be  serviced,  with  a  ground  sign  in  a  retail  use 
district,  this  gas  station  to  be  used  in  conjunction  with  a 
retail  shopping  center. 

PREMISES  AFFECTED — 23-50  Bell  Boulevard,  west  side, 
363.05  feet  south  of  23rd  Avenue,  Block  5900,  Lot  100, 
Bayside,  Borough  of  Queens. 


853-59-BZ 

APPLICANT — Reverend  G.  Dewey  Sands  for  Swedish 
Evangelical  Immanuel  Church,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  April  13,  1970 — decision  of  the 
Borough  Superintendent;  previously  granted  on  condition 
under  Section  7h  of  the  Zoning  Resolution,  permitting  in 


a  residence  use  district,  the  parking  and  storage  of  nine 
(9)  passenger  cars. 

PREMISES  AFFECTED — 986  East  181st  Street,  south 
side,  71.92  feet  west  of  Bryant  Avenue,  Block  3133,  Lots  17 
and  18,  Borough  of  The  Bronx. 


705-51-BZ 

APPLICANT — Lama  and  Vassalotti  for  American  Oil 
Company,  owner. 

SUBJECT— Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Sections 
7f,  7i  and  7h  of  the  Zoning  Resolution,  permitting  in  a 
business  use  district,  the  erection  and  maintenance  of  a 
gasoline  service  station,  lubritorium,  car  washing,  storage 
and  sale  of  accessories,  motor  vehicle  repairs  and  office, 
and  to  permit  the  parking  of  cars  waiting  to  be  serviced. 

PREMISES  AFFECTED — 163-15  Northern  Boulevard  and 
40-02  to  40-14  164th  Street,  northwest  corner  and  163-14 
to  163-22  Station  Road,  Block  5338,  Lot  1,  Flushing,  Bor¬ 
ough  of  Queens. 

297-72-BZ — Vol.  II 

APPLICANT — Leonard  F.  Rothkrug  for  Johnad  Realty 
Corporation,  owner;  Ford  Leasing  Development  Company, 
lessee. 

SUBJECT — Application  reopened  May  29,  1973  as  Volume 
II — decision  of  the  Borough  Superintendent,  under  Sections 
11-412  and  73-49  of  the  Zoning  Resolution,  to  permit  in  a 
C8-1  and  R6  district,  at  an  existing  automotive  sales  and 
service  establishment  previously  before  the  Board,  the  ex¬ 
pansion  of  the  use  of  the  existing  non-storage  garage  to 
include  roof  parking. 

PREMISES  AFFECTED — 630-646  East  Fordham  Road, 
southwest  corner  of  Belmont  Avenue,  Block  3078,  Lots  48, 
57,  Borough  of  The  Bronx.  Community  Board  #6. 


396-73-BZ 

APPLICANT — Norman  Garner  for  Dorado  House  Flush¬ 
ing,  Incorporated,  owner. 

SUBJECT — Application  July  2,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-21  and  73-62  of 
the  Zoning  Resolution,  to  permit  in  an  R6  district,  in  an 
existing  six  story  building,  the  conversion  of  the  doctor’s 
offices  into  two  apartments  that  creates  non-compliance  in 
floor  area  ratio  and  open  space  ratio. 

PREMISES  AFFECTED— 140-51/59  34th  Avenue,  north 
side,  255  feet  west  of  Parsons  Boulevard,  Block  4981,  Lot 
69,  Flushing,  Borough  of  Queens.  Community  Board  #7. 


403-73-BZ 

APPLICANT — Millard  Bresin  for  James  D’albro,  owner; 
Amoco  Oil  Company,  lessee. 

SUBJECT — Application  June  24,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  11-412  and  73-211  of 
the  Zoning  Resolution,  to  permit  in  a  C2-3  district,  the  re¬ 
construction  of  an  automotive  service  station  with  accessory 
uses  previously  before  the  Board. 

PREMISES  AFFECTED— 2317  Coney  Island  Avenue, 
southeast  corner  of  Avenue  T,  Block  7315,  Lot  1,  Borough 
of  Brooklyn.  Community  Board  #15. 

496-73-BZ 

APPLICANT — Harry  A.  Yarish  for  Marie  Holdrith, 
owner. 
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SUBJECT— Application  August  24,  1973— decision  of  the 
Borough  Superinendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C8-1  district,  the  erection 
of  a  two  story  and  cellar  building  for  use  as  a  furniture 
showroom  that  exceeds  the  permitted  floor  area  ratio  has 
less  than  the  required  accessory  parking,  and  without  the 
required  loading  berth. 

PREMISES  AFFECTED— 2414  to  2420  Flatbush  Avenue, 
southeast  corner  of  Avenue  T,  Block  8542,  Lot  41,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #  13. 


524-73-BZ 

APPLICANT— McGee  &  Morsellino  for  Dodar  Realty  Cor¬ 
poration,  owner;  Jascal  Realty  Corporation,  lessee. 

SUBJECT— Application  September  26,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection  of 
a  one  story  office  building  with  accessory  parking  in  the 
open  area. 

PREMISES  AFFECTED— 1575  Gun  Hill  Road,  northwest 
comer  of  Kingsland  Avenue,  Block  4786,  Lot  20,  Borough 
of  The  Bronx.  Community  Board  #  12. 


547-73-BZ 

APPLICANT— Samuel  J.  Kisseloff  for  the  City  of  New 
York,  owner. 

SUBJECT— Application  October  11,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  RIO  district,  the  conver¬ 
sion  of  an  existing  6  story  garage  building  to  residential 
use  that  has  less  than  the  required  inner  court. 

PREMISES  AFFECTED— 2  West  90th  Street,  south  side, 
100  feet  west  of  Central  Park  West,  Block  1203,  Lot  37, 
Borough  of  Manhattan.  Community  Board  #7. 

JOSEPH  B.  KLEIN,  Chairman 


DECEMBER  11,  1973,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon ,  December,  11,  1973,  at  2  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

227-73-A 

APPLICANT — Airco  Cryogenics,  owner. 

SUBJECT — Application  April  18,  1973 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  LNG  pumps. 
PREMISES  AFFECTED — Arthur  Kill  Road,  north  side, 
Blocks  7167  and  7162,  Lots  28,  52,  1,  10,  47,  49,  and  50, 
(Arthur  Kill),  Borough  of  Richmond. 


407-73-A 

APPLICANT — Exxon  Company,  U.  S.  A.,  owner. 

SUBJECT — Application  July  6,  1973 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  Packaging  of  combus¬ 
tible  mixture  known  as  Aquaglide  Outboard  Lubricant,  in 
one  pint  sealed  metal  cans  and  one  quart  plastic  container 
with  screw  cap,  containers  not  in  compliance  with  regula¬ 
tions  of  the  Administrative  Code  of  New  York  City. 

549-73-A 

APPLICANT — Stephen  B.  Jacobs  for  N.  Elghanayan, 

owner. 

SUBJECT — Application  October  11,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  fire  resistive 
ratings. 

PREMISES  AFFECTED— 67  East  11th  Street,  northwest 
corner  of  Broadway,  Block  563,  Lot  37,  Borough  of  Man¬ 
hattan. 


562-73-A 

APPLICANT — Abraham  Grossman  for  Jordan  Fox,  owner. 

SUBJECT — Application  October  23,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  rooms  in 
cellar. 

PREMISES  AFFECTED— 200  West  82ud  Street,  south¬ 
west  corner  of  Amsterdam  Avenue,  Block  1229,  Lot  36, 
Borough  of  Manhattan. 


573-73-A 

APPLICANT — Arnold  Breitman  for  137  East  Houston 
Corporation,  owner. 

SUBJECT — Application  October  29,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  parapet  wall 
on  five  story  Multiple  Dwelling. 

PREMISES  AFFECTED — 137  East  Houston  Street,  south 
side,  28  feet  east  of  Forsyth  Street,  Block  422,  Lot  48, 
Borough  of  Manhattan. 


589-73-A 

APPLICANT — Lama  &  Vassalotti  for  Max  Donner,  owner; 

Supermarkets  General  Corporation,  lessee. 

SUBJECT — Application  November  7,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Standpipe. 
PREMISES  AFFECTED — 1880  Bartow  Avenue,  south 
side,  between  Ely  and  Bruner  Avenues,  Block  4805,  Lot  1, 
Borough  of  The  Bronx. 

JOSEPH  B.  KLEIN,  Chairman 
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MINUTES 


REGULAR  MEETING 

WEDNESDAY  MORNING,  NOVEMBER  7,  1973, 

10  A.M. 

Present :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 
Commissioner  Carroll. 

The  minutes  of  the  regular  meeting  of  the  Board  held  on 
Tuesday  morning  and  afternoon,  October  23,  1973,  were 
approved  as  printed  in  the  Bulletin  of  November  1,  1973, 
Vol.  58,  No.  44. 

,  - 

746-22-BZ— Vol.  II 

APPLICANT — Larry  Meltzer  for  N.W.E.  122nd  Street 
Corporation,  owner. 

'  SUBJECT — Application  for  consideration — request  to  waive 

the  Rules  of  Procedure  and  for  extension  of  term  of  vari¬ 
ance  which  expired  July  28,  1968 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Sections  7f,  7i  and  7h  of  the  Zoning  Resolution,  permitting 
in  a  business  use  district,  the  erection  and  maintenance  of 
a  gasoline  service  station,  lubritorium,  car  wash,  motor 
vehicles  repairs  and  office,  and  to  permit  the  parking  of 
more  than  five  motor  vehicles  (previously  denied,  the 
erection  of  a  garage  for  more  than  five  motor  vehicles). 
PREMISES  AFFECTED — 1760-1766  Park  Avenue,  north¬ 
west  corner  of  East  122nd  Street,  Block  1748,  Lot  14, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli- 

]  cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
July  28,  1953,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  7,  1973,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 

1  hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  July  28,  1953,  as  amended  through 
March  15,  1955,  only  as  to  the  term  of  the  variance,  so  that 
as  amended  this  portion  of  the  resolution  shall  read ; 

“ granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  that  other  than 
as  herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects ;  and  that  a  new  Certificate 
of  Occupancy  shall  be  obtained.”  (N.B.  10-53) 

280-55-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Fishbro  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  July  7,  1974 — 
decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Sections  7e  and  7f  of  the 
Zoning  Resolution,  permitting  in  a  business  use  district, 
the  erection  and  maintenance  of  a  gasoline  service  station 
and  an  automatic  auto  laundry ;  and  to  permit  the  parking 
and  storage  of  more  than  five  motor  vehicles. 


PREMISES  AFFECTED— 879  East  149th  Street,  north¬ 
east  corner  of  Timpson  Place,  Block  2603,  Lots  55,  60  and 
106,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
October  11,  1955,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  November  7,  1973,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
11,  1955,  as  amended  through  July  7,  1959,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  on  condition  that 
the  sidewalks  in  front  of  this  lot  on  Timpson  Place  and 
on  East  149th  Street  shall  be  paved  for  their  full  width, 
in  accordance  with  the  rules  and  regulations  of  the 
Department  of  Highways ;  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects ;  and  that  a  new  Certificate  of  Occu¬ 
pancy  shall  be  obtained.”  (N.B.  357-57) 


93-57-BZ 

APPLICANT — Ludwig  P.  Bono  for  Paul  Minieri,  owner. 

SUBJECT — Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expires  November 
26,  1973 — decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition  under  Section  7h  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  district, 
the  maintenance  of  a  parking  lot  for  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED — 2316  Beaumont  Avenue,  east 
side,  315  feet  north  of  East  183rd  Street,  Block  3103,  Lot 
14,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

N egative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
May  6,  1958,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  November  7,  1973,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  May  6, 
1958,  as  amended  through  February  11,  1969,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  five  years  from  November  26, 
1973,  to  permit  .  .  .  ;  on  condition  that  the  southerly 
portion  of  the  fence  on  Beaumont  Avenue  shall  be  made 
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50%  opaque,  to  match  the  northerly  portion;  that  other 
than  as  herein  amended  the  resolution  above  cited  shall 
be  complied  with  in  all  respects;  and  that  a  new  Cer¬ 
tificate  of  Occupancy  shall  be  obtained.”  (Alt.  1292-56) 


5-58-BZ 

APPLICANT— Herbert  Gallin  for  Salverio  Piscane,  owner. 
SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  October  15, 
1973 — decision  of  the  Borough  Superintendent,  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  parking 
and  storage  of  more  than  five  (5)  cars  on  a  vacant  plot 
of  land. 

PREMISES  AFFECTED— 717-719  East  217th  Street, 
north  side,  130.35  feet  east  of  White  Plains  Road,  Block 
4665,  Lots  40  and  43,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Gerald  Levy. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 

Commissioner  Carroll  .  5 

N  egative :  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  22,  1958,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
November  7,  1973,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  22, 
1958,  as  amended  through  November  13,  1968,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  five  years  from  the  date,  of  this 
amended  resolution,  to  permit  .  .  .  ;  on  condition  that 
all  fences  shall  comply  with  the  requirements  of  Section 
25-66  of  the  Zoning  Resolution ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.”  (Alt.  1164-57) 


341-72-A 

APPLICANT — Salamon  and  Salamon  for  Wallace  and 
Wallace  Fuel  Oil  Company,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — appeal  from  a  decision  of  the 
Fire  Commissioner  re-  Fuel  Oil  Transportation  trucks; 
previously  granted  on  condition. 

APPEARANCES— 

For  Applicant :  Alan  Salamon  and  Betty  A.  Clarke. 

For  Administration :  C.  Palmieri,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  November  11,  1973,  at 
10  A.M.  Special  Order  Cal. 


666-59-BZ 

APPLICANT — McGee  and  Morsellino  for  Titan  Enter¬ 
prises,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  15, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  main¬ 


tenance  of  an  automobile  wrecking  yard,  salvage,  sale  of 
used  parts  and  sale  of  used  cars. 

PREMISES  AFFECTED— 147-23  Springfield  Lane,  north¬ 
east  corner  of  149th  Avenue,  Block  13435,  Lots  16,  18,  20, 
54,  56  and  58,  Springfield  Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Joseph  P.  Morsellino  and  Susan  M.  Nor- 
eika.  Community  Board  #13. 

ACTION  OF  BOARD — Laid  over  to  December  4,  1973,  at 
10  A.M.  Continued  hearing.  Special  Order  Calendar. 


917-68-BZ 

APPLICANT — McGee  and  Morsellino  for  Caldo  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  September 
26,  1973 — decision  of  the  Borough  Superintendent ;  pre¬ 
viously  granted  on  condition  under  Section  72-21  of  the 
Zoning  Resolution,  permitting  in  a  Cl -2  and  R6  district,  at 
an  existing  two  story  office  and  store  building,  the  erection 
of  a  six  floor  enlargement  that  exceeds  the  permitted  floor 
area  ratio,  penetrates  the  sky  exposure  plane  and  extends 
into  the  residence  district. 

PREMISES  AFFECTED — 41-60  to  41-80  Main  Street, 
southwest  corner  of  Sanford  Avenue,  Block  5121,  Lot  23, 
Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Laid  over  to  December  18,  1973,  at 
10  A.M.  For  hearing.  Special  Order  Calendar. 


205-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Max  Berman, 
Miklos  and  Regina  Tischler,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  July  5,  1973 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  72-21  of  the  Zoning  Resolution, 
permitting  in  an  R5  district,  the  erection  of  a  five-story 
health  related  facility  that  exceeds  the  permitted  floor 
area  ratio  and  lot  coverage,  encroaches  on  the  required 
front  and  side  yards  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 3002-3038  West  35th  Street, 
3502-3512  Surf  Avenue,  southwest  corner  and  3501-3511 
Riegelman  Boardwalk,  Block  7065,  Lot  25,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Laid  over  from  November  7,  1973, 
to  December  18,  1973,  at  10  A.M.  Continued  hearing. 
Special  Order  Calendar. 


242-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Madison  Prop¬ 
erties,  Company,  owner. 

SUBJECT — Application  April  5,  1972 — decision  of  the  Bor¬ 
ough  Superintendent  under  Sections  11-413  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  an  R6  district,  in  an 
existing  one  story  and  cellar  building  previously  before 
the  Board,  the  change  in  occupancy  from  accessory  stor¬ 
age  to  offices  and  retail  store. 

PREMISES  AFFECTED— 1612-1624  East  16th  Street, 
west  side,  100  feet  south  of  Avenue  P,  Block  6778,  Lot  10, 
Borough  of  Brooklyn.  Community  Board  #  14. 
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APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition:  Ira  Harkavy,  Community  Board  #14  and 
Mildred  Silverstein. 

ACTION  OF  BOARD — Laid  over  to  December  18,  1973,  at 
10  A.M.  New  notices  to  be  sent. 


99-73-BZ 

APPLICANT — Otto  J.  &  Warren  A.  Sambach  for  Edward 
D.  Jamie,  owner. 

SUBJECT — Application  February  14,  1973 — decision  of  the 
Borough  Superintendent  under  Section  73-27  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  and  R6  district,  the 
erection  of  a  two  story  building  for  use  as  a  funeral  estab¬ 
lishment  with  accessory  parking  and  with  a  garage  ramp 
within  the  required  rear  yard. 

PREMISES  AFFECTED— 141-26  Northern  Boulevard, 
south  side,  202.54  feet  east  of  Bowne  Street,  Block  5012, 
Lot  33,  Flushing,  Borough  of  Queens.  Community  Board 

#7. 

APPEARANCES— 

For  Applicant:  Warren  A.  Sambach. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  November  20,  1973,  at 
10  A.M.  Request  of  applicant.  For  hearing. 


130-73-BZ 

APPLICANT — Alphonse  J.  Calvanico  for  John  Lagana,  Jr. 

Trustee,  Russo’s  Drive  In,  Incorporated,  lessee. 

SUBJECT — Application  February  27,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  mainte¬ 
nance  of  a  one  story  enlargement  to  a  restaurant  that  in¬ 
creases  the  degree  of  non-compliance. 

PREMISES  AFFECTED — 4677  Hylan  Boulevard,  north 
side,  75.56  feet  east  of  Harold  Avenue,  Block  5408,  Lot  43, 
Annadale,  Borough  of  Richmond.  Community  Board  #4. 

APPEARANCES— 

For  Applicant:  David  C.  Winters. 

For  Opposition :  Vito  and  Anna  De  Palo,  George  Chance, 
Edward  De  Mann  and  Henry  Mattei. 

ACTION  OF  BOARD — Laid  over  to  November  27,  1973,  at 
10  A.M.  For  hearing. 


149-73-BZ 

APPLICANT — Arno  Fischer  and  Meier-Marus  for  Flush¬ 
ing  Savings  Bank,  owner. 

SUBJECT — Application  March  7,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  and  R2  district,  the 
enlargement  in  area  of  the  accessory  parking  facility  for 
a  bank  into  the  residence  district  that  encroaches  on  the 
required  front  yard  and  without  the  required  screening. 

PREMISES  AFFECTED— 159-18  Northern  Boulevard, 
south  side,  105-10  feet  east  of  159th  Street,  Block  5278, 
Lots  1,  21,  Flushing,  Borough  of  Queens.  Community 
Board  #7. 

APPEARANCES— 

For  Applicant :  Arno  Fischer. 

For  Opposition:  Frank  Connella,  Joseph  R.  Conte  and 
Don  Tirone. 

ACTION  OF  BOARD — Laid  over  to  November  20,  1973, 
at  10  A.M.  For  decision.  Hearing  closed. 


224-73-BZ 

APPLICANT — Consolidated  Edison  Company  of  New  York 
for  City  of  New  York,  owner;  Consolidated  Edison  Com¬ 
pany  of  New  York,  lessee. 

SUBJECT — Application  April  13,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  M3  district,  the  erection  of  a 
replacement  accessory  stack  for  an  existing  steam  plant. 

PREMISES  AhbECTED — 1100  York  Avenue,  northeast 
corner  of  69th  Street,  Block  1474,  Lot  7,  Borough  of  Man¬ 
hattan.  Community  Board  #8. 

APPEARANCES— 

For  Applicant:  Herbert  E.  Glaede. 

For  Administration:  Barbara  Crampton,  Air  Resources. 

ACTION  OF  BOARD - Laid  over  to  November  20,  1973, 

at  10  A.M.  Continued  hearing.  Laid  over  at  the  request 
of  the  Department  of  Air  Resources. 

287-73-BZ 

APPLICANT — Nicholas  J.  Salvadeo  for  Salvatore  J.  Mor- 
reale,  owner. 

SUBJECT — Application  May  10,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  and  R3-2  district,  the 
erection  of  a  one  story  building  for  use  as  retail  stores 
with  accessary  parking  in  the  open  area. 

PREMISES  AFFECTED — 1789  Richmond  Road,  west  side, 
180.25  feet  south  of  Four  Corners  Road,  Block  890,  Lot  32,’ 
Borough  of  (Dongan  Hills)  Richmond.  Community  Board 
#3. 

APPEARANCES— 

For  Applicant:  Nicholas  J.  Salvadeo. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  November  20,  1973, 
at  10  A.M.  Continued  hearing. 


296-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Joseph  and  Lillian 
Costa,  owners;  American  Motors  Realty  Corporation, 
lessee. 

SUBJECT — Application  May  17,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C2-1  and  R3-2  district,  the 
erection  of  a  one  story  automobile  sales  and  service  estab¬ 
lishment  with  open  sales  and  storage  of  new  and  used  cars 
and  accessory  parking. 

PREMISES  AFFECTED — 2160  and  2180  Hylan  Boulevard 
and  1  to  30  Zwicky  Avenue,  northeast  corner,  Block  3691, 
Lots  1,  3,  5,  7,  9,  11,  14,  18  and  41,  Grant  City,  Borough 
of  Richmond.  Community  Board  #3. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug  and  Henry  P. 
Pincinaro. 

For  Opposition:  Charles  H.  Burger  and  Pat  De  Meo. 

For  Administration:  Joseph  A.  Sherry,  Office  of  Staten 
Island  Development. 

ACTION  OF  BOARD — Laid  over  to  November  27,  1973, 
at  10  A.M.,  for  continued  hearing;  additional  information. 


336-73-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Orbitco,  Incor¬ 
porated,  owner. 

SUBJECT — Application  June  5,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-50  of  the  Zoning 
Resolution,  to  permit  in  a  Ml-1  district  the  erection  of  a 
one  story  enlargement  to  an  existing  commercial  building 


893 


MINUTES 


that  will  encroach  on  the  required  yard  along  a  district 
boundary. 

PREMISES  AFFECTED— 1360  Utica  Avenue,  west  side, 
135  feet  south  of  Foster  Avenue,  Block  4784,  Lot  13, 
Borough  of  Brooklyn.  Community  Board  # 9 . 

APPEARANCES— 

For  Applicant :  Frederick  A.  Ivetcher  and  Melville  Cuba. 
For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  November  20,  1973, 
at  10  A.M.  Hearing  closed.  For  decision.  Corrected  draw¬ 
ings  to  be  submitted. 


387-73-BZ 

APPLICANT — McGee  &  Morsellino  for  Joseph  P.  Barone, 
owner ;  Burger  King,  lessee. 

SUBJECT — Application  June  22,  1973— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  one  story  eating  and  drinking  establishment  that  en¬ 
croaches  on  the  required  front  yard  and  with  accessory 
parking  in  the  open  area  with  curb  cuts  within  50  feet 
of  intersecting  streets. 

PREMISES  AFFECTED— 189-09  Northern  Boulevard, 
northeast  corner  of  189th  Street,  Block  5365,  Lots  1,  5 
and  7,  Flushing,  Borough  of  Queens.  Community  Board 
#11. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  November  13,  1973, 
at  10  A.M.  Continued  hearing. 


420-73-BZ 

APPLICANT — Lama  &  Vassalotti  for  Mobil  Oil  Corpora¬ 
tion,  owner. 

SUBJECT — Application  July  10,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-211  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  district,  the  reconstruction 
of  an  automotive  service  station  with  accessory  uses  pre¬ 
viously  before  the  Board. 

PREMISES  AFFECTED— 43-20  Main  Street  and  134-49 
Dahlia  Avenue,  northwest  comer,  Block  5125,  Lot  36, 
Flushing,  Borough  of  Queens.  Community  Board  #7. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  November  20,  1973,  at 
10  A.M.  Hearing  closed.  For  decision. 


422-73-BZ 

APPLICANT — Norman  L.  Reiffman  for  George  Ott,  owner, 
Weiner ;  Cohen  Dental  Lab,  lessee. 

SUBJECT — Application  July  13,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  in  an  existing  two 
story  building,  the  conversion  of  the  first  floor  store  to  a 
dental  laboratory. 

PREMISES  AFFECTED — 212-25  Jamaica  Avenue,  north 
side,  84.36  feet  east  of  212th  Street,  Block  10601,  Lot  34, 
Oueens  Village,  Borough  of  Queens.  Community  Board 
#13. 

APPEARANCES— 

For  Applicant :  Sheldon  Lobel,  Susan  M.  Noreika  and 
David  Cohen. 

For  Opposition:  None. 


ACTION  OF  BOARD— Laid  over  to  November  20,  1973,  at 
10  A.M.  Flearing  closed.  For  decision. 


423-73-BZ 

APPLICANT — Thomas  P.  Crinnion  for  1199  First  Avenue 
Associates,  owner ;  Mr.  Laffs,  lessee. 

SUBJECT — Application  July  13,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-241  of  the  Zoning 
Resolution,  to  permit  in  a  C2-8  district,  for  a  term  of  5 
years,  in  an  existing  20  story  mixed  building,  the  addition 
to  the  uses  of  the  first  floor  restaurant  to  include  cabaret. 
PREMISES  AFFECTED— 1189  to  1199  First  Avenue  and 
352  East  65th  Street,  southwest  corner,  Block  1439,  Lot 
30,  Borough  of  Manhattan.  Community  Board  #8. 

APPEARANCES— 

For  Applicant :  Thomas  P.  Crinnion,  Phil  F.  Linz  and 
Art  L.  Shamsky. 

For  Opposition :  Andrew  Lawn. 

ACTION  OF  BOARD — Laid  over  to  November  20,  1973,  at 
10  A.M.  Hearing  closed.  For  decision. 


497-73-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  South  Ferry  Building  Company,  owner. 
SUBJECT — Application  August  28,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  666  NYC  Charter  to  permit  in  a  C5-5  CR 
district,  the  construction  of  a  first  floor  mezzanine  within 
a  32  story  office  building  previously  before  the  Board  that 
will  exceed  the  permitted  floor  area  ratio. 

PREMISES  AFFECTED — 1  to  6  State  Street,  34  to  50 
Whitehall  Street,  northwest  corner,  20  to  22  Pearl  Street, 
Block  9,  Lots  1,  23  and  28,  Borough  of  Manhattan. 
Community  Board  #1. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum,  Philip  Martines 
and  Howard  Zipser. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  November  20,  1973, 
at  10  A.M.  For  decision.  Hearing  closed. 


166-73-BZ 

APPLICANT — Joseph  A.  Gioia  for  Jabbal  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  March  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  73-50  of  the  Zoning 
Resolution,  to  permit  in  a  C8-2  district,  the  erection  of 
a  one  story  automobile  sales,  repair  and  service  establish¬ 
ment  that  will  encroach  on  the  required  yard  along  a  dis¬ 
trict  boundary. 

PREMISES  AFFECTED — 1836  McDonald  Avenue,  west 
side,  187.57  feet  south  of  Avenue  P,  Block  6632,  Lot  17, 
Borough  of  Brooklyn.  Community  Board  #13. 

APPEARANCES— 

For  Applicant:  Joseph  A.  Gioia. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 


Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 

Commissioner  Carroll . .' . 

N  egative :  . 


5 

0 
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THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  October  23,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  November  7,  1973;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  16,  1973,  acting  on  N.B.  Applic.  250/1972, 
reads : 

“1.  Provide  30  ft.  rear  yard  or  open  area  at  a  level 
not  higher  than  the  curb  level  along  the  rear  lot  line 
of  C8-2  district  which  coincides  with  the  rear  lot  line 
of  an  R-6  district  as  per  Sec.  33-292  of  the  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-50  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
under  Section  73-50  of  the  Zoning  Resolution,  to  permit  in 
a  C8-2  district,  the  erection  of  a  one  story  and  automobile 
sales,  repair  and  service  establishment  that  will  encroach 
on  the  required  yard  along  a  district  boundary  on  condition 
that  all  work  shall  substantially  conform  to  drawings  filed 
with  this  application  marked  “Received  March  16,  1973,” 
1  sheet  and  “November  1,  1973,”  1  sheet;  and  on  further 
condition  that  a  three  foot  high  rear  yard  and  12  foot  side 
yard  be  provided,  paved  and  maintained  to  afford  light  and 
air  to  adjoining  properties  and  a  means  of  egress  from  the 
site;  and  that  all  laws,  rules  and  regulations  applicable  be 
complied  with  and  substantial  construction  be  completed 
within  one  year  from  the  date  of  this  resolution. 

447-73-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Suttforbs 
Realty  Corporation,  owner,  Board  of  Education,  lessee. 
SUBJECT — Application  July  30,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  R4  district,  the  erection  of  a 
three  story  and  cellar  school  annex  that  exceeds  the  per¬ 
mitted  lot  coverage,  encroaches  on  the  required  front  and 
side  yards  and  penetrates  the  sky  exposure  plane. 
PREMISES  AFFECTED — 340  Forbell  Avenue,  northwest 
corner  of  Sutter  Avenue,  Block  4258,  Lot  36,  Borough  of 
Brooklyn.  Community  Board  #5. 

APPEARANCES— 

For  Applicant :  Anthony  Salvati. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  • .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  October  2,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  October  16,  1973;  then  to  November  7, 

1973 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  12,  1973,  acting  on  Alt.  Applic.  1002/1972,  reads : 

“1.  Proposed  parking  in  required  front  yard  is  con¬ 
trary  to  Sec.  23-44  and  Sec.  23-45  of  the  Zoning  Reso¬ 
lutions. 

2.  Accessory  parking  to  a  bank  as  a  Use  Group  6 
is  contrary  to  Sec.  22-00  of  the  Zoning  Resolutions.  and 


3.  Screening  of  off-street  parking  is  contrary  to  Sec. 

25-66  of  the  Zoning  Resolutions.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R4  district,  the  erection  of  a  three  story  and  cellar  school 
annex  that  exceeds  the  permitted  lot  coverage,  encroaches 
on  the  required  front  and  side  yards  and  penetrates  the  sky 
exposure  plane  on  condition  that  all  work  shall  substantially 
conform  to  drawings  filed  with  this  application  marked  “Re¬ 
ceived  July  30,  1973,”  9  sheets  and  that  all  laws,  rules  and 
regulations  be  complied  with  and  substantial  construction 
be  completed  within  one  year  from  the  date  of  this  resolution. 


Adjourned :  1 :00  P.M. 

John  B.  Cincotta,  Executive  Director 


REGULAR  MEETING 

WEDNESDAY  AFTERNOON 
NOVEMBER  7,  1973,  2  P.M. 

Present:  Chairman  Klein,  Vice  Chairman  Agusta, 

Commissioner  Hornstein,  Commissioner  Walsh  and 
Commissioner  Carroll. 


282-73-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Elaine  Products  Company. 
SUBJECT— Application  May  7,  1973 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 208-22  Jamaica  Avenue,  south 
side,  552.018  feet  West  of  211th  Street,  Block  10835,  Lot  34, 
Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  C.  Palmieri,  F.  D. 

For  Owner:  Floyd  S.  Weil  and  Donald  J.  Steiwgisser. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative: .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
April  27,  1973,  reads  : 

“Application  is  hereby  made  to  the  Board  of  Stand¬ 
ards  and  Appeals  in  accordance  with  the  provisions  of 
1804.4.C.6  of  the  City  Charter,  to  modify  the  Certificate 
of  Occupancy  in  relation  to  the  following  building: 
208-22  Jamaica  Avenue,  Queens — Certificate 

#146524.” 
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Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be  granted 
under  certain  conditions. 

Resolved ,  that  the  application  of  the  Fire  Commissioner 
for  modification  of  the  Certificate  of  Occupancy  be  and  it 
hereby  is  granted,  and  that  the’  Certificate  of  Occupancy  be 
modified  to  require  an  approved  automatic  sprinkler  system 
throughout  the  building;  and  that  all  other  laws,  rules  and 
regulations  applicable  be  complied  with. 

335-73-A 

APPLICANT— Spector  Freight  System,  Incorporated, 
owner. 

SUBJECT — Application  May  31,  1973 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  installation  of  approved 
standpipe. 

PREMISES  AFFECTED — 1313  Grand  Street,  north  side, 
490  feet  east  of  Gardner  Avenue,  Block  2930,  Lots  90  and 
26,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  William  Biederman. 

For  Administration:  C.  Palmieri,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

N  egative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
February  20,  1973  and  May  3,  1973,  on  Order  No.  73-1148, 
reads : 

“1.  Install  an  approved  standpipe  system  in  the 
above  premises,  arranged  and  equipped  as  per  Ch. 
26-1702.0  N.  Y.  C.  Building  Code.  Ch.  19-161.0a  Adm. 
Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
February  20,  1973  and  May  3,  1973,  acting  on  Order  No. 
73-1148,  Objection  No.  1,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  existing  sprinkler  system  shall  be  connected  to  a  central 
alarm  system ;  on  f  urther  condition  that  the  building  shall 
substantially  conform  to  drawings  marked  ‘‘Received  May 
31,  1973”,  7  sheets,  and  “November  1,  1973”,  one  sheet ; 
and  that  all  laws,  rules  and  regulations  be  complied  with. 

356-73-A 

APPLICANT — Lichitner-Lamkay  Associates  for  Ely  Reiss, 
owner. 

SUBJECT — Application  June  12,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  on  a  legal  street. 

PREMISES  AFFECTED— Merrick  Court,  north  side, 
143.33  feet  east  of  Woodhaven  Avenue,  Block  864,  Lot 
510,  Todt  Hill,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  William  Lichtner. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  30,  1973,  on  N.B.  Applic.  2 63/73,  reads : 

“1.  Certificate  of  Occupancy  will  not  be  issued  as 
the  street  giving  access  to  this  New  Building  is  not 
included  in  the  official  map  of  the  City  of  New  York 
and  is  contrary  to  Article  III,  Paragraph  36  of  the 
General  City  Law  as  amended. 

2.  Proposed  construction  does  not  have  at  least  8% 
of  the  total  perimeter  of  the  building  front  directly  upon 
a  legally  mapped  street  or  frontage  space  contrary  to 
Section  C26-401.1  of  the  Building  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  May  30,  1973,  acting  on  N.B.  Applic.  263/73, 
Objection  Nos.  1  and  2,  be  and  it  hereby  is  modified  under 
the  powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  building  shall  substantially  comply  with 
drawings  marked  “Received  June  12,  1973”,  11  sheets;  and 
that  all  laws,  rules  and  regulations  applicable  be  complied 
with. 


386-73-A 

APPLICANT — Essex  Chemical  Corporation,  owner. 
SUBJECT — Application  June  22,  1973 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  packaging  of  flam¬ 
mable  mixture  known  as  “Webtex  #168  Drywall  & 
Construction  Adhesive”  in  llj^  ounce  and  30  ounce  paper 
cartridge  with  plastic  spouts,  not  in  compliance  with  regu¬ 
lations  of  the  Administrative  Code  of  New  York  City. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration :  C.  Palmieri,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

N egative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
May  31st,  1973,  on  Folder  #122-3724,  reads: 

“We  regret  to  inform  you  that  your  application  to  reg¬ 
ister  your  products  ‘Webtex  #168  Dirywall  and  Con¬ 
struction  Adhesive’  a  flammable  mixture  with  a  flash 
point  below  75°  F.  (T.  O.  C.)  in  containers  as  follows: 
11J4  oz.  and  30  oz.  paper  cartridges  with  plastic  spouts 
is  disapproved.  Such  containers  are  not  in  compliance 
with  our  regulations  to  wit:  Sec.  C19-59.0c  NYC  Adm. 
Code  requires  that  flammable  mixtures  in  the  above 
quantities  be  packaged  in  metal  containers  equipped  with 
replaceable  tops  or  caps.” 

and 

Whereas,  the  drawing  and  sample  of  the  containers  were 
reviewed  by  the  Board  and  it  was  determined  that  the 
appeal  be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  May  31,  1973,  acting  on  Folder  #122-3724,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  for  the  1114  ounce  container  only,  and  the  appeal 
for  the  30  ounce  container  is  hereby  denied  on  condition  that 
the  container  shall  comply  with  drawing  marked  “Received 
June  22,  1973”,  one  sheet;  on  further  condition  that  the 
label  on  the  container  be  in  such  style  and  wording  as  is 
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satisfactory  to  the  Fire  Commissioner;  and  that  in  all  other 
respects,  all  laws,  rules  and  regulations  applicable  be  com¬ 
plied  with. 


430-73-A 

APPLICANT — Jerome  L.  Grushkin  for  Frank  Quinn, 
owner. 

SUBJECT — Application  July  19,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 61  Cedarcliff  Road,  north  side, 
153.33  feet  east  of  Nesmythe  Terrace,  Block  618,  Lot  105, 
Grymes  Hill,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Jerome  L.  Grushkin. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  16,  1973,  on  N.B.  Applic.  1289/73,  reads: 

“The  street  giving  access  to  the  proposed  building  is  not 
duly  placed  on  the  official  map  therefore : 

a)  No  Certificate  of  Occupancy  can  be  issued,  as 
per  Article  2,  Sec.  36  of  the  General  City  Law. 

b)  Proposed  construction  does  not  have  at  least  8% 
of  the  total  perimeter  of  the  building  fronting  directly 
upon  a  legally  mapped  street  or  frontage  space — contrary 
to  Sec.  C26-401.1  (Building  Code).” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  July  16,  1973,  acting  on  N.B.  Applic.  1289/73,  be  and 
it  hereby  is  modified  under  the  powers  vested  in  the  Board 
by  Section  36  of  the  General  City  Law,  and  that  the  appeal 
be  and  it  hereby  is  granted,  on  condition  that  the  building 
shall  substantially  comply  with  drawings  marked  “Received 
September  4,  1973”,  2  sheets ;  and  that  all  laws,  rules  and 
regulations  applicable  be  complied  with. 


350-73-A 

APPLICANT — Eugene  Gross,  Maria  Gross,  John  Gribben. 

SUBJECT — Application  June  8,  1973 — appeal  from  a  de¬ 
cision  of  the  Commissioner  of  Buildings  re-  Revocation  of 
Building  Permit  #2404/73. 

PREMISES  AFFECTED — 317  East  85th  Street,  north  side, 
225  feet  east  of  Second  Avenue,  Block  1548,  Lot  10,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Harry  Kresky. 

For  Opposition  :  Bernard  Rothman. 

ACTION  OF  BOARD — Laid  over  to  November  20,  1973, 
at  2  P.M.,  for  decision;  hearing  closed. 


405-73-A 

APPLICANT — Rampulla  Associates  for  Cacciamani  Broth¬ 
ers,  owners. 


SUBJECT — Application  July  5,  1973 — filed  pursuant  to  Sec¬ 
tion  36,  Article  3  of  the  General  City  Law  re-  building 
not  on  legally  mapped  street. 

PREMISES  AFFECTED — 16,32  Richmond  Terrace,  south 
side,  105.7  feet  west  of  Tompkins  Center,  Block  187,  Lot 
42,  West  New  Brighton,  Richmond. 

APPEARANCES— 

For  Applicant :  Dennis  D.  Dellahg. 

ACTION  OF  BOARD — Laid  over  to  November  13,  1973, 
at  2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


421-73-A 

APPLICANT — Lichtner-Lamkay  Associates  for  Thomas 
Romano,  owner. 

SUBJECT — Application  July  13,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 40  Dolson  Place,  west  side, 
124.91  feet  north  of  Kinsey  Place,  Block  1290,  Lot  315, 
Old  Place,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  William  Lichtmer. 

ACTION  OF  BOARD — Laid  over  to  November  20,  1973, 
at  2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


426-73-A 

APPLICANT — Albert  Melniker  for  M.  R.  G.  Realties, 
Incorporated,  owner. 

SUBJECT — Application  July  17,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 26  Oxholm  Avenue,  south  side, 
205.19  feet  west  of  Bard  Place,  Block  256,  Lot  50,  Silver 
Lake,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  to  November  20,  1973,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


465-73-A 

APPLICANT — Jerome  L.  Grushkin  for  Dorothy  Borg, 
owner. 

SUBJECT — Application  August  15,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Interpretation 
of  Zoning  Matter. 

PREMISES  AFFECTED — 96  Tarring  Street,  south  side, 
163.16  feet  east  of  Adelaide  Avenue,  Block  4660,  Lot  36, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Jerome  L.  Grushkin;  John  J.  Turvey; 

Dorothy  Borg  and  Diana  Abreu. 

ACTION  OF  BOARD — Laid  over  to  November  13,  1973, 
at  2  P.M.,  for  decision;  corrected  drawings;  hearing 
closed. 


Adjourned:  3:10  P.M. 

John  B.  Cincotta,  Executive  Director 
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^CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board  of 
Standards  and  Appeals  held  on  October  30,  1973,  as  they  ap¬ 
peared  in  Bulletin  45,  Vol.  58,  are  corrected  to  read  as  follows  : 


178-73-SA 

APPLICANT — Honeywell,  Incorporated,  owner. 
SUBJECT— Application  March  22,  1973— Alpha  Delta,  fire 
alarms,  approval  of. 

APPEARANCES— 

For  Applicant:  T.  F.  McCarthy. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

N  egative  :  .  0 

,  THE  RESOLUTION— 


178-73-SA:  Honeywell,  Incorporated,  Long  Island  City, 
New  York,  filed  for  approval  of  Alpha/Delta  Class  E  Fire 
Alarm  System  under  the  provisions  of  Article  17  and  RS  17 
of  the  Building  Code  of  the  City  of  New  York. 
l-  PROPOSED  USE:  Class  E  fire  alarm  system. 

DESCRIPTION :  The  system  includes  many  components 
which  were  previously  approved  under  different  Calendar 
Numbers.  Components  of  the  system  are  as  follows : 


g 

i 

i 

ilii 

Model 

Description 

Previous 
Approval 
Cal.  No. 

E/Alpha  3000 

Central  Processor 

477-71-SA 

pi 

E/Delta  3000 

Central  Processor 

477-71-SA 

E/T4010A 

Fixed  Temperature  Thermo- 

U.L. 

ilffr 

nib*1 

:  : 

E/W  649  (B,  C) 

stat  Fire  Sensor 

Graphic  Annunciator 

72-68-SA 

«■] 

E/LA  419D 

Fan  Safety  Cut  Off  Control 

763-71-SA 

E/W  886  (B,  C) 

Annunciator  Modules 

U.  L. 

E/886A 

Annunciator  Module  (non- 

U.  L. 

E/S  485A 

required  extension  or 
slave  unit) 

Magnetic  Door  Holder 

U.  L. 

E/R  182 

Relay 

U.  L. 

E/R  482 

Relay 

U.  L. 

E/R  882 

Relay 

U.  L. 

E/R  4137A 

Auxiliary  Trip  Relay 

U.  L. 

E/W  931 A 

Power  Supply 

U.  L. 

E/W  932A 

Extender  Supply 

U.  L. 

E/W  914A 

Power  Supply 

476-71-SA 

E/TC  18A 

Ionization  Fire  Detector 

763-71-SA 

E/TC  17A 

Duct  Ionization 

476-71-SA 

E/T  487 A 

Automatic  Fire  Detector 

763-71-SA 

EW  924  ( A,  B) 

Control  Panel 

763-71-SA 

E  30-286 

Refractory  Smoke  Detector 

U.  L. 

E/S  464 

(Pyrotector) 

Manual  Fire  Alarm  Station 

45-69-SA 

E/S  465 

Manual  Fire  Alarm 

45 -69- S A 

E/D.  G.  P. 

Data  Gathering  Panel — Con¬ 
sists  assembly  of  components 
similar  to  or  identical  with 
Alpha  3000  and  Delta  3000 
Processors  and  used  to  inter¬ 
face  systems. 

Model 

Description 

Previous 
Approval 
Cal.  No. 

E/CR  4170 

Pre-Amp 

379-73-SA 

E/CR  4171 

Compressor 

379-73-SA 

E/CR  2040 

Power  Supply 

379-73-SA 

E/CR  2041 

Power  Supply 

379-73-SA 

E/CR  2037 

Relay  Power  Supply 

379-73-SA 

E/CR  2038 

Relay  Power  Supply 

379-73-SA 

E/CR  2039 

Relay  Power  Supply 

379-73-SA 

E/CR  4172 

Amplifier 

379-73-SA 

E/CR  4173 

Amplifier 

379-73-SA 

E/CR  4174 

Amplifier 

379-73-SA 

E/CR  4175 

Amplifier 

379-73-SA 

E/CR  3571 

Alarm  Signal  Generator 

379-73-SA 

E/CR  7239 

Monitor  Panel 

379-73-SA 

E/CR  3570 

Alarm  Sig.  Generator 

379-73-SA 

E/CR  12903 

Message  Repeater 

379-73-SA 

E/CR  12904- A 

Tape  Amplifier 

379-73-SA 

E/CR  12904-B 

Tape  Amplifier — 

379-73-SA 

Transport 

E/CR  4060 

Blower 

379-73-SA 

E/CR  9150 

Microphone 

379-73-SA 

E/CR  9152 

Mini  Phone 

379-73-SA 

E/CR  9151 

Desk  Phone 

379-73-SA 

E/CR  2560 

Volume  Control 

379-73-SA 

E/CR  6340 

Re-entrant  Horn 

379-73-SA 

E/CR  6345 

Re-entrant  Housing 

379-73-SA 

E/CR  250 

Fire  Warden  Station 

379-73-SA 

E/CR  210 

Fire  Alarm  Station 

379-73-SA 

E/CR  310 

Electric  Door  Release 

379-73-SA 

E/D1A6 

Air  Duct  Detectors 

379-73-SA 

E/D1A9 

E/D1S3/5A 

Ionization  Fire  Detectors 

379-73-SA 

E/D1S5B 

Ceiling  Smoke  Detector 

379-73-SA 

E/FIU  6 

Fire  Indicating  Unit 

379-73-SA 

E/ZIU  6 

Zone  Indicating  Unit 

379-73-SA 

E/6130 

Thermal  Detectors 

379-73-SA 

E/CR  1,  IE 

Low  Voltage  Control 

379-73-SA 

Panel 

E/CP  130 

Low  Voltage  Control 

379-73-SA 

Panel 

E/DA  1 

Low  Voltage  Air  Duct 

379-73-SA 

Detector 

E/DI2DS  DI  2DF 

Low  Voltage  Ionization 

379-73-SA 

Detector 

E/SRP210,  410 

Supplementary  Supervisory 

and  Control  Panel 

379-73-SA 

E/406-3 

Supervisory  Coding  Unit 

379-73-SA 

E/FCU  120 

Fuse  Cut-Out 

379-73-SA 

(DWG.A155) 

INSPECTION  AND  TEST:  All  components  are  U.  L. 

approved  and/or  previously  approved  by  the  Board.  The 
components  and  the  system  were  recommended  for  approval 
by  the  Division  of  Fire  Prevention. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Alpha/Delta  Class  E  and  Modified 
Class  E  Fire  Alarm  Systems  under  the  provisions  of  Article 
17  and  RS  17  of  the  Building  Code  of  the  City  of  New  York. 
All  components  shall  be  permanently  labeled:  “Approved  by 
the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  178-73-SA.’’  All  components 
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which  were  previously  approved  under  a  different  Calendar 
Number  shall,  in  addition,  be  similarly  labeled  with  the  pre¬ 
vious  Number. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 


(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 

Correction : — The  above  Cal.  No.  178-73-SA  is  corrected  to 
read  as  shown  above. 
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CONTENTS 


Docket. 


Notice  of  Hearing  of  Calendar. 


JOSEPH  B.  KLEIN,  Chairman 
Philip  P.  Agusta,  Vice  Chairman 
Howard  B.  Hornstein 
Jeremiah  T.  Walsh 
Harry  M.  Carroll 

Commissioners. 

John  B.  Cincotta,  Executive  Director 
Richard  B.  Atwell,  Deputy  Director 

Frances  M.  Waldron,  Secretary 


Avril  H.  Latham,  Chief  Clerk 


Office — 80  Lafayette  Street,  9th  Floor,  Manhattan,  New 
York,  N.  Y.  10013. 

Telephone — 566-5174. 


Minutes  of  Regular  Meeting,  Tuesday  Morning,  Novem¬ 
ber  13,  1973,  Affecting  Calendar  Numbers — 


161-68-BZ 

258-73-BZ 

404-73-BZ 

863-48- BZ 

259-73-BZ 

418-73-BZ 

354-71-BZ 

260-73-BZ 

503-73-BZ 

344-72-BZ 

261-73-BZ 

204-73-BZ 

434-68-BZ 

274-73-BZ 

219-73-BZ 

435-68-A 

286-73-BZ 

291-73-BZ 

151-73-BZ 

316-73-BZ 

500-73-BZ 

152-73-A 

387-73-BZ 

211-73-BZ 

Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  Novem 

ber  13,  1973,  Affecting  Calendar  Numbers — 

951-57-SA 

91-73-SA 

415-73-A 

351-55-SM 

395-73-SA 

416-73-A 

919-61-SA 

1027-63-SA 

417-73-A 

372-63-SM 

246-65-SA 

465-73-A 

446-63-SA 

78-73-SM 

474-73-A 

477-63-SM 

331-58-SA 

279-73-A 

169-65-SM 

392-59-SM 

312-73-A 

438-21-SA 

72-69-SM 

1-66-A — 

113-46-SA 

92-73-SA 

Vol.  Ill 

230-55-SA 

542-73-SM 

2-66-A — 

226-58-SA 

421-67-A — 

Vol.  Ill 

93-63-SA 

Vol.  II 

383-73-A 

607-63-SA 

405-73- A 

428-73-A 

48-73-SA 

410-73-A 

429-73-A 

71-73-SM 

411-71-A 

434-73-A 

73-73-SM 

412-73-A 

436-73-A 

79-73-SM 

413-73-A 

531-73-A 

81-73-SM 

414-73-A 

Correction  Affecting 

CalendtH^UffiBAfiY  OF  THE 

874-52-BZ 


DEC  171973 
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DOCKET 

iVrw  Cases  Filed  up  to  November  13,  1973 

Cal.  No.  Dept.  Premises  Affected 

591-73-A — F.D. — packaging  of  combustible  mixture 
known  as  “Gulfpride  Marine-G  outboard  lubricant”  in 
eight  ounce  metal  cans  not  in  compliance  with  regula¬ 
tions  of  the  Administrative  Code. 


592-73-A — B.R. — 39  Gallan  Avenue,  northside,  100  feet 
west  of  Woodhaven  Avenue,  Block  881,  Lot  145,  Todt 
Hill,  Borough  of  Richmond,  N.B.  1618-73,  re-  building 
not  fronting  legal  street,  General  City  Law. 


593-73-A — F.D.— packaging  of  flammable  mixture  known 
as  “Prestone  brand  prime  gas  dryer  AS-130”  in  12  ounce 
metal  round  with  seamed  on  ends  non-reclosable  top  with 
pull-tab  opening,  not  in  compliance  with  regulations  of 
the  Administrative  Code. 


594-73-SM — Acoustiflex  Corporation,  acoustiflex  grid 
suspended  ceiling  panel,  manufactured  by  Acoustiflex 
Corporation,  Material. 


595-73-SM — Acoustiflex  Corporation,  vinylrock  two  hour 
fire  rated  ceiling  panel,  manufactured  by  Acoustiflex 
Corporation,  Material. 


596-73-A — F.D. — packaging  of  a  flammable  mixture 
known  as  “DuPont  gas  line  anti-freeze”  in  eight  fluid 
ounce  cylindrical  metal  can  with  sealed  metal  top  not  in 
compliance  with  regulations  of  the  Administrative  Code. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


DECEMBER  11,  1973,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  December  11,  1973,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

148-73-A 

APPLICANT — Albert  Melniker  for  Standard  Boat  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT — For  consideration — dismissal  for  lack  of  prose¬ 
cution — application  March  6,  1973 — appeal  from  a  decision 
of  the  Fire  Commissioner  re-  discontinue  the  use  of  tote 
tanks  for  storage  of  lubricating  oil. 

PREMISES  AFFECTED— 1483  Richmond  Terrace,  north- 
side,  95.77  feet  east  of  Broadway,  Block  184,  Lot  275, 
West  New  Brighton,  Borough  of  Richmond. 


590-57-BZ 

APPLICANT — Roy  I.  Rosenbaum  for  Samuel  Mindel, 
owner. 

SUBJECT — Application  for  consideration — to  withdraw  the 
application  to  reopen  and  extend  the  term  of  variance 
which  expired  April  15,  1973 — decision  of  the  Borough 
Superintendent,  previously  granted  on  condition  under 
Sections  7f  and  7i  of  the  Zoning  Resolution  permitting  in 
a  retail  use  district,  the  construction  and  maintenance  of 
a  gasoline  service  station  with  lubritorium,  incidental  car 
washing  (non-automatic),  minor  motor  vehicle  repairs 
with  hand  tools  only  (no  welding  or  spraying),  storage 
and  sale  of  accessories  and  incidental  parking  of  more 


than  five  (5)  motor  vehicles  awaiting  service  with  inci¬ 
dental  ground  signs. 

PREMISES  AFFECTED— 43-32  to  43-38  222nd  Street  and 
221-11  to  221-19  Northern  Boulevard,  northwest  comer, 
Block  6327,  Lots  40  and  42,  Bayside,  Borough  of  Queens. 

803-61-BZ 

APPLICANT — Robert  F.  Germain  for  Gulf  Oil  Company, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Sections 
7e,  7f,  and  7i  of  the  Zoning  Resolution,  permitting  in  a 
retail  use  district,  the  erection  and  maintenance  of  a  gaso¬ 
line  service  station,  lubritorium,  car  washing,  minor  motor 
vehicle  repairs  with  hand  tools  only,  sale  of  accessories 
and  the  parking  of  more  than  five  motor  vehicles  with  a 
free  standing  sign. 

PREMISES  AFFECTED— 1416  Hylan  Boulevard,  218 
Reid  Avenue,  southeast  corner,  Block  3350,  Lot  30,  Don- 
gan  Hills,  Borough  of  Richmond. 


862-68-BZ 

APPLICANT — Samuel  H.  Lindenbaum  for  East  Hills 
Property  Company,  long  term  lessee;  Jack  Goodstein, 
Milton  Schwartz  and  Morton  M.  Rosenfeld,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution,  permitting  in  a  Cl-9  and 
R8  district,  the  erection  of  a  31  story  mixed  building  that 
exceeds  the  permitted  floor  area  ratio  and  has  less  than 
the  required  lot  area  per  room. 

PREMISES  AFFECTED— 471-487  Third  Avenue,  north¬ 
east  corner  of  East  32nd  Street,  200-206  East  33rd  Street, 
Block  913,  Lots  1,  2,  3,  4,  5,  59,  61,  63,  64,  65,  Borough 
of  Manhattan. 


296-58-BZ 

APPLICANT — Charles  G.  Meyer,  Jr.  for  Cord  Meyer  De¬ 
velopment  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  November 
25,  1973 — decision  of  the  Borough  Superintendent ;  pre¬ 
viously  granted  on  condition  under  Sections  7e,  7f,  7h  and 
7i  of  the  Zoning  Resolutions,  permitting  in  a  retail  use 
district,  the  erection  and  maintenance  of  a  gasoline  ser¬ 
vice  station,  lubritorium,  car  washing — non-automatic,  auto 
repairs  with  hand  tools  only,  office,  sale  and  storage  of 
auto  accessories,  parking  of  more  than  five  (5)  cars 
waiting  to  be  serviced,  with  a  ground  sign  in  a  retail  use 
district,  this  gas  station  to  be  used  in  conjunction  with  a 
retail  shopping  center. 

PREMISES  AFFECTED — 23-50  Bell  Boulevard,  west  side, 
363.05  feet  south  of  23rd  Avenue,  Block  5900,  Lot  100, 
Bayside,  Borough  of  Queens. 


853-59-BZ 

APPLICANT — Reverend  G.  Dewey  Sands  for  Swedish 
Evangelical  Immanuel  Church,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  April  13,  1970 — decision  of  the 
Borough  Superintendent;  previously  granted  on  condition 
under  Section  7h  of  the  Zoning  Resolution,  permitting  in 
a  residence  use  district,  the  parking  and  storage  of  nine 
(9)  passenger  cars. 


902 


CALENDAR 


PREMISES  AFFECTED — 986  East  181st  Street,  south 
side,  71.92  feet  west  of  Bryant  Avenue,  Block  3133,  Lots  17 
and  18,  Borough  of  The  Bronx. 

705-51-BZ 

APPLICANT — Lama  and  Vassalotti  for  American  Oil 
Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Sections 
7f,  7i  and  7h  of  the  Zoning  Resolution,  permitting  in  a 
business  use  district,  the  erection  and  maintenance  of  a 
gasoline  service  station,  lubritorium,  car  washing,  storage 
and  sale  of  accessories,  motor  vehicle  repairs  and  office, 
and  to  permit  the  parking  of  cars  waiting  to  be  serviced. 

PREMISES  AFFECTED — 163-15  Northern  Boulevard  and 
40-02  to  40-14  164th  Street,  northwest  corner  and  163-14 
to  163-22  Station  Road,  Block  5338,  Lot  1,  Flushing,  Bor¬ 
ough  of  Queens. 

316-73-BZ 

APPLICANT — Charles  M.  Spindler  for  Richard  J.  Grever, 
owner. 

SUBJECT — Application  May  24,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  reconstruction 
of  an  automotive  service  station  with  accessory  uses. 

PREMISES  AFFECTED — 31-02  68th  Street,  southwest 
corner  of  31st  Avenue,  Block  1138,  Lot  27,  Jackson 
Heights,  Borough  of  Queens. 

Laid  over  from  November  13,  1973,  at  the  request  of 

the  community  board. 


297-72-BZ — Vol.  II 

APPLICANT — Leonard  F.  Rothkrug  for  Johnad  Realty 
Corporation,  owner;  Ford  Leasing  Development  Company, 
lessee. 

SUBJECT — Application  reopened  May  29,  1973  as  Volume 
II— decision  of  the  Borough  Superintendent,  under  Sections 
11-412  and  73-49  of  the  Zoning  Resolution,  to  permit  in  a 
C8-1  and  R6  district,  at  an  existing  automotive  sales  and 
service  establishment  previously  before  the  Board,  the  ex¬ 
pansion  of  the  use  of  the  existing  non-storage  garage  to 
include  roof  parking. 

PREMISES  AFFECTED — 630-646  East  Fordham  Road, 
southwest  corner  of  Belmont  Avenue,  Block  3078,  Lots  48, 
57,  Borough  of  The  Bronx.  Community  Board  #6. 


396-73-BZ 

APPLICANT — Norman  Garner  for  Dorado  House  Flush¬ 
ing,  Incorporated,  owner. 

SUBJECT — Application  July  2,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-21  and  73-62  of 
the  Zoning  Resolution,  to  permit  in  an  R6  district,  in  an 
existing  six  story  building,  the  conversion  of  the  doctor’s 
offices  into  two  apartments  that  creates  non-compliance  in 
floor  area  ratio  and  open  space  ratio. 

PREMISES  AFFECTED— 140-51/59  34th  Avenue,  north 
side,  255  feet  west  of  Parsons  Boulevard,  Block  4981,  Lot 
69,  Flushing,  Borough  of  Queens.  Community  Board  #7. 


403-73-BZ 

APPLICANT — Millard  Bresin  for  James  D’albro,  owner; 
Amoco  Oil  Company,  lessee. 

SUBJECT — Application  June  24,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  11-412  and  73-211  of 
the  Zoning  Resolution,  to  permit  in  a  C2-3  district,  the  re¬ 
construction  of  an  automotive  service  station  with  accessory 
uses  previously  before  the  Board. 


PREMISES  AFFECTED — 2317  Coney  Island  Avenue, 
southeast  corner  of  Avenue  T,  Block  7315,  Lot  1,  Borough 
of  Brooklyn.  Community  Board  #15. 


496-73-BZ 

APPLICANT — Harry  A.  Yarish  for  Marie  Holdrith, 
owner. 

SUBJECT — Application  August  24,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C8-1  district,  the  erection 
of  a  two  story  and  cellar  building  for  use  as  a  furniture 
showroom  that  exceeds  the  permitted  floor  area  ratio  has 
less  than  the  required  accessory  parking,  and  without  the 
required  loading  berth. 

PREMISES  AFFECTED — 2414  to  2420  Flatbush  Avenue, 
southeast  corner  of  Avenue  T,  Block  8542,  Lot  41,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #13. 


524-73-BZ 

APPLICANT — McGee  &  Morsellino  for  Dodar  Realty  Cor¬ 
poration,  owner;  Jascal  Realty  Corporation,  lessee. 

SUBJECT — Application  September  26,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection  of 
a  one  story  office  building  with  accessory  parking  in  the 
open  area. 

PREMISES  AFFECTED — 1575  Gun  Hill  Road,  northwest 
corner  of  Kingsland  Avenue,  Block  4786,  Lot  20,  Borough 
of  The  Bronx.  Community  Board  #12. 


547-73-BZ 

APPLICANT — Samuel  J.  Kisseloff  for  the  City  of  New 
York,  owner. 

SUBJECT — Application  October  11,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R10  district,  the  conver¬ 
sion  of  an  existing  6  story  garage  building  to  residential 
use  that  has  less  than  the  required  inner  court. 

PREMISES  AFFECTED — 2  West  90th  Street,  south  side, 
100  feet  west  of  Central  Park  West,  Block  1203,  Lot  37, 
Borough  of  Manhattan.  Community  Board  #7. 


548-73-A 

APPLICANT — Samuel  J.  Kisseloff  for  the  City  of  New 
York,  owner. 

SUBJECT — Application  October  11,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  rear  yard  and 
interior  court. 

PREMISES  AFFECTED — 2  West  90th  Street,  south  side, 
100  feet  west  of  Central  Park  West,  Block  1203,  Lot  37, 
Borough  of  Manhattan. 


151-73-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Benenson  Capital  Company,  Charles  B.  Benen- 
son,  Laurence  A.  Tisch  and  Preston  R.  Tisch,  owners. 

SUBJECT — Application  March  7,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  and  Section  666  of  the  NYC  Charter  to  per¬ 
mit  in  a  C2-5  district,  on  a  plot  with  an  existing  electric 
substation,  the  erection  of  a  31  story  mixed  building  that 
exceeds  the  permitted  floor  area  ratio,  has  less  than  the 
required  open  space  ratio  and  lot  area  per  room,  en¬ 
croaches  on  the  required  rear  yard  equivalent  and  pene¬ 
trates  the  sky  exposure  plane. 
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PREMISES  AFFECTED— 313  to  341  East  63rd  Street, 
north  side,  150  feet  west  of  First  Avenue,  and  10  East  64th 
Street,  Block  1438,  Lots  10,  14,  44,  Borough  of  Manhattan. 
Community  Board  #8. 

Laid  over  from  November  13,  1973,  for  continued 
hearing. 

152-73-A 

APPLICANT— Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Benenson  Capital  Company,  Charles  B.  Benen- 
soji,  Laurence  A.  Tisch  and  Preston  R.  Tisch,  owners. 
SUBJECT— Application  March  7,  1973— filed  pursuant  to 
multiple  dwelling  law  re-  rear  yard. 

PREMISES  AFFECTED— 313  to  341  East  63rd  Street, 
north  side,  150  feet  west  of  First  Avenue,  and  10  East  64th 
Street,  Block  1438,  Lots  10,  14,  44,  Borough  of  Manhattan. 

JOSEPH  B.  KLEIN,  Chairman 


DECEMBER  11,  1973,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon ,  December,  11,  1973,  at  2  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

330-71-SM 

APPLICANT— Inner-Tite,  Divison  of  Yara  Engineering 
Corporation — plastic  tube  to  steel  pipe  transition  fittings 
for  gas  service. 


381-71-SA 

APPLICANT — Star  Sprinkler  Corporation — power  supply 
for  fire  protection  equipment. 


383-71-SA 

APPLICANT — Star  Sprinkler  Corporation — release  control 
panel. 


740-71-SM 

APPLICANT — Phillips  Products  Company — transition  fit¬ 
ting  between  metal  and  plastic  gas  piping. 


184-72-SA 

APPLICANT — Jackson-Church  Division  of  York-Shipley — 
heating  and  cooling  roof  top  units. 


4-73-SM 

APPLICANT — Armstrong  Cork  Company — panels  for  sus¬ 
pended  ceilings. 


227-73-A 

APPLICANT — Airco  Cryogenics,  owner. 

SUBJECT — Application  April  18,  1973 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  LNG  pumps. 
PREMISES  AFFECTED— Arthur  Kill  Road,  north  side, 
Blocks  7167  and  7162,  Lots  28,  52,  1,  10,  47,  49,  and  50, 
Arthur  Kill,  Borough  of  Richmond. 


407-73-A 

APPLICANT — Exxon  Company,  U.  S.  A.,  owner. 
SUBJECT — Application  July  6,  1973 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  Packaging  of  combus¬ 


tible  mixture  known  as  Aquaglide  Outboard  Lubricant,  in 
one  pint  sealed  metal  cans  and  one  quart  plastic  container 
with  screw  cap,  containers  not  in  compliance  with  regula¬ 
tions  of  the  Administrative  Code  of  New  York  City. 


549-73-A 

APPLICANT— Stephen  B.  Jacobs  for  N.  Elghanayan, 
owner. 

SUBJECT — Application  October  11,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  fire  resistive 
ratings. 

PREMISES  AFFECTED— 67  East  11th  Street,  northwest 
corner  of  Broadway,  Block  563,  Lot  37,  Borough  of  Man¬ 
hattan. 


562-73-A 

APPLICANT — Abraham  Grossman  for  Jordan  Fox,  owner. 

SUBJECT— Application  October  23,  1973— appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  rooms  in 
cellar. 

PREMISES  AFFECTED— 200  West  82nd  Street,  south¬ 
west  corner  of  Amsterdam  Avenue,  Block  1229,  Lot  36, 
Borough  of  Manhattan. 


573-73-A 

APPLICANT — Arnold  Breitman  for  137  East  Houston 
Corporation,  owner. 

SUBJECT — Application  October  29,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  parapet  wall 
on  five  story  Multiple  Dwelling. 

PREMISES  AFFECTED— 137  East  Houston  Street,  south 
side,  28  feet  east  of  Forsyth  Street,  Block  422,  Lot  48, 
Borough  of  Manhattan. 


589-73-A 

APPLICANT — Lama  &  Vassalotti  for  Max  Donner,  owner; 

Supermarkets  General  Corporation,  lessee. 

SUBJECT — Application  November  7,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Standpipe. 
PREMISES  AFFECTED— 1880  Bartow  Avenue,  south 
side,  between  Ely  and  Bruner  Avenues,  Block  4805,  Lot  1, 
Borough  of  The  Bronx. 

JOSEPH  B.  KLEIN,  Chairman 


DECEMBER  18,  1973,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  December  18,  1973,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

545-71-BZ 

APPLICANT — Irwin  Emerman  for  Texaco,  Incorporated, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  December  7, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  73-211  of  the  Zoning 
Resolution,  permitting  in  a  C2-4  district,  the  erection  and 
maintenance  of  an  automotive  service  station  with  acces¬ 
sory  uses. 

PREMISES  AFFECTED— 4109  to  4119  Third  Avenue 
(4115  Third  Avenue  official),  523  Cross  Bronx  Express¬ 
way,  northwest  corner,  Block  2923,  Lot  37,  Borough  of  The 
Bronx. 
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684-57-BZ 

APPLICANT — Larry  Meltzer  for  Louis  C.  Kaye,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  February  11, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7f,  7e,  7i  and  7 A  of  the 
Zoning  Resolution,  permitting  on  a  plot  located  partly 
within  a  business  use  district  and  partly  within  a  residence 
use  district,  on  a  portion  of  the  plot  within  the  business 
use  district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  lubritorium,  auto  washing-non  automatic, 
office  and  storage  and  sales  of  auto  accessories,  parking 
and  storage  of  more  than  five  (5)  cars  and  on  the  portion 
of  the  plot  in  a  residence  use  district  the  parking  and 
storage  of  cars  with  a  ground  sign  in  a  business  use  dis¬ 
trict,  and  with  curb  cuts  within  75  feet  of  residence  district. 

PREMISES  AFFECTED — 1841-1849  Cornage  Avenue 
(1845  official),  southeast  corner  of  Beach  19th  Street, 
Block  15563  (formerly  Block  79),  Lot  1,  Far  Rockaway, 
Borough  of  Queens. 


368-58-BZ 

APPLICANT — Lama  and  Vassalotti  for  Spiegel  Oil  Cor¬ 
poration  of  Staten  Island,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  January  6, 
1974 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Sections  7e  and  7h  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station,  car 
wash,  lubritorium,  office  and  sales,  motor  vehicle  repairs 
and  parking  of  cars  awaiting  service. 

PREMISES  AFbECTED — 5770  Hylan  Boulevard,  south¬ 
west  corner  of  Seguine  Avenue,  Block  6699,  Lot  1,  Princess 
Bay,  Borough  of  Richmond. 


1055-61-BZ 

APPLICANT — Lama  and  Vassalotti  for  Walter  I.  Sakow, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
7e  of  the  Zoning  Resolution,  permitting  in  a  local  retail 
use  district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  lubritorium,  car  washing,  office,  minor 
repairs  with  hand  tools  only  and  the  parking  and  storage 
of  more  than  five  motor  vehicles. 

PREMISES  AFbECTED — 1665  Bartow  Avenue,  north 
side,  from  Gun  Hill  Road,  to  Tieman  Avenue,  Block  4787, 
Lot  28  (formerly  Lots  28,  39  and  40),  Borough  of  The 
Bronx. 


766-57-BZ 

APPLICANT — Walter  T.  Gorman  for  Mobile  Oil  Com¬ 
pany,  long  term  lessee. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Sections 
7e  and  7i  of  the  Zoning  Resolution,  permitting  in  a  res¬ 
tricted  retail  use  district,  the  erection  and  maintenance  of 
a  gasoline  service  station,  motor  vehicle  repair  shop  with 
hand  tools  only,  lubritorium,  car  washing  (non-automatic), 
office  and  sales  and  parking  of  vehicles  awaiting  service. 

PREMISES  AFFECTED — 715  Soundview  Avenue,  south¬ 
west  corner  of  St.  Lawrence  Avenue,  Block  3596,  Lot  35, 
Borough  of  The  Bronx. 


287-70-BZ 

APPLICANT — Charles  A.  Brown  for  Lenox  Hill  Hospital, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  July  7,  1973 — 
decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Sections  72-21  and  73-641  of 
the  Zoning  Resolution,  permitting  in  an  R8,  RIO  and  Cl-9 
district,  the  erection  of  a  12  story  hospital  structure  that 
exceeds  the  permitted  lot  coverage  and  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED— 112  East  77th  Street,  south 
side,  from  Park  Avenue  to  Lexington  Avenue,  101  to  133 
East  76th  Street,  841  Park  Avenue,  1090  Lexington 
Avenue,  Block  1411,  Lot  1,  Borough  of  Manhattan. 


917-68-BZ 

APPLICANT — McGee  and  Morsellino  for  Caldo  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  September  26, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  Cl-2  and  R6  district,  at  an 
existing  two  story  office  and  store  building,  the  erection 
of  a  six  floor  enlargement  that  exceeds  the  permitted  floor 
area  ratio,  penetrates  the  sky  exposure  plane  and  extends 
into  the  residence  district. 

PREMISES  AFFECTED— 41-60  to  41-80  Main  Street, 
southwest  corner  of  Sanford  Avenue,  Block  5121,  Lot  23, 
Flushing,  Borough  of  Queens. 


205-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Max  Berman, 
Miklos  and  Regina  Tischler,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  July  5,  1973 — 
decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R5  district,  the  erection  of  a 
five  story  health  related  facility  that  exceeds  the  permitted 
floor  area  ratio  and  lot  coverage,  encroaches  on  the  re¬ 
quired  front  and  side  yards  and  penetrates  the  sky  ex¬ 
posure  plane. 

PREMISES  AFFECTED— 3002-3038  West  35th  Street, 
3502-3512  Surf  Avenue,  southwest  comer  and  3501-3511 
Riegelman  Boardwalk,  Block  7065,  Lot  25,  Borough  of 
Brooklyn. 


404-73-BZ 

APPLICANT — Louis  Striar  for  Ford  Leasing  Development 
Company,  owner. 

SUBJECT — Application  July  5,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-01  (b)  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  C8-1  district,  in  conjunc¬ 
tion  with  the  erection  of  an  automobile  showroom  with 
sales  and  service,  the  installation  of  accessory  signs  that 
will  exceed  the  surface  area  along  a  residence  district 
boundary. 

PREMISES  AFFECTED — 1560  and  1570  Bruckner  Boule¬ 
vard,  1555  Story  Avenue,  southeast  corner  of  Boynton 
Avenue,  Block  3653,  Lot  1,  Borough  of  The  Bronx. 
Community  Board  #8. 

Laid  over  from  November  13,  1973,  at  the  request  of 

the  community  board. 
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101-73-BZ 

APPLICANT— McGee  and  Morsellino  for  Monika  Bischoff, 
owner. 

SUBJECT— Application  February  15,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  enlarge¬ 
ment  in  area  of  the  attic  of  a  one  family  dwelling  that 
increases  the  degree  of  non-compliance  within  the  side 
yard. 

PREMISES  AFFECTED— 139-12  86th  Road,  south  side, 
102.26  feet  east  of  139th  Street,  Block  9708,  Lot  11, 
Jamaica,  Borough  of  Queens.  Community  Board  #12. 

571-73-A 

APPLICANT— McGee  &  Morsellino  for  Monika  Bischoff, 
owner. 

SUBJECT— Application  October  26,  1973— appeal  from  a 
decision  of  the  Borough  Superintendent,  reliving  rooms 
with  contrary  headroom. 

PREMISES  AFFECTED— 139-12  86th  Road,  south  side, 
102.26  feet  east  of  139th  Street,  Block  9708,  Lot  11, 
Jamaica,  Borough  of  Queens. 


401-73-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Keco  Corpora¬ 
tion,  owner. 

SUBJECT — Application  July  3,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-3  district,  the  erection  of  an 
eleven  story  and  cellar  nursing  home  and  health  related 
facility  that  exceeds  the  permitted  floor  area  ratio. 

PREMISES  AFFECTED— 311  West  231st  Street,  north¬ 
east  corner  of  Irwin  Avenue,  Block  5714,  Lot  141,  Bor¬ 
ough  of  The  Bronx.  Community  Board  #14. 


427-73-BZ 

APPLICANT — Daniel  J.  O’Connell  for  Luval  Holding 
Company,  owner. 

SUBJECT — Application  July  17,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-411  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  extension  of 
the  term  of  variance  for  a  garage  for  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED — 627  Leland  Avenue,  west  side, 
175  feet  south  of  Seward  Avenue,  Block  3560,  Lot  56, 
Borough  of  The  Bronx.  Community  Board  #2. 


473-73-BZ 

APPLICANT — Upham,  Meeker  &  Weithorn  for  Jaybar 
Realty  Corporation,  owner ;  Melpal  Restaurant,  Incorpo¬ 
rated,  lessee. 

SUBJECT — Application  August  17,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  73-241  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-4  district,  in  an  existing 
one  story  building  occupied  with  retail  stores  the  addition 
to  the  uses  of  one  store  occupied  as  a  restaurant  to  include 
cabaret. 

PREMISES  AFFECTED — 1784  Jerome  Avenue,  east  side, 
52.6  feet  south  of  176th  Street,  Block  2850,  Lot  9,  Bor¬ 
ough  of  The  Bronx.  Community  Board  #5. 


553-73-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Crosstown 
Parking  Corporation,  owner. 


SUBJECT — Application  October  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-6  district,  the  erection  of  a 
three  story  building  for  use  as  an  indoor  tennis  establish¬ 
ment  with  roof  tennis  that  encroaches  on  the  required  rear 
yard  and  rear  yard  equivalent. 

PREMISES  AFFECTED— 15  to  23  West  30th  Street  and 
18  to  22  West  31st  Street,  north  side,  182.75  feet  east  of 
Broadway,  Block  832,  Lots  27,  29,  30,  31,  56,  57  and  58, 
Borough  of  Manhattan.  Community  Board  #5. 


554-73-A 

APPLICANT — Dominick  Salvati  and  Son  for  Crosstown 
Parking  Corporation,  owner. 

SUBJECT — Application  October  16,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent — re-  air  supported 
structures,  stairs. 

PREMISES  AFFECTED— 15  to  23  West  30th  Street  and 
18  to  22  West  31st  Street,  north  side,  182.75  feet  East  of 
Broadway,  Block  832,  Lots  27,  29,  30,  31,  56,  57,  and  58, 
Borough  of  Manhattan. 


242-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Madison  Prop¬ 
erties  Company,  owner. 

SUBJECT — Application  April  5,  1972— decision  of  the 
Borough  Superintendent  under  Sections  11-413  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R6  district,  in  an 
existing  one  story  and  cellar  building  previously  before 
the  Board,  the  change  in  occupancy  from  accessory  storage 
to  offices  and  retail  store. 

PREMISES  AFFECTED— 1612-1624  East  16th  Street, 
west  side,  100  feet  south  of  Avenue  P,  Block  6778,  Lot  10, 
Borough  of  Brooklyn.  Community  Board  #14. 

Laid  over  from  November  7,  1973,  for  new  notices  to 

be  sent. 


258-73-BZ 

APPLICANT — Lichtner  Associates  for  Louis  Mintz,  owner. 
SUBJECT — Application  April  30,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of  a 
three  story  multiple  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  has  less  than  the  required  open  space  ratio, 
lot  area  per  room  and  accessory  parking  and  with  balconies 
and  parking  in  the  required  open  space. 

PREMISES  AFFECTED— 160-46  to  160-50  102nd  Street, 
west  side,  140  feet  south  of  160th  Avenue,  Block  14225, 
Lot  40,  (Howard  Beach),  Borough  of  Queens.  Community 
Board  #10. 

Laid  over  from  November  13,  1973,  for  continued 
hearing;  applicant  to  send  out  proper  notification. 


259-73-BZ 

APPLICANT — Lichtner  Associates  for  Louis  Mintz,  owner. 
SUBJECT — Application  April  30,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of  a 
three  story  multiple  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  has  less  than  the  required  open  space  ratio, 
lot  area  per  room  and  accessory  parking  and  with  balconies 
and  parking  in  the  required  open  space. 

PREMISES  AFFECTED— 160-38  to  160-42  102nd  Street, 
west  side,  140  feet  south  of  160th  Avenue,  Block  14225, 
Lot  40,  (Howard  Beach),  Borough  of  Queens.  Community 
Board  #10. 

Laid  over  from  November  13,  1973,  for  continued 
hearing;  applicant  to  send  out  proper  notification. 
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260- 73-BZ 

APPLICANT — Lichtner  Associates  for  Louis  Mintz,  owner. 
SUBJECT— Application  April  30,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-1  district,  the  erection 
of  a  three  story  multiple  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  and  accessory  parking  and 
with  balconies  and  parking  in  the  required  open  space. 
PREMISES  AFFECTED— 160-16  to  160-20  102nd  Street, 
west  side,  140  feet  south  of  160th  Avenue,  Block  14225, 
Lot  40,  (Howard  Beach),  Borough  of  Queens.  Com¬ 
munity  Board  #10. 

Laid  over  from  November  13,  1973,  for  continued 
hearing;  applicant  to  send  out  proper  notification. 

261- 73-BZ 

APPLICANT — Lichtner  Associates  for  Louis  Mintz,  owner. 
SUBJECT — Application  April  30,  1973— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of 
a  three  story  multiple  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  has  less  than  the  required  open  space 
ratio,  lot  area  per  room  and  accessory  parking  and  with 
balconies  and  parking  in  the  required  open  space. 
PREMISES  AFFECTED— 160-24  to  160-34  102nd  Street, 
west  side,  240  feet  south  of  160th  Avenue,  Block  14225, 
Lot  40,  (Howard  Beach),  Borough  of  Queens.  Community 
Board  #10. 

Laid  over  from  November  13,  1973,  for  continued 
hearing;  applicant  to  send  out  proper  notification. 

JOSEPH  B.  KLEIN,  Chairman 

DECEMBER  18,  1973,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  December  18,  1973,  at  2  o’clock  at  80 


Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 

following  matters : 

478-73-A 

APPLICANT — Charles  Spindler  for  2247  Company,  c/o 
Helmsley  Spear,  Incorporated,  owner. 

SUBJECT — Application  August  13,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Elevator  in 
Readiness. 

PREMISES  AFFECTED— 247-63  West  37th  Street,  north 
side,  100  feet  east  of  8th  Avenue,  Block  787,  Lot  11, 
Borough  of  Manhattan. 


519-73-A 

APPLICANT — Charles  Spindler  for  304  East  45th  Street 
Association,  c/o  Williams  &  Company,  owner. 

SUBJECT — Application  September  20,  1973 — appeal  from 
a  decision  of  the  Fire  Commissioner  re-  Elevator  in 


Readiness. 

PREMISES  AFhECTED- — 304-20  East  45th  Street,  south 
side,  90  feet  east  of  Second  Avenue,  Block  1337,  Lot  40, 
Borough  of  Manhattan. 

574-73-A 

APPLICANT — Herman  J.  Jessor  for  Starrett  City,  In¬ 
corporated,  owner. 


SUBJECT — Application  October  30,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  fuel  oil  storage  tank 
in  residential  district. 

PREMISES  AFFECTED — 165  Elmira  Loop,  northeast 
corner  of  Schroeders  Avenue,  Block  4452,  Lot  85, 
Borough  of  Brooklyn. 

JOSEPH  B.  KLEIN,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  NOVEMBER  13,  1973  10  A.M. 

Present :  Chairman  Klein,  Vice  Chairman  Agusta, 

Commissioner  Hornstein,  Commissioner  Walsh  and 
Commissioner  Carroll. 


The  minutes  of  the  regular  meeting  of  the  Board  held  on 
Tuesday  morning  and  afternoon,  October  30,  1973,  were 
approved  as  printed  in  the  Bulletin  of  November  8,  1973, 
Vol  58,  No.  45. 


161-68-BZ 

APPLICANT— Alfonso  Duarte  for  Kinghaven  Corporation, 
owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  October  29, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  C5-2  district,  the  construction 
and  maintenance  of  a  public  parking  lot. 

PREMISES  AFFECTED— 6-8  East  33rd  Street,  south  side, 
70  feet  east  of  Fifth  Avenue,  Block  862,  Lot  69,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Alfonso  Duarte. 

ACTION  OF  BOARD— Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 

Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
October  29,  1968,  on  certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
November  13,  1973,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
29,  1968,  as  amended  through  January  11,  1972,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“ granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  that  other  than 
as  herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects ;  and  that  a  new  Certificate 
of  Occupancy  shall  be  obtained.”  (Alt.  878-73) 


863-48-BZ 

APPLICANT — Michael  Seth  Krout  for  Freda  K.  Berger, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  November  25, 
1973 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Sections  7e,  7i  and  7h  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  district, 
the  erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion,  lubritorium,  car  wash,  office  and  sales,  storage,  minor 
auto  repairs  with  hand  tools  only,  parking  and  storage  of 
motor  vehicles  and  less  than  the  required  15  feet  from  the 
street  line. 

PREMISES  AFFECTED — 259-16  Union  Turnpike,  south 
side,  from  259th  to  260th  Streets,  259-11  to  259-21  79th 
Avenue  and  77-02  to  77-06  260th  Street,  Block  8676,  Lot  1, 
Glen  Oaks,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 

Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  25,  1958,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  November  13,  1973,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  25,  1958,  only  as  to  the  term  of  variance,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  November  25, 
1973,  to  permit  .  .  . ;  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained”  (N.B.  4469-55). 

354-71-BZ 

APPLICANT — Edwin  Brunjes  for  City  of  New  York,  De¬ 
partment  of  Public  Works,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  September  6, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  73-49  of  the  Zoning 
Resolution,  permitting  in  an  Ml-2  district,  at  a  proposed 
3  story  police  facility,  the  addition  to  the  uses  to  include 
roof  parking  and  the  reduction  in  the  number  of  accessory 
parking  spaces. 

PREMISES  AFFECTED— 59-06  Brooklyn  Queens  Ex¬ 
pressway,  southwest  corner  of  59th  Place,  Block  2344, 
Lot  30,  Jackson  Heights,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

N egative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
July  20,  1971,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  work  was 
extended  on  September  6,  1972 ;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  20, 
1971,  as  amended  through  September  6,  1972,  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution” 
(N.B.  205-71) 

344-72-BZ 

APPLICANT — Stephen  B.  Jacobs  for  N.  Elghanayan, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  October  3, 
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1973 — decision  of  the  Borough  Superrntendent ;  previously- 
granted  on  condition  under  Section  72-21  of  the  Zoning- 
Resolution,  permitting  a  C6-1  district,  the  conversion  of  an 
existing  factory  to  a  seven  story  multiple  dwelling  that 
creates  non-compliance  in  a  floor  area  ratio,  open  space 
ratio,  lot  area  per  room  and  encroachment  into  the  rear 
yard. 

PREMISES  AFFECTED — 67  East  11th  Street  and  801 
Broadway,  northwest  corner,  Block  563,  Lot  37,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  David  M.  Lewis. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
October  3,  1972,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
3,  1972,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(Alt.  335-72) 


434-68-BZ 

APPLICANT — Lama  and  Vassalotti  for  Paul  Wiener, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution,  permitting  in  a  C6-2  dis¬ 
trict,  _  in  an  existing  18  story  and  penthouse  building,  the 
erection  of  an  enlargement  to  the  fourth  floor  for  use  as 
clothing  store  that  increases  the  degree  of  non-compliance 
in  lot  area  requirement,  encroaches  on  the  required  open 
space  requirements  and  without  additional  loading  berth. 

PREMISES  AFFECTED — 101-111  Seventh  Avenue,  157- 
163  West  16th  Street,  northeast  corner,  Block  792,  Lot  1, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Laid  over  to  November  27,  1973, 
at  10  :00  A.M.,  Special  Order  Calendar  for  decision. 


435-68-A 

APPLICANT — Lama  and  Vassalotti  for  Paul  Wiener, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  re-  Appeal  pursuant  to  Section  310  of  the  Mul¬ 
tiple  Dwelling  Law  for  variance  of  Section  26,  subd.  8  of 
the  Multiple  Dwelling  Law  re-  bulk,  required  open  spaces 
and  minimum  dimensions  of  yard  or  courts;  previously 
granted  on  condition. 

PREMISES  AFFECTED — 101-111  Seventh  Avenue,  157- 
163  West  16th  Street,  northeast  corner,  Block  792,  Lot  1, 
Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Laid  over  to  November  27,  1973, 
at  10 :00  A.M.,  Special  Order  Calendar,  for  decision. 


151-73-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Benenson  Capital  Company,  Charles  B.  Benen- 
son,  Laurance  A.  Tisch  and  Preston  R.  Tisch,  owners. 

SUBJECT — Application  March  7,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  and  Section  666  of  the  NYC  Charter  to 
permit  in  a  C2-5  district,  on  a  plot  with  an  existing  electric 
substation,  the  erection  of  a  31  story  mixed  building  that 
exceeds  the  permitted  floor  area  ratio,  has  less  than  the 
required  open  space  ratio  and  lot  area  per  room,  en¬ 
croaches  on  the  required  rear  yard  equivalent  and  pene¬ 
trates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 313  to  341  East  63rd  Street, 
north  side,  150  feet  west  of  First  Avenue,  and  10  East  64th 
Street,  Block  1438,  Lots  10,  14,  44,  Borough  of  Man¬ 
hattan.  Community  Board  #8. 

APPEARANCES— 

For  Applicant:  Howard  Zipser. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  December  11,  1973, 
at  10  :00  A.M.,  for  hearing. 


152-73-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Benenson  Capital  Company,  Charles  B.  Benen¬ 
son,  Laurance  A.  Tisch  and  Preston  T.  Tisch,  owners. 

SUBJECT — Application  March  7,  1973 — filed  pursuant  to 
Multiple  Dwelling  Law  re-  rear  yard. 

PREMISES  AFFECTED — 313  to  341  East  63rd  Street, 
north  side,  150  feet  west  of  First  Avenue,  and  10  East  64th 
Street,  Block  1438,  Lots  10,  14,  44,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Howard  Zipser. 

ACTION  OF  BOARD — Laid  over  to  December  11,  1973, 
at  10  A.M.,  for  hearing. 


258-73-BZ 

APPLICANT — Lichtner  Associates  for  Louis  Mintz,  owner. 

SUBJECT- — Application  April  30,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of  a 
three  story  multiple  dwelling  that  exceeds  the  permitted 
floor  area  ratio  has  less  than  the  required  open  space  ratio, 
lot  area  per  room  and  accessory  parking  and  with  balconies 
and  parking  in  the  required  open  space. 

PREMISES  AFFECTED — 160-46  to  160-50  102nd  Street, 
west  side,  140  feet  South  of  160th  Avenue,  Block  14225, 
Lot  40,  (Howard  Beach),  Borough  of  Queens.  Com¬ 
munity  Board  #10. 

APPEARANCES— 

For  Applicant :  William  B.  Lichtner. 

For  Opposition:  Walter  Ward,  Jack  Schekira,  Elizabeth 
Braton,  Catherine  Doxsey,  Rose  Zanazzi,  Patricia  Mc¬ 
Cann,  Mildred  Muller,  Helen  Costello,  Joan  Lewis, 
Frank  Leone,  Goldie  Talon,  Mary  De  Vito,  Gisela  Lelo, 
Bill  Fells,  Joel  A.  Miele,  Edward  Fennell  and  others. 
For  Administration:  Luther  D.  Quarles — Federal  Avia¬ 
tion  Admin. ;  John  J.  Shelly — Aviation  Devel.  Council. 

ACTION  OF  BOARD — Laid  over  to  December  18,  1973, 
at  10  A.M.,  for  continued  hearing;  applicant  to  send  out 
proper  notification. 
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259-73-BZ 

APPLICANT — Lichtner  Associates  for  Louis  Mintz,  owner. 

SUBJECT — Application  April  30,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of  a 
three  story  multiple  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  has  less  than  the  required  open  space  ratio, 
lot  area  per  room  and  accessory  parking  and  with  balconies 
and  parking  in  the  required  open  space. 

PREMISES  AFFECTED— 160-38  to  160-42  102nd  Street, 
west  side,  140  feet  South  of  160th  Avenue,  Block  14225, 
Lot  40,  (Howard  Beach),  Borough  of  Queens.  Com¬ 
munity  Board  #10. 

APPEARANCES— 

For  Applicant:  Wm.  B.  Lichtner. 

ACTION  OF  BOARD — Laid  over  to  December  18,  1973, 
at  10  A.M.,  for  continued  hearing;  applicant  to  send  out 
proper  notification. 


260-73-BZ 

APPLICANT — Lichtner  Associates  for  Louis  Mintz,  owner. 

SUBJECT — Application  April  30,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of  a 
three  story  multiple  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  has  less  than  the  required  open  space  ratio, 
lot  area  per  room  and  accessory  parking  and  with  balconies 
and  parking  in  the  required  open  space. 

PREMISES  AFFECTED— 160-16  to  160-20  102nd  Street, 
west  side,  140  feet  South  of  160th  Avenue,  Block  14225, 
Lot  40,  (Howard  Beach),  Borough  of  Queens.  Com¬ 
munity  Board  #  10. 

APPEARANCES— 

For  Applicant:  Wm.  B.  Lichtner. 

ACTION  OF  BOARD — Laid  over  to  December  18,  1973, 
at  10  A.M.,  for  continued  hearing;  applicant  to  send  out 
proper  notification. 


261-73-BZ 

APPLICANT — Lichtner  Associates  for  Louis  Mintz,  owner. 

SUBJECT — Application  April  30,  1973- — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of 
a  three  story  multiple  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  has  less  than  the  required  open  space  ratio, 
lot  area  per  room  and  accessory  parking  and  with  bal¬ 
conies  and  parking  in  the  required  open  space. 

PREMISES  AFFECTED— 160-24  to  160-34  102nd  Street, 
west  side,  140  feet  South  of  160th  Avenue,  Block  14225, 
Lot  40,  (Howard  Beach)  Borough  of  Queens.  Community 
Board  #10. 

APPEARANCES— 

For  Applicant:  Wm.  B.  Lichtner. 

ACTION  OF  BOARD — Laid  over  to  December  18,  1973, 
at  10  A.M.,  for  continued  hearing;  applicant  to  send  out 
proper  notification. 


274-73-BZ 

APPLICANT — Diffendale  &  Kubec  for  Brooks  &  Farris, 
Incorporated,  owner. 

SUBJECT— Application  May  2,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  in  an  existing 
two  story  mixed  building,  the  conversion  of  the  second 
floor  from  an  apartment  to  offices. 


PREMISES  AFFECTED— 1146  Forest  Avenue,  southeast 
corner  of  Dubois  Avenue,  Block  352,  Lot  30,  Borough  of 
(West  Brighton)  Richmond.  Community  Board  #1. 

APPEARANCES— 

For  Applicant:  Peter  W.  Diffeadale. 

For  Opposition:  Dorothy  Harris  and  Anna  B.  O’Brien. 

ACTION  OF  BOARD— Laid  over  to  November  27,  1973, 
at  10  :00  A.M.  for  decision. 


286-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Interstate  Lath, 
Plaster  &  Drywall  Corporation,  owner. 

SUBJECT — Application  May  9,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-21  and  73-52  of 
the  Zoning  Resolution,  to  permit  in  a  Cl -2  and  R5  district, 
a  one  story  and  two  story  enlargement  to  an  existing  one 
story  building  and  the  change  in  use  from  restaurant  to  a 
building  contractors  establishment  with  offices  that  will 
encroach  on  the  required  yard. 

PREMISES  AFFECTED— 1050  East  Gun  Hill  Road  and 
3340  Hone  Avenue,  southeast  corner,  Block  4638,  Lot  25. 
Borough  of  The  Bronx.  Community  Board  #13. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug  and  Anthony  Nappi. 
For  Opposition:  Anthony  J.  Mercarella,  Yetta  Scher  and 
Angelo  Imperati. 

ACTION  OF  BOARD — Laid  over  to  December  4,  1973,  at 
10  A.M.,  for  continued  hearing;  additional  information. 

316-73-BZ 

APPLICANT — Charles  M.  Spindler  for  Richard  J.  Grover, 
owner. 

SUBJECT — Application  May  24,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  reconstruc¬ 
tion  of  an  automotive  service  station  with  accessory  uses. 

PREMISES  AFFECTED— 31-02  68th  Street,  southwest 
corner  of  31st  Avenue,  Block  1138,  Lot  27,  (Jackson 
Heights)  Borough  of  Queens.  Community  Board  #3. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  December  11,  1973,  at 

10:00  A.M.  at  the  request  of  community  board. 


387-73-BZ 

APPLICANT — McGee  &  Morsellino  for  Joseph  P.  Barone, 
owner ;  Burger  King,  lessee. 

SUBJECT — Application  June  22,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  one  story  eating  and  drinking  establishment  that  en¬ 
croaches  on  the  required  front  yard  and  with  accessory 
parking  in  the  open  area  with  curb  cuts  within  50  feet  inter¬ 
secting  streets. 

PREMISES  AFFECTED— 189-09  Northern  Boulevard, 
northeast  corner  of  189th  Street,  Block  5365,  Lots  1,  5 
and  7,  Flushing,  Borough  of  Queens.  Community  Board 
#11. 

APPEARANCES— 

For  Applicant :  Joseph  P.  Morsellino. 

For  Opposition:  George  T.  Donahue,  Frank  Padavan, 
George  Godfrey,  Barbara  Hutchenrider,  Susan  Godfrey, 
Dr.  Ralph  G.  Archibald  and  Pat  Gatti. 

ACTION  OF  BOARD — Laid  over  to  Novernber  27,  1973,  at 
10  :00  A.M.  for  decision ;  hearing  closed. 
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APPLICANT — Louis  Striar  for  Ford  Leasing  Development 
Company,  owner. 

SUBJECT — Application  July  5,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-01(b)  of  the  Zoning 
Resolution,  to  permit  in  an  C8-1  district,  in  conjunction 
with  the  erection  of  an  automobile  showroom  with  sales 
and  service,  the  installation  of  accessory  signs  that  will 
exceed  the  surface  area  along  a  residence  district  boundary. 

PREMISES  AFFECTED — 1560  and  1570  Bruckner  Boule¬ 
vard,  1555  Story  Avenue,  southeast  corner  of  Boynton 
Avenue,  Block  3653,  Lot  1,  Borough  of  the  Bronx.  Com¬ 
munity  Board  #8. 

APPEARANCES— 

For  Applicant:  Louis  Striar. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  December  18,  1973,  at 
10:00  A.M.  at  the  request  of  the  community  board. 


418-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Howard  J.  Heller 
and  Mary  Colitti,  owners. 

SUBJECT — Application  July  10,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  R3-1  district,  in  an  existing  two 
story  building,  the  conversion  and  alteration  of  the  second 
floor  apartment  for  medical  office  use. 

PREMISES  AFFECTED— 100-20  159th  Avenue,  south¬ 
west  corner  of  101st  Street,  Block  14180,  Lot  10,  Howard 
Beach,  Borough  of  Queens.  Community  Board  #10. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  November  27,  1973, 
at  10:00  A.M.  for  decision;  applicant  to  supply  additional 
information. 


503-73-BZ 

APPLICANT — Sheldon  Lobel  for  Charles  A.,  Jack  and 
Simon  Zuckerman,  owners. 

SUBJECT — Application  September  11,  1973 — decision  of 
the  Borough  Superintendent,  under  Sections  72-21  &  73-50 
of  the  Zoning  Resolution,  to  permit  in  an  Ml-1  district, 
the  erection  of  a  one  story  and  mezzanine  manufacturing 
building  that  will  exceed  the  permitted  floor  area  ratio 
and  encroaches  on  the  required  yard  along  a  district 
boundary. 

PREMISES  AFFECTED — 923  Longfellow  Avenue,  west 
side,  100  feet  south  of  Garrison  Avenue,  Block  2761, 
Lot  120,  Borough  of  The  Bronx.  Community  Board  #2. 

APPEARANCES— 

For  Applicant :  Sheldon  Lobel. 

For  Opposition :  Alfred  Bailey. 

ACTION  OF  BOARD — Laid  over  to  December  4,  1973, 
at  10:00  A.M.  for  decision;  hearing  closed;  applicant  to 
submit  additional  information. 


204-73-BZ 

APPLICANT — Otto  J.  and  Warren  A.  Sambach  for  C.  & 
M.  Holding  Corporation,  owner;  Battery  Oil  Corporation, 
lessee. 

SUBJECT — April  5,  1973 — decision  of  the  Borough  Super¬ 
intendent,  under  Sections  72-21  and  11-412  of  the  Zoning 
Resolution  to  permit  in  an  R6  district,  the  enlargement  in 
area  and  reconstruction  of  an  automotive  service  station 
with  accessory  uses  previously  before  the  Board. 


PREMISES  Ah  FECTED — 8865  24th  Avenue,  southwest 
corner  of  Cropsey  Avenue,  Block  6927,  Lots  45,  47  and 
55,  Borough  of  Brooklyn.  Community  Board  #13. 

APPEARANCES— 

For  Applicant:  Warren  A.  Sambach. 
RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT: 


Affirmative:  .  0 

Negative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 
Commissioner  Carroll  .  5 

THE  RESOLUTION— 


W hereas,  a  public  hearing  was  held  on  this  application 
on  October  30,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  November  13,  1973;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  6,  1973,  acting  on  N.B.  Applic.  203/1972,  reads: 
“1.  Proposed  automobile  service  station  Use  Group 
#16,  in  an  R6  district  is  contrary  to  Sec.  22-00  and 
33-25  of  the  Z.R. 

2.  There  are  no  bulk  regulations  and  parking  re¬ 
quirement  for  a  non-conforming  use  in  an  R6  district, 
these  matters  shall  be  referred  to  the  Board  for  deter¬ 
mination.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  finds  that  on  the  basis  of  the 
record  in  this  case  it  is  unable  to  make  finding(s)  b  and  c, 
under  Section  72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  of  the  Borough  Super¬ 
intendent,  dated  March  6,  1973,  acting  on  N.B.  Applic. 
203/1972,  Objection  Nos.  1  and  2,  be  and  it  hereby  is 
affirmed  and  that  the  application  be  and  it  hereby  is  denied. 

219-73-BZ 

APPLICANT — Frank  A.  Vaccaro  for  Frank  Schimemti, 
owner. 

SUBJECT — Application  April  12,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  the 
erection  of  a  two  story  enlargement  to  a  non-complying 
dwelling  that  increases  the  degree  of  non-compliance, 
within  the  side  and  rear  yards  and  creates  non-compliance 
in  open  space  ratio. 

PREMISES  AFFECTED — 163  Marine  Way,  north  side, 
100.00  feet  west  of  Cedar  Grove  Avenue,  Block  4085,  Lot 
11,  New  Dorp  Beach,  Borough  of  Richmond.  Community 
Board  #3. 

APPEARANCES— 

For  Applicant:  Frank  A.  Vaccaro. 
RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
October  30,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  November  13,  1973;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  10,  1973,  acting  on  Alt.  Applic.  208/1970,  reads : 
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“3.  The  existing  building  in  an  R3-2  zone  is  exist¬ 
ing  non-complying.  Application  to  add  a  two  story  ex¬ 
tension  to  this  building  will  increase  the  degree  of 
non-compliance  (plan  shows  total  side  yards  of  7.5 
ft.  contrary  to  Section  23-46  Zoning  Resolution  and  a 
rear  yard  of  19.17  ft.  contrary  to  Section  23-52  Zoning 
Resolution)  contrary  to  Section  54-31  of  the  Zoning 
Resolution. 

4.  Open  space  ratio  of  147  is  below  min.  required. 
150  as  required  by  Section  23-141  of  the  Zoning  Reso¬ 
lution  in  an  R3-2  Zone.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an 
R3-2  district,  the  erection  of  a  two  story  enlargement  to  a 
non-complying  dwelling  that  increases  the  degree  of  non- 
compliance  within  the  side  and  rear  yards  and  creates  non- 
compliance  in  open  space  ratio,  on  condition  that  all  work 
shall  substantially  conform  to  drawings  filed  with  this  appli¬ 
cation  marked  “Received  April  12,  1973,”  3  sheets  and  Au¬ 
gust  13,  1973,”  1  sheet;  and  that  all  laws,  rules  and  regula¬ 
tions  applicable  be  complied  with,  and  that  substantial  con¬ 
struction  be  completed  within  one  year  from  the  date  of  this 
resolution. 


291-73-BZ 

APPLICANT — Lama  &  Vassalotti  for  Lu-Berk  Properties, 
Incorporated,  owners. 

SUBJECT — Application  May  9,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C6-1  district,  the  rearrangement 
and  alteration  to  an  existing  automobile  service  station  and 
the  addition  to  the  uses  to  include  automobile  laundry. 

PREMISES  AFFECTED— 199-205  Bowery,  east  side,  100 
feet  south  of  Rivington  Street,  Block  425,  Lot  9,  Borough 
of  Manhattan.  Community  Board  # 3 . 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD— No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  October  23,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  November  13,  1973 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  16,  1973,  acting  on  Alt.  Applic.  1066/1972,  reads: 

“3.  Proposed  use  of  the  portion  of  the  existing  lot 
beyond  lOO'-O"  parallel  to  Bowery,  for  a  use  accessory 
to  a  permitted  non-conforming  use  (Use  Group  16)  on 
a  lot  previously  located  partly  in  an  unrestricted  district 
and  partly  in  a  business  district  and  presently  located 


entirely  in  a  C6-1  district  is  not  permitted  as  of  right 
and  is  contrary  to  Section  52-35  Z.R. 

4.  Proposed  structural  alterations  to  existing  build¬ 
ing  occupied  by  a  non-conforming  use  is  contrary  to 
Section  52-22  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
a  C6-1  district,  the  rearrangement  and  alteration  of  an  exist¬ 
ing  automobile  service  station  and  the  addition  to  the  uses 
to  include  automobile  laundry,  on  condition  that  all  work 
shall  substantially  conform  to  drawings  filed  with  this  ap¬ 
plication  marked  “Received  May  9,  1973”,  2  sheets,  and 
“November  2,  1973”,  2  sheets ;  on  further  condition  that  the 
street  frontage  entering  into  the  reservoir  lane  be  kept  un¬ 
obstructed  by  cars  awaiting  service;  and  that  all  laws,  rules 
and  regulations  applicable  be  complied  with,  and  that  sub¬ 
stantial  construction  be  completed  within  one  year  from  the 
date  of  this  resolution. 


500-73-BZ 

APPLICANT — Max  Siegel  Associates  for  Statland  Holi¬ 
day  Associates,  owner;  Holrich  Operating  Company,  lessee. 
SUBJECT — Application  August  30,  1973 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and  72-21 
of  the  Zoning  Resolution,  Section  666  NYC  Charter,  to 
permit  in  a  C2-1  district,  at  a  hotel  under  construction,  the 
installation  of  three  wall  and  ground  signs  that  exceed  the 
permitted  surface  area  and  wall  signs  that  exceed  the 
height  above  curb  level. 

PREMISES  AFFECTED— 1415  Richmond  Avenue,  east 
side,  80  feet  south  of  Lamberts  Lane,  Block  1544,  Lot  25, 
Graniteville,  Borough  of  Richmond.  Community  Board 

#3. 

APPEARANCES— 

For  Applicant:  Max  Siegel. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
October  30,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  November  13,  1973;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  24,  1973,  acting  on  E.S.  Applic.  84,  85  and 
86/1973  reads: 

“1.  Proposed  ground  and  wall  signs  exceeds  per¬ 
mitted  area  contrary  to  Sec.  32-643  Zone  Resolution. 

2.  Proposed  wall  signs  exceed  permitted  height 
above  curb  level  contrary  to  Sec.  32-655  Zone  Resolu¬ 
tion.” 

and 
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Whereas,  the  premises  and  surrounding  area  were  inspec¬ 
ted  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-01(b)  of  the  Zoning  Resolution,  and  that  the 
applicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-01  (b)  of  the  Zoning  Resolution,  to  permit  in  a 
C2-1  district,  at  a  hotel  under  construction,  the  installation 
of  two  wall  signs  and  one  ground  sign  that  exceed  the  per¬ 
mitted  surface  area  and  wall  signs  that  exceed  the  height 
above  curb  level,  on  condition  that  all  work  shall  substantially 
conform  to  drawings  filed  with  this  application  marked  “Re- 
i  ceived  August  30,  1973”,  6  sheets;  and  that  all  laws,  rules 
and  regulations  applicable  be  complied  with,  and  that  sub- 
'j  stantial  construction  be  completed  within  one  year  from  the 
date  of  this  resolution. 


211-73-BZ 

APPLICANT — Edwin  Storch  for  Andrew  Perillo,  owner. 

J  SUBJECT — Application  April  9,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  district,  the  change  in  use 
of  an  existing  one  story  and  cellar  building  from  automobile 
and  truck  showroom  to  an  automobile  and  truck  repair 
shop. 

PREMISES  AFFECTED — 198-25  Jamaica  Avenue,  north 
side,  30.90  feet  east  of  93rd  Avenue,  Block  10473,  Lot  26, 
Jamaica,  Borough  of  Queens.  Community  Board  #12. 

APPEARANCES— 

For  Applicant :  Edwin  Storch. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative :  .  0 


Adjourned:  12:30  P.M. 

John  B.  Cincotta,  Executive  Director 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  NOVEMBER  13,  1973,  2  P.M. 

Present:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 
Commissioner  Carroll. 

951-57-SA 

APPLICANT — Ducane  Heating  Corporation,  owner. 

SUBJECT — To  include  modification  and  additional  trade 
names  of  oil  fired  furnaces. 

ACTION  OF  BOARD — Resolution  amended  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative  :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  o 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
951-57-SA — Amendment  to  resolution  to  include  a  modifica¬ 
tion  and  additional  trade  names  of  oil  fired  furnaces. 

Ducane  Heating  Corporation,  Totowa,  New  Jersey,  re¬ 
quested  that  the  resolution  adopted  March  4,  1958  and 
amended  through  February  29,  1972  under  Calendar  Num¬ 
ber  951-57-SA  be  reopened  and  amended  to  include  a  modi¬ 
fication  and  additional  trade  names  of  oil  fired  furnaces. 
PROPOSED  USE:  Oil  fired  warm  air  furnaces. 
DESCRIPTION :  The  combustion  air  intake  of  the  oil 
burners  of  the  furnaces,  Models  DU,  TWJ,  and  DM,  have 
been  modified  to  make  the  intake  an  integral  part  of  the 
burners  and  to  provide  a  6"  diameter  duct  connection  to 
supply  all  combustion  air  from  outdoors. 

The  Ducane  furnaces  which  have  multiple  trade  names  are 
as  follows : 


Model  Series  Output  Rate 

(suffix  may  be  added)  (1,000  BTU/HR) 

HB  85,  C  85,  S  85 .  85 

HB  100,  C  100,  LB  100,  S  100 .  100 

HB  125,  C  125,  LB  125,  S  125 .  125 

LB  150,  S  150  .  ISO 

LB  200,  S  200  .  200 

LB  250,  S  250  .  250 

S  335  .  335 


The  multiple  names  and  model  numbers  are  as  follows: 


.  Name  and  Address 

1.  Janitrol  Div.  Andro  Corporation,  Columbus, 
Ohio 

(Janitrol) 


2.  Addison  Products  Company,  Addison,  Michigan 

(Addison,  Weatherking  &  Dearborn) 

3.  Airtemp  Div.-Chrysler  Corp.,  Dayton,  Ohio 

(Air  temp) 

4.  Amana  Refrigeration  Inc.,  Amana,  Iowa 

(Amana,  Thatcher) 

5.  Bard  Mfg.  Company,  Bryan,  Ohio 

(Bard) 

6.  Bryant  Air  Conditioning  Co.,  Division  of  Carrier 
Corp.,  Indianapolis,  Ind. 

(Bryant) 


Model  Series* 

OU-085,  OU-100,  OU-125,  OC-085,  OC-100,  OC-125, 
OL-100,  OL-125,  OL-150,  OL-200,  OL-250,  OH-085, 
OH-100,  OH-125,  OH-150,  OH-200,  OH-250,  OH- 
335 

OU-125,  OD-125,  OL-125,  OL-150,  OL-200,  OH-85, 
OH-100,  OH-125,  OH-150,  OH-200,  OH-250,  OH- 
335 

5409,  5410,  5413,  5415,  5420,  5425,  5434,  5309,  5310, 
5313,  5209,  5210,  5213,  5110,  5113,  5115,  5120,  5125 

OH-85,  OH-100,  OH-125,  OC-100,  OC-125,  OL-100, 
OL-125,  OL-150  OS-100,  OS-125 

S-85,  S-100,  S-125,  S-150,  S-200,  S-250,  S-335 


85-390,  100-390,  125-390,  85-391,  100-391,  125-391, 
100-392,  125-392,  150-392,  200-392,  250-392,  85-338, 
100-338,  125-338,  150-338,  200-338,  250-338,  335-338 
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Name  and  Address 

7.  Carrier  Air  Conditioning  Co.,  Div.  of  Carrier 
Corp.,  Syracuse,  New  York 

(Carrier) 

8.  Chevron  Oil  Company,  Perth  Amboy,  New 
Jersey 

(Chevron,  Socal) 

:  *  S  F : 

t£  IP  t  .  ff  r  / 

9.  Columbia  Boiler  Co.,  Inc.,  Medford,  Mass. 

(Columbia) 

10.  Day  &  Night  Mfg.  Co.,  Div.  of  Carrier  Corp., 
La  Puente,  Calif. 

(Day  &  Night) 

11.  Dunham-Bush  Inc.,  Harrisonburg,  Va. 

(Dunham-Bush,  Space  Conditioning) 


12.  Electric  Furnace-Man.  Division,  General  Ma¬ 
chine  Corp.,  Emmaus,  Pa. 

(Electric  Furnace  Man.) 

13.  Fedders  Corp.,  Edison,  New  Jersey 

(Fedders) 


14.  Friedrich  Refrigerators  Inc.,  Sub.  of  Crutcher 
Resources  Corp.,  San  Antonio,  Texas 

(Fredrich) 

15.  General  Electric  Co.,  Air  Conditioning  Dept., 
Trenton,  New  Jersey 

(General  Electric) 

16.  Heat  Controller,  Inc.,  Jackson,  Mich. 

(Comfortaire) 

17.  Heil-Quaker  Corp.,  Nashville,  Tenn. 

(Heil- Quaker) 

18.  Humble  Oil  &  Refining  Company,  Houston, 

T  exas 

(Esso,  Exxon) 

19.  Luxaire,  Inc.,  Elyria,  Ohio 

(Luxaire) 

20.  Modern  Comfort,  Inc.,  Fort  Wayne,  Ind. 

(Modern  Comfort) 

21.  Mueller  Climatrol  Corporation,  Milwaukee, 
Wisconsin 

(Climatrol) 

22.  Overhead  Heaters,  Inc.,  Roseville,  Michigan 

(Overhead  Heaters) 


23.  Paragon  Oil  Company,  Division  of  Texaco,  Inc., 
Long  Island  City,  New  York 
(Texaco,  Paragon) 


24.  The  Payne  Company,  City  of  Industry,  Calif. 
(Payne) 


Model  Series* 

58HV106,  58HV125,  58HV156,  58HC106,  58HC125, 
58HC156,  58HL125,  58HL156,  58HL188,  58HL250, 
58HL312,  58HH106,  58HH125,  58HH156,  58HH188, 
58HH250,  58HH312,  58HH420 

OFH-85,  OFH-100,  OFH-125,  OFC-85,  OFC-lOO, 
OFC-125,  OFL-100,  OFL-125,  OFL-150,  OFL-200, 
OFL-250,  OFS-85,  OFS-100,  OFS-125,  OFS-150, 
OFS-200,  OFS-250,  OFS-335 

CU-85,  CU-100,  CU-125,  CL-100,  CL-125,  CL-150, 
CL-200,  CL-250,  CS-85,  CS-100,  CS-125,  CS-150, 
CS-200,  CS-250,  CS-335 

106-OU,  106-OCU,  125-OU,  156-OU,  106-OD,  125- 
OD,  156-OD,  125-OB,  156-OB,  188-OB,  250-OB, 
312-OB,  106-OH,  125 -OH,  156-OH,  188-OH,  250- 
OH,  312-OH 

OUFD-85,  OUFB-85,  OUFB-100,  OUFB-125, 

OCFB-85,  OCFB-100,  OCFB-125,  OHFD-85, 

OHFB-85,  OHFD-100,  OHFB-100,  OHFB-125, 

OHFB-150,  OHFB-200,  OHFB-250,  OHFB-335 

HO-85,  HO-100,  HO-125,  CO-85,  CO-100,  CO-125, 
LO-100,  LO-125,  LO-150,  LO-200,  LO-250,  SO-85, 
SO-lOO,  SO-125,  SO-150,  SO-200,  SO-250,  SO-335 

CUP085,  CUP100,  CUP12S,  CCP85,  CCP100,  CCP- 
125,  CLP  100,  CLP125,  CLP150,  CLP200,  CLP250, 
CHB85,  CHP100,  CHP125,  CHP150,  CHP200, 
CHP250,  CHP335 

VOF-85,  VOF-100,  VOF-125,  C-85,  C-100,  C-125, 
LB-100,  LB-125,  LB-150,  LB-200,  LB-250,  AOF-85, 
AOF-100,  AOF-125,  AOF-150,  AOF-200,  AOF-250, 
AOF-335 

BGLT085,  BGLT100,  BGLT-125,  BGLC085,  BGLC- 
100,  BGLC125,  BGLL125,  BGLL150,  BGLS85, 
BGLS100,  BGLS125 

OU125,  OD125,  OL150,  OL200,  OH85,  OH100, 
OH  125,  OH150,  OH200,  OH250,  OH335 

OL-200,  OL-250,  CO-125,  HO-200,  HO-250,  HO- 
335 

HB-85,  HB-100,  HB-125,  C-85,  C-100,  C-125,  LB- 
100,  LB-125,  LB-150,  LB-200,  LB-250,  S-85,  S-100, 
S-125,  S-150,  S-200,  S-250,  S-335 

OW200,  OW250,  OH150,  OH200,  OH250,  OH335 


DS-125,  DS-150,  D S-200,  DS-250,  DS-335 


217- 2-105,  217-2-125,  217-2-155,  218-2-105,  218-2-125, 

218- 2-155,  219-1-125,  219-1-155,  219-1-185,  219-1-250, 

219- 1-310,  253-2-105,  253-2-125,  253-2-155,  253-2-185, 
253-2-250,  253-2-310,  253-2-420 

OHBC-85,  OHBC-97,  OHBC-112,  OCC-85,  OCC- 
97,  OCC-112,  OLBC-97,  OLBC-112,  OLBC-142, 
OLBC-182,  OLBC-252,  SC-85,  SC-97,  SC-112,  SC- 
142,  SC-182,  SC-250,  SC-350 

FODH-85,  FODH-100,  FODH-125,  FODC-85, 

FODC-100,  FODC-125,  FODL-100,  FODL-125, 
FODL-150,  FODL-200,  FODL-250,  FODS-85, 

FODS-100,  FODS-125,  FODS-150,  FODS-200, 

FODS-250,  FODS-335 

106-OU,  106-OCU,  125-OU,  156-OU,  106-OD,  125- 
OD,  156-OD,  125-OB,  156-OB,  188-OB,  250-OB, 
312-OB,  106-OH,  125-OH,  156-OH,  188-OH,  250- 
OH,  312-OH 
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Name  and  Address 
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25.  Peerless  Products,  Inc.,  Philadelphia,  Pa. 
(Peerless) 


26.  Petroleum  Ileat  &  Power  Company,  Inc., 
Stamford,  Connecticut 

(Petro) 

27.  Quiet  Automatic  Burner  Corporation,  Newark, 
New  Jersey 

(Quiet  Automatic) 

28.  Rheem  Mfg.  Co.,  Kalamazoo,  Mich. 

( Rheem ) 

29.  Ruud  Mfg.  Co.  Div.  of  Rheem,  Fort  Smith,  Ark. 

(Ruud) 

30.  Tappan  Co.  Air  Conditioning  Div.,  Elyria,  Ohio 

(Tappan) 

31.  Trane  Company,  La  Crosse,  Wise. 

( T  rane ) 


32.  Thermal  Specialties  Co.  Inc.,  Pine  Brook,  New 
J  ersey 

(Thermal) 

33.  Vann  Industries,  Inc.,  Clinton,  N.  C. 

(Vann) 


34.  York  Div.  Borg-Warner  Corp.,  York,  Pa. 
(Borg- Warner) 


ivioaei  series^ 

PHO-85,  PHO-lOO,  PHO-125,  PCO-85,  PCO-100, 
P CO-125,  PLO-100,  PLO-125,  PLO-150,  PLO-200, 
PLO-250,  PSO-85,  PSO-100,  PSO-125,  PSO-150, 
PSO-200,  PSO-250,  PSO-335 

HB-85,  HB-100,  HB-12S,  C-85,  C-100,  C-125,  LB- 
100,  LB-125,  LB-150,  LB-200,  LB-250,  S-85,  S-100, 
S-125,  S-150,  S-200,  S-250,  S-335 

SU-85,  SU-100,  SU-125,  SU-150,  SU-200,  SU-250, 
SU-335,  HB-85,  HB-100,  HB-125,  C-85,  C-100, 
C-125,  LB-100,  LB-125,  LB-150,  LB-200,  LB-250 

4450-150,  4450-200,  4450-250,  4650-85,  4650-100,  4650- 
125,  4650-150,  4650-200,  4650-250,  4650-335 

OLL-150,  OLL-200,  OLL-250,  OSL-85,  OSL-100, 
OSL-125,  OSL-150,  OSL-200,  OSL-250,  OSL-335 

OLF200,  OLF250,  OH200,  OH250 


OUABH09,  OUABA09,  OHABH10,  OUABA10, 
OUABA13,  OLABA10,  OLABA13,  OLABA15, 
OLABA20,  OLABA25,  OCABA09,  OCABA10, 
OCABA13,  OHABH09,  OHABH10,  OHABH13, 
OHABIT15,  OHABH20,  OHABH25,  OHABH34 

HJ-85  HB-100,  HB-125,  C-85,  C-100,  C-125,  LB- 
100,  LB-125,  LB-150,  LB-200,  LB-250,  S-85,  S-100, 
S-125,  S-150,  S-200,  S-250,  S-335 

VHB-85,  VHB-100,  VHB-125,  VCF-85,  VCF-100 
VCF-125,  VLB-100,  VLB-125,  VLB-150,  VLB-200, 
VLB-250,  VH-85,  VH-100,  VH-125,  VH-150  VH- 
200,  VH-250,  VH-335 

UF-085,  UF-100,  UF-125,  CF-085,  CF-100,  CF-125, 
LF-100,  LF-125,  LF-150,  LF-200,  LF-250,  HF-085, 
HF-100,  HF-125,  HF-150,  HF-200,  HF-250,  HF-335 


*  Suffix  may  be  added  to  model  number. 


INSPECTION  AND  TEST :  The  furnaces  are  approved 
by  Underwriters’  Laboratories  with  multiple  listing  as 
shown  above  under  File  Number  MP  2199. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  4,  1958  and  amended 
through  February  29,  1972  under  Calendar  Number  95 1  - 
57-SA  be  reopened  and  amended  to  include  a  modified  com¬ 
bustion  air  intake  for  the  burners  of  the  furnaces  listed  above 
and  to  include  the  additional  trade  names  listed  above  of  oil 
fired  furnaces  under  the  provisions  of  Article  14  and  RS  14 
of  the  Building  Code  of  the  City  of  New  York  on  condition 
that  the  requirements  of  the  original  resolution  and  previous 
amendments  adopted  under  this  Calendar  Number  be  com¬ 
plied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 


Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 


351-55-SM 

APPLICANT  American  Air  kilter  Company,  owner. 
SUBJECT — Revocation. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 

Commissioner  Carroll  .  5 

Negative:  .  q 

THE  RESOLUTION— 

Whereas,  the  applicants  representative,  Mr.  James  W. 
Follansbee  appeared  at  the  Public  Hearing  on  March  4,  1969, 
and  requested  to  have  Calendar  Number  351-55-SM  removed 
from  the  revocation  list ;  and 

Whereas,  the  Board’s  action  removed  the  case  from  the 
revocation  list,  and  the  Board  laid  over  the  case  without 
date  for  the  applicant  to  consult  with  the  staff;  and 

Whereas,  on  April  23,  1969,  the  applicant  requested  the 
resolution  be  reopened  and  amended ;  and 


MINUTES 


Whereas,  at  the  Public  Hearing  of  June  17,  1969,  the 
request  for  amendment  was  laid  over  without  date  for  added 
information ;  and 

Whereas,  the  Forms  No.  2  and  No.  9  were  sent  to  the 
applicant  on  March  3,  1970,  with  reference  to  the  annual 
affidavit ;  and  the  annual  affidavit  has  not  been  complied  with  ; 
and 

Whereas,  a  fourteen  day  notice  of  this  hearing  has  been 
mailed  to  the  applicant. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefoi  e 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


919-61-SA 

APPLICANT— Armstrong  Products  Corporation,  owner. 
SUBJECT — Revocation. 

ACTION  OF  BOARD— Approval  revoked. 


THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 

Commissioner  Carroll  . 

N  egative :  . 

THE  RESOLUTION— 


5 

0 


Whereas,  the  original  approval  was  granted  to  the  appli¬ 
cant  on  February  27,  1962;  and 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


372-63-SM 

APPLICANT— General  Electric  Company,  owner. 
SUBJECT — Revo  cation . 

ACTION  OF  BOARD- — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 

Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  original  approval  was  granted  to  the  appli¬ 
cant  on  September  29,  1 964 ;  and 

Whereas,  as  one  of  the  conditions  of  approval  was  the 
requirement  of  filing  an  annual  affidavit  effective  date  being 
the  date  of  approval ;  and 

Whereas,  the  date  of  filing  of  the  affidavit  for  this  ap¬ 
proval  was  September  1968,  1969,  1970,  1971,  1972  and  1973 ; 
and 

Whereas,  the  applicant  has  not  filed  the  required  affidavit 
within  the  specified  period ;  and 

Whereas,  a  fourteen  day  notice  of  this  hearing  has  been 
mailed  to  the  applicant. 

Resolved,  that  the  approval  granted  under  this  Calendar 
Number  be  revoked. 


446-63-SA 

APPLICANT — -General  Products  Company,  Incorporated, 
owner. 

SUBJECT — Revocation. 

ACTION  OF  BOARD — Approval  revoked. 


THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 
Commissioner  Carroll  .  5 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  as  one  of  the  conditions  of  approval  was  the 
requirement  to  notify  the  Board  of  a  change  of  owner- 
manufacturer;  and 

Whereas,  General  Products  Company,  Incorporated,  did 
inform  the  Board  in  their  April  11,  1973  letter  that  they 
sold  all  rights,  patent  and  title  to  the  Ray- Jet  gas  and  oil- 
fired  overhead  radiant  heaters ;  and 

Whereas,  Benardi  Brothers,  Incorporated,  Subsidiary  of 
the  Lionel  Corporation,  Harrisburg,  Pennsylvania  did  inform 
the  Board  by  letter  on  April  19,  1973  that  they  purchased 
and  acquired  all  rights,  patent,  and  title  to  the  Ray- Jet  gas 
and  oil-fired  overhead  radiant  heaters  from  General  Products 
Company,  Incorporated ;  and 

Whereas,  the  original  resolution  granted  February  11, 
1963  in  the  name  of  General  Products  Company,  Incor¬ 
porated  was  not  amended  to  include  Bernardi  Brothers, 
Incorporated,  Subsidiary  of  the  Lionel  Corporation,  owner- 
manufacturer  ;  and 

Whereas,  Benardi  Brothers,  Incorporated,  Subsidiary  of 
the  Lionel  Corporation,  new  owner-manufacturer  did  indicate 
they  are  not  making  application  for  an  amendment  to  include 
change  of  owner-manufacturer  or  for  use  of  the  gas  heaters ; 
and 

Whereas,  the  resolution  remain  unchanged  in  the  name 
of  General  Products  Company,  Incorporated. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


477-63-SM 

APPLICANT— Granco  Steel  Products  Company,  owner. 
SUBJECT — Revocation. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  original  approval  was  granted  to  the  appli¬ 
cant  on  November  24,  1964;  and 
Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  -being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


169-65-SM 

APPLICANT — Rowland  Products,  Incorporated,  owner. 
SUBJECT — Revocation. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 


Whereas,  as  one  of  the  conditions  of  approval  was  the 
requirement  of  filing  an  annual  affidavit  effective  date  being 
the  date  of  approval ;  and 
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THE  RESOLUTION— 

Whereas,  the  original  approval  was  granted  to  the  appli¬ 
cant  on  March  15,  1966;  and 

Whereas,  the  date  of  filing  of  the  affidavit  for  this  ap¬ 
proval  was  March  1972  and  1973 ;  and 

Whereas,  the  applicant  has  not  filed  the  required  affidavit 
within  the  specified  period;  and 

Whereas,  a  fourteen  day  notice  of  this  hearing  has  been 
mailed  to  the  applicant. 

Resolved,  that  the  approval  granted  under  this  Calendar 
Number  be  revoked. 


438-21-SA 

APPLICANT — Fluid  Handling  Systems,  Incorporated, 
owner. 

SUBJECT — To  include  modification  of  pumps. 
APPEARANCES— 

For  Applicant:  Charles  Nelson. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

1  THE  VOTE— 

Affirmative  :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  . .  5 

Negative :  .  0 

THE  RESOLUTION— 


W hereas,  the  report  of  a  Committee  on  Test  reads : 
438-21-SA — Amendment  to  resolution  to  include  modifica¬ 
tions  of  pumps. 

Fluid  Handling  Systems  Incorporated,  Secaucus,  New 
Jersey,  for  Viking  Pump  Division,  Houdaille  Industries,  In¬ 
corporated,  Cedar  Falls,  Iowa,  requested  that  the  resolution 
adopted  July  29,  1924  under  Calendar  Number  438-21-SA 
be  reopened  and  amended  to  include  modifications  of  pumps. 

PROPOSED  USE:  Pumps  for  fuel  oil,  flammable  liquids, 
and  LP  gas. 

DESCRIPTION :  The  pumps,  Series  32,  432,  124,  4124,  and 
195,  are  used  as  oil  transfer  pumps,  for  dispensing  and  hand¬ 
ling  flammable  liquids  such  as  gasoline,  kerosene,  diesel  fuel, 
naptha,  benzine,  and  lacquer  solvents,  and  for  LP  gas  transfer 
operations.  1  he  32  and  432  Series  are  foot  mounted  pumps 
,  which  are  packed  or  mechanical  sealed  type  (six  small  sizes). 
They  are  available  in  14  sizes  ranging  from  0.5  to  450  GPM. 
They  are  pressure  rated  at  250  psi  (C,  F,  and  FH  sizes), 
100  psi  (G  through  LL  sizes),  and  75  psi  (Q  through  N 
sizes).  The  10  large  sizes  have  right  angle  port  casings.  The 
G  size  has  opposite  ports  and  the  three  small  sizes  have 
vertical  ports.  The  124  and  4124  Series  are  packed  and  mech¬ 
anical  seal  type  foot  mounted  bracket  pumps  with  a  rotor 
■  thrust  control  in  the  bracket.  They  are  available  in  8  sizes 
ranging  from  10  to  280  GPM  and  are  pressure  rated  at  200 
psi.  The  195  Series  are  mechanical  seal  high-speed  direct 
connected  pumps  with  a  rotor  thrust  control  in  the  casing. 
They  are  available  in  six  sizes  ranging  from  10  to  100  GPM 
and  are  pressure  rated  at  250  psi. 

INSPECTION  AND  TEST :  The  pumps  are  approved  by 
Underwriter’s  Laboratories  (File  ESB35). 

RECOMMENDATION:  The  Committee  on  Test  rec¬ 
ommends  that  the  resolution  adopted  July  29,  1924  under 
Calendar  Number  438-21-SA  be  reopened  and  amended  to 
include  modifications  of  pumps,  Series  32,  432,  124,  4124,  and 
195,  as  described  above  for  use  under  the  provisions  of 
Chapter  19  of  the  Administrative  Code  of  the  City  of  New 
York  and  the  requirements  of  the  Fire  Department.  The 
pumps  shall  be  permanently  labeled :  “Approved  by  the  Board 
of  Standards  &  Appeals  for  use  in  New  Yok  City  under 
Calendar  Number  438-21-SA.” 


A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number, 
hailure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 


113-46-SA 


APPLICANT — Auth  Electric  Company,  Incorporated, 
owner. 

SUBJECT — To  include  modifications  and  changes  in  model 
designations  of  door  interviewers. 


APPEARANCES— 

For  Applicant :  Bidoro  Greco  and  R.  Seifert. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 


THE  VOTE— 


Affirmative  :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  . ’  ’ '  q 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
113-46-SA— Amendment  to  resolution  to  include  modifica¬ 
tions  and  changes  in  model  designations  of  door  interviewers. 

Auth  Electric  Company,  Incorporated,  Deer  Park,  New 
York,  requested  that  the  resolution  adopted  November  19 
1946  and  amended  through  June  8,  1971  under  Calendar 
Number  113-46-SA  be  reopened  and  amended  to  include 
modifications  and  changes  in  model  designations  of  door 
interviewers. 


Ubh:  Door  interviewer. 

DESCRIPTION :  The  modification  of  the  door  interviewer 
is  a  change  in  the  material  of  the  chime  cover  and  mechanism 
base  from  steel  to  styrene.  The  modified  door  interviewers 
have  new  model  designations :  Nos.  684,  686,  689  (previouslv 
Nos.  884,  886,  and  895,  respectively). 


RECOMMENDATION :  The  Committee  on  Test  rec¬ 
ommends  that  the  resolution  adopted  November  19,  1946  and 
amended  through  June  8,  1971  under  Calendar  Number 
113-46-SA  be  reopened  and  amended  to  include  the  modifi¬ 
cations  and  changes  in  model  designations  described  above 
of  Model  Nos.  684,  686,  and  689  door  interviewers  on  con¬ 
dition  that  the  requirements  of  the  original  resolution  and 
previous  amendments  adopted  under  this  Calendar  Number 
be  complied  with. 


A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
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of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 

230-55-SA 

APPLICANT— Power-Flame  Division,  Incorporated,  owner. 
SUBJECT— Change  of  owner-manufacturer. 

APPEARANCES— 

For  Applicant:  Mel  Neishloss. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 

Commissioner  Carroll  .  5 

N  egative :  . 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
230-55-SA— Amendment  to  resolution  so  as  to  show  a  change 
of  owner-manufacturer. 

Power-Flame  Division,  Incorporated,  Parsons,  Kansas,  re¬ 
quested  that  the  resolution  adopted  March  5,  1957  as  amended 
through  January  16,  1973  under  Calendar  Number  230-55-SA 
be  reopened  and  amended  so  as  to  show  a  change  of  owner- 
manufacturer. 

PROPOSED  USE:  Gas  burners. 

DESCRIPTION  :  There  has  been  no  change  in  the  material 
used  nor  in  the  method  of  manufacture  of  the  burners. 

Power-Flame  Division,  Incorporated,  has  submitted  an 
affidavit  showing  that  they  have  assumed  all  manufacturing 
rights,  assets,  etc.  from  Siemon  Manufacturing  Company,  a 
Subsidiary  of  Combustion  Equipment  Associates,  Incorpo¬ 
rated.  The  new  company  name  is  to  read :  Power-Flame 
Division,  Incorporated.  The  product  will  be  marketed  under 
the  trade  name:  Power-Flame. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  5,  1957  as  amended 
through  January  16,  1973  under  Calendar  Number  230-55-SA 
be  reopened  and  amended  so  as  to  show  a  change  of  owner- 
manufacturer,  new  owner-manufacturer  being  Power-Flame 
Division,  Incorporated  and  to  be  marketed  under  the  trade 
name  Power-Flame  on  condition  that  the  requirements  of 
the  resolution  adopted  March  5,  1957  and  amended  through 
January  16,  1973  under  Calendar  Number  230-55-SA  are 
complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 


Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 


226-58-SA 

APPLICANT — Power-Flame  Division,  Incorporated,  owner. 
SUBJECT — Change  of  owner-manufacturer. 

APPEARANCES— 

For  Applicant:  Mel  Neishloss. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 

Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
226-58-SA — Amendment  to  resolution  so  as  to  show  a  change 
of  owner-manufacturer. 

Power-Flame  Division,  Incorporated,  Parsons,  Kansas,  re¬ 
quested  that  the  resolution  adopted  January  13,  1959  and 
amended  through  January  16,  1973  under  Calendar  Number 
226-58-SA  be  reopened  and  amended  so  as  to  show  a  change 
of  owner-manufacturer. 

PROPOSED  USE:  Combination  gas-oil  burner  for  domes¬ 
tic,  commercial  and  industrial  installation. 

DESCRIPTION  :  There  has  been  no  change  in  the  material 
used  nor  in  the  method  of  manufacture  of  the  burners. 

Power-Flame  Division,  Incorporated,  have  submitted  an 
affidavit  showing  that  they  have  assumed  all  manufacturing 
rights,  assets,  etc.  from  Siemon  Manufacturing  Company,  a 
Subsidiary  of  Combustion  Equipment  Associates,  Incorpo¬ 
rated.  The  new  company  name  is  to  read:  Power-Flame 
Division,  Incorporated.  The  product  will  be  marketed  under 
the  trade  name :  Power-Flame. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  January  13,  1959  and 
amended  through  January  16,  1973  under  Calendar  Number 
226-58-SA  be  reopened  and  amended  so  as  to  show  a  change 
of  owner-manufacturer,  new  owner-manufacturer  being 
Power-Flame  Division,  Incorporated  and  to  be  marketed 
under  the  trade  name:  Power-Flame  on  condition  that  the 
requirements  of  the  resolution  adopted  January  13,  1959  and 
amended  through  January  16,  1973  under  Calendar  Number 
226-58-SA  are  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 
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Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 


93-63-SA 

APPLICANT — Power-Flame  Division,  Incorporated,  owner. 
SUBJECT — Change  of  owner-manufacturer. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
93-63-SA — Amendment  to  resolution  so  as  to  show  a  change 
of  owner-manufacturer. 

Power-Flame  Division,  Incorporated,  Parsons,  Kansas,  re¬ 
quested  that  the  resolution  adopted  November  19,  1963  and 
amended  through  January  16,  1973  under  Calendar  Number 
93-63-SA  be  reopened  and  amended  so  as  to  show  a  change 
of  owner-manufacturer. 

PROPOSED  USE :  Oil  burner. 

DESCRIPTION  :  There  has  been  no  change  in  the  material 
used  nor  in  the  method  of  manufacture  of  the  burners. 

Power-Flame  Division,  Incorporated,  has  submitted  an 
affidavit  showing  that  they  have  assumed  all  manufacturing 
rights,  assets,  etc.  from  Siemon  Manufacturing  Company,  a 
Subsidiary  of  Combustion  Equipment  Associates,  Incorpo¬ 
rated.  The  new  company  name  is  to  read :  Power-Flame 
Division,  Incorporated.  The  product  will  be  marketed  under 
the  trade  name :  Power-Flame. 

RECOMMENDATION :  The  Committee  on  Test  rec¬ 
ommends  that  the  resolution  adopted  November  19,  1963  and 
amended  through  January  16,  1973  under  Calendar  Number 
93-63-SA  be  reopened  and  amended  so  as  to  show  a  change 
of  owner-manufacturer,  new  owner-manufacturer  being 
Power-Flame  Division,  Incorporated  and  to  be  marketed 
under  the  trade  name:  Power-Flame  on  condition  that  the 
requirements  of  the  resolution  adopted  November  19,  1963 
and  amended  through  January  16,  1973  under  Calendar 
Number  93-63-SA  are  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 


607-63-SA 

APPLICANT — Power-Flame  Division,  Incorporated,  owner. 
SUBJECT — Change  of  owner-manufacturer. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
607-63-SA — Amendment  to  resolution  as  to  show  a  change 
of  owner-manufacturer. 

Power-Flame  Division,  Incorporated,  Parsons,  Kansas,  re¬ 
quested  that  the  resolution  adopted  June  15,  1965  and  amend¬ 
ed  through  June  13,  1972  under  Calendar  Number  607-63-SA 
be  reopened  and  amended  so  as  to  show  a  change  of  owner- 
manufacturer. 

PROPOSED  USE:  Gas  and/or  oil  burner. 
DESCRIPTION :  There  has  been  no  change  in  the  material 
used  nor  in  the  method  of  manufacture  of  the  burners. 

Power-Flame  Division,  Incorporated,  have  submitted  an 
affidavit  showing  that  they  have  assumed  all  manufacturing 
rights,  assets,  etc.  from  Combustion  Equipment  Associates, 
Incorporated.  The  new  company  name  is  to  read :  Power- 
Flame  Division,  Incorporated.  The  product  will  be  marketed 
under  the  trade  names:  Power-Flame,  Todd-CEA  and 
Flame  Tech. 

RECOMMENDATION :  The  Committee  on  Test  rec¬ 
ommends  that  the  resolution  adopted  June  15,  1965  as 
amended  through  June  13,  1972  under  Calendar  Number 
607-63-SA  be  reopened  and  amended  so  as  to  show  a  change 
of  owner-manufacturer,  new  owner-manufacturer  being 
Power-Flame  Division,  Incorporated  and  to  be  marketed 
under  the  trade  names :  Power-Flame,  Todd-CEA  and 
Flame  Tech  on  condition  that  the  requirements  of  the  resolu¬ 
tion  adopted  June  15,  1965  and  amended  through  June  13, 
1972  under  Calendar  Number  607-63-SA  are  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying-  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 


! 

* 

B 

3 

4 

k 


:P 

r* 


9 

i 


919 


pm***-*  « 


MINUTES 


g 

E 

0 

m 

I 

.r, 


r 


.  j 

y 


48-73-SA 

APPLICANT— Rixson-Firemark,  Incorporated,  owner ; 

Fred  G.  MacKenzie,  agent. 

APPEARANCES— 

For  Applicant:  Gordon  L.  Coulter. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE — 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Homstein,  Commissioner  Walsh  and 

Commissioner  Carroll  .  5 

N  egative :  .  ^ 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
48-73-SA— Rixson-Firemark,  Incorporated,  Franklin  Park, 
Illinois,  filed  for  approval  of  the  5590  Automatic  Damper 
Operator  under  the  provisions  of  Article  13  and  RS  13  of  the 
Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Automatic  fire  damper  operator. 
DESCRIPTION  :  The  damper  operator  automatically  opens 
and  closes  vertically  mounted  curtain  type  fire  dampers, 
which  eliminates  the  need  for  a  fusible  link.  The  operator 
uses  an  electric  motor-brake  and  a  cable  connected  to  the 
bottom  blade  to  open  the  damper".  The  damper  curtain  is 
opened  when  the  motor  is  energized.  When  the  damper  is 
fully  open,  a  limit  switch  turns  off  the  motor,  which  prevents 
the  motor  from  reversing  itself  and  closing  the  damper.  The 
damper  is  held  open  by  a  lever  arm  connected  to  a  normally 
energized  solenoid.  The  damper  is  closed  when  power  to  the 
solenoid  is  cut  off  and  the  spring  loaded  lever  arm  retracts. 
Pbwer  is  cut  when  interrupted  by  conditions  caused  by  a 
fire  or  when  the  fire  detection  sensor  device,  normally  a 
thermostat  with  a  maximum  rating  of  160°F.,  is  activated. 
When  power  returns,  the  motor  reopens  the  damper. 
INSPECTION  AND  TEST  :  The  fire  damper  operator  has 
been  approved  by  Underwriters’  Laboratories  (File  R6088, 
Project  7 INK  6449,  on  file). 

RECOMMENDATION:  The  Committee  on  Test  rec¬ 
ommends  the  approval  of  the  5590  Automatic  Damper  Op¬ 
erator  for  use  with  approved  fire  detection  equipment  and 
approved  fire  dampers  under  the  provisions  of  Article  13 
and  RS  13  of  the  Building  Code  of  the  City  of  New  York. 
The  fire  damper  operator  shall  be  permanently  labeled :  “Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  for  use  in 
New  York  City  under  Calendar  Number  48-73-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 

71-73-SM 

APPLICANT — Cored  Panels,  Incorporated,  owner. 


APPEARANCES— 

For  Applicant:  John  S.  Yates. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 

Commissioner  Carroll  .  -1 

N  egative :  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
71-73-SM — Cored  Panels,  Incorporated,  Farmingdale,  New 
York,  filed  for  approval  of  Jiffy-Wall  movable  partitions 
under  the  provisions  of  Article  5  and  RS  5  of  the  Building 
Code  of  the  City  of  New  York. 

PROPOSED  USE:  Movable  partition  system  (non-fire 
rated). 

DESCRIPTION  :  The  partition  consists  of  laminated  panels 
joined  together  by  metal  framing  and  supporting  members. 
The  framing  and  supporting  members  are  made  of  aluminum 
varying  in  thickness  from  .062"  to  .125",  with  the  optional 
use  of  20  gauge  minimum  steel  for  the  concealed  floor  chan¬ 
nels.  The  panels  are  fitted  between  H-posts.  The  panel  base 
is  one-piece  and  is  clipped  on.  Glazing  channels  are  used  on 
■the  perimeters  of  glass  sections.  When  the  ceiling  is  not 
rigid,  a  1)4"  x  3)4"  12  gauge  steel  channel  is  anchored  above 
the  tile  for  support  of  the  ceiling  channel  below  the  suspended 
ceiling,  to  which  it  is  attached. 

The  panels  are  1-9/16"  thick  x  4'  or  5'  wide  and  consist  of 
one  of  the  following:  three  sheets  of  l/2"  gypsum  board  lam¬ 
inated  together;  two  sheets  of  /2"  gypsum  board  laminated 
to  3"  wide  core  strips  of  the  same  material  spaced  16"  o.c. ; 
two  sheets  of  y2"  gypsum  board  laminated  to  a  9/16"  or 
13/16"  core  consisting  of  one  of  the  following:  agglomerated 
perlite  (Permalite  or  Fesco  board),  herringbone  pleated 
steel  foil  .002"  or  .003"  thick,  Type  I  fire  resistant  paper 
honeycomb;  or  two  sheets  of  lA"  or  3/16"  cement  asbestos 
laminated  to  1-5/16"  or  1-3/16"  of  one  of  the  three  core 
materials  listed  above. 

INSPECTION  AND  TEST :  The  Type  I  paper  honeycomb 
material  was  tested  by  Underwriters’  Laboratories  (File 
R3782)  and  achieved  a  flamespread  rating  of  15  and  a  smoke 
developed  rating  of  25. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Jiffy-Wall  movable  partitions  under 
the  provisions  of  Article  5  and  RS  5  of  the  Building  Code 
of  the  City  of  New  York.  The  partitions  shall  be  perma¬ 
nently  labeled:  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Calendar  Number 
71-73-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  T est. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  ,with  the  above 
report. 


920 


73-73-SM 


MINUTES 


APPLICANT — Eastern  Foundry  for  Woodward  Company, 
owner. 

APPEARANCES— 

For  Applicant :  Stanley  Bloom. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
73-73-SM — Eastern  Foundry  Company,  Boyertown,  Penn¬ 
sylvania,  for  Woodward  Company,  Anniston,  Alabama,  filed 
for  approval  of  Dual-Tite  Compression  Gaskets  under  the 
provisions  of  RS  16  of  the  Building  Code  of  the  City  of 
New  York. 

PROPOSED  USE:  Compression  gasket  for  cast  iron  pipe. 
DESCRIPTION :  The  compression  type  gasket  is  used  for 
joining  cast  iron  soil  pipe  and  fittings.  Sizes  are  between  2" 
and  15"  for  service  weight  or  extra  heavy  pipe.  The  gasket’s 
neoprene  forms  a  dual  O-ring  seal  against  the  inside  wall  of 
the  hub  and  the  outside  wall  of  the  spigot.  The  gasket  is 
applied  by  lubricating  the  inside  of  the  gasket  around  both 
sealing  rings  and  using  a  pulling  tool  to  pull  the  spigot 
tightly  into  the  hub,  with  the  gasket  inside  the  hub  and  out¬ 
side  the  spigot. 

INSPECTION  AND  TEST  :  The  gasket  was  tested  (water 
pressure,  air  pressure,  infiltration)  and  approved  by  Pitts¬ 
burgh  Testing  Laboratory  (Nos.  Bi-7631,  Bi-7786,  Bi-9219, 
on  file). 

RECOMMENDATION  :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Dual-Tite  Compression  Gaskets,  2" 
through  15",  for  joining  cast  iron  soil  pipe  and  fittings,  under 
the  provisions  of  RS  16  of  the  Building  Code  of  the  City  of 
New  York.  The  gaskets  shall  be  permanently  labeled:  “Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  for  use  in 
New  York  City  under  Calendar  Number  73-73-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


79-73-SM 

APPLICANT — National  Cellulose  Corporation,  owner. 
APPEARANCES— 

For  Applicant:  Donald  A.  Maley. 


ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  test  reads: 
79-73-SM — National  Cellulose  Corporation,  Houston,  Texas, 
filed  for  approval  of  K-13  Spray  On  Insulation  under  the  pro¬ 
visions  of  Article  5  and  12  and  RS  5  and  12  of  the  Building 
Code  of  the  City  of  New  York. 

PROPOSED  USE:  Non-combustible  accoustical  and  ther¬ 
mal  insulation. 

DESCRIPTION :  The  insulation  is  spray  applied  and  is 
primarily  cellulose  fibers.  The  thermal  insulation  has  a  ther¬ 
mal  conductivity  of  no  greater  than  0.22  BTU-in./hr.-sq.  ft.- 
°F.  and  a  density  of  2.0  lbs./cu.  ft.  The  accoustical  form 
of  the  insulation  has  a  greater  density,  2.5  lbs./cu.  ft.  mini¬ 
mum. 

INSPECTION  AND  TEST :  The  insulation  has  a  flame- 
spread  rating  of  20  and  a  smoke  developed  rating  of  O 
(Underwriters’  Laboratories — File  R5499). 

An  assembly  of  1  Y%"  metal  studs  spaced  24"  o.c.,  a  facing 
on  both  sides  of  Y"  thick  gypsum  board,  and  an  internal 
spray  on  one  side  of  K-13  insulation  1)4"  in  thickness  and  4 
pounds  per  cubic  foot  in  density  was  tested  by  River- 
bank  Accoustical  Laboratories  (Test  TL  69-171,  on  file) 
and  achieved  a  sound  transmission  class  rating  of  48. 

A  similar  assembly  with  3^"  metal  studs  was  tested  by 
Riverbank  Accoustical  Laboratories  (Test  TL  69-173,  on 
file)  and  achieved  a  sound  transmission  class  rating  of  49. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  K-13  Spray  On  Insulation  as  a 
non-combustible  insulation  and  as  a  component  of  the 
sound  transmission  class  rated  assemblies  described  above 
under  the  provisions  of  Articles  5  and  12  and  RS  5  and  12 
of  the  Building  Code  of  the  City  of  New  York.  The  pack¬ 
aging  of  the  insulation  shall  be  labeled :  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  79-73-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  corporate  name,  change  of  address  or  to 
submit  the  annual  affidavit  will  be  cause  for  revocation  of 
approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


81-73-SM 

APPLICANT — John  Boyle  &  Company,  Incorporated, 
owner. 

APPEARANCES— 

For  Applicant:  Fred  W.  Sauer. 
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ACTION  OF  BOARD— Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 

Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
81-73-3M— John  Boyle  and  Company,  Incorporated,  New 
York  filed  for  approval  of  Pro-Tec  material  under  the  pro¬ 
visions  of  the  Flameproofing  Rules  of  the  Board. 
PROPOSED  USE:  Fire  retardant  material  for  awnings  and 
marquees. 

DESCRIPTION :  The  material  is  a  dacron  fabric  coated  on 
both  sides  with  films  of  polyvinyl,  chloride  resins  which  have 
been  additionally  treated  with  antimony  oxide. 

INSPECTION  AND  TEST:  The  material  was  tested  by 
the  Better  Fabrics  Testing  Bureau  and  complied  with  the 
requirements  of  the  Flameproofing  Rules  of  the  Board. 
RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Pro-Tec  material  under  the  provisions 
of  the  Flameproofing  Rules  of  the  Board.  The  material  shall 
be  permanently  labeled :  “Approved  by  the  Board  of  Stand¬ 
ards  and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  81-73-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  T est. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

91-73-SA 

APPLICANT — Prefco  Products,  Incorporated,  owner. 
APPEARANCES— 

For  Applicant:  Francis  McCabe  and  John  McCabe. 
ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
91-73-SA — Prefco  Products,  Incorporated,  Buckingham, 
Pennsylvania,  filed  for  approval  of  the  Model  Series  5500  SF 
Fire-Blok  under  the  provisions  of  Article  13  and  RS  13  of  the 
Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  1J4  hour  rated  fire  damper. 
DESCRIPTION :  The  dampers  are  curtain  type  and  are 
used  in  ducts.  The  blade  track  and  frame  are  14  gauge  gal¬ 


vanized  steel.  The  blades  are  21  gauge  galvanized  steel.  The 
blades  are  held  open  by  a  fusible  link  strap  and  a  U.  L.  listed 
fusible  link  with  a  160°  F.  setpoint.  The  blades  are  pivoted 
from  their  position  within  the  strap  to  their  closed  position  by 
a  connector  pivot  made  of  21  gauge  galvanized  steel  or  24 
gauge  stainless  steel.  The  maximum  size  of  the  damper  when 
mounted  vertically  is  48"  high  x  60"  wide  for  individual 
dampers  and  72"  high  x  120"  wide  for  assemblies  of  dampers. 
The  maximum  size  of  the  damper  when  mounted  horizontally 
is  37J4"  high  x  29-13/16"  wide  for  individual  dampers  and 
114"  high  x  60 y2"  wide  for  assemblies  for  dampers. 
INSPECTION  AND  TEST:  The  dampers  are  approved 
with  a  \y2  hour  fire  rating  by  Underwriter’s  Laboratories 
(File  R6189). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Model  Series  5500  SF  Fire-Blok 
dampers  for  use  in  ducts  under  the  provisions  of  Articles  13 
and  RS  13  of  the  Building  Code  of  the  City  of  New  York. 
The  fire  dampers  shall  be  permanently  labeled  :  “Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  91-73-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


APPLICANT— Acme  Fire  Alarm  Company,  Incorporated, 
owner. 

SUBJECT— Application  June  29,  1973— Fire  Alarm  Signal 
Systems,  various  models,  approval  of. 

APPEARANCES— 

For  Applicant:  Oscar  Gilman. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 

Commissioner  Carroll  .  5 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
395-73-SA — Acme  Fire  Alarm  Company,  Incorporated,  New 
York,  New  York,  filed  for  approval  of  a  Fire  Alarm  System 
for  Class  E  and  Modified  Class  E  Occupancies  under  the 
provisions  of  Article  17  and  RS  17  of  the  Building  Code  of 
the  City  of  New  York. 

PROPOSED  USE:  Interior  fire  alarm  system  (Class  E). 
DESCRIPTION :  The  system  consists  of  the  following 
components : 

Floor  Warden  Station  Model  610 — consists  of  outer 
housing,  handset,  cord  and  pilot  lamp,  call  pushbutton 
and  hardware. 


395-73-SA 


922 


MINUTES 


Coded  or  Non-coded  Break  Glass  Pull  Station  Model 
620 — manual  station  previously  approved. 

Coded  or  Non-coded  Pull  Station,  Open  Door  Type 
Model  630 — manual  station  previously  approved. 

Electric  Door  Release,  Folger  Adams  Model  670 — 
U.  L.  listed  fail-safe  door  release  used  for  locked  door 
re-entry. 

Speakers,  Atlas  Speaker  Company,  Cat.  Nos.  681,  682, 
683,  684,  Model  680 — U.  L.  listed  and  modified  to  com¬ 
ply  with  400°  F.  ambient  temperature  requirements  as 
follows :  transformer  is  heat  resistant  insulated,  speaker 
voice  coil  leads  made  of  Teflon,  swaged  connections  in¬ 
stead  of  soldered. 

Fire  Command  Station  Model  691 — modular  form,  cus¬ 
tomized  for  each  order,  components  U.  L.  listed  when 
applicable. 

Central  Equipment  Rack  Model  692 — located  independ¬ 
ently  from  fire  command  station,  contains  solid  state 

(electronic  interface,  decoding,  drivers,  floor  test  module, 
alarm  module,  digital  clock,  central  process  unit,  mem¬ 
ory  modules,  power  supplies. 

Remote  Annunciator  Model  693 — similar  to  Fire  Com¬ 
mand  Station,  located  where  same  information  as  dis¬ 
played  by  Fire  Command  Station  is  required. 

Auxiliary  Power  Supply  Model  694 — protected  for  over¬ 
voltage  and  current  limited,  voltage  and  load  ratings  as 
required  by  system. 

Remote  Control  Decoder  Model  695 — a  solid  state  relay. 
Transfer  tree  used  to  remotely  decode  a  binary  code 
signal  to  shut  down  or  start  up  mechanical  room  equip¬ 
ment  such  as  blowers,  dampers,  fan  motors  etc.  Three 
sizes  are  available :  16,  32,  and  64  start-stop  capabilities. 
INSPECTION  AND  TEST :  Some  components  of  the 
system  have  been  approved  by  Underwriter’s  Laboratories, 
as  shown  above.  The  fire  alarm  system  has  been  recom¬ 
mended  for  approval  by  the  Division  of  Fire  Prevention. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Acme  Fire  Alarm  System  for 
Class  E  and  Modified  Class  E  Occupancies  under  the  pro¬ 
visions  of  Article  17  and  RS  17  of  the  Building  Code  of 
the  City  of  New  York  and  under  the  following  conditions : 

1.  Catalog  Nos.  631  and  632  may  create  a  signal 
identifying  station  location  either  by  a  clockwork  mecha¬ 
nism  or  by  the  action  of  the  pull  lever  causing  a  solid 
state  card  assembly  to  cause  a  binary  coded  signal  to  be 
received,  interpreted  and  annunciated  in  a  visual  form 
at  the  command  console. 

2.  The  Folger  Adams  electric  strike  shall  be  Model 
670  or  as  required  from  the  same  series  of  U.  L.  listed 
strikes. 

3.  Speakers  shall  be  heat  resistant  and  U.  L.  listed. 

4.  The  fire  command  console  shall  perform  all  func¬ 
tions  required  by  Local  Law  5/73  plus  the  requirements 
for  operations  required  by  Fire  Department  Regulations 
for  Fire  Safety  Directors. 

5.  All  equipment  shall  be  labeled :  “Approved  by 
the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  as  a  Class  E  System  under  Calendar  Number 
395-73-SA.” 

6.  All  equipment  previously  approved  shall  also  be 
labeled  with  the  previous  Calendar  Number. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
1  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
'  approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change  of 
corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 


Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 

1027-63-SA 

APPLICANT — American-Standard,  Industrial  Division, 
owner. 

SUB  J  EC  T — W  i  thdr  a  wal . 

APPEARANCES— 

For  Applicant :  G.  L.  Kasparian. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative :  .  o 


246-65-SA 

APPLICANT — American-Standard,  Industrial  Division, 
owner. 

SUBJECT — Withdrawal. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Application  withdraivn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 


78-73-SM 

APPLICANT — E.  W.  Kleinert  for  Rapperswill  Corpora¬ 
tion,  owner. 

SUBJECT — Application  January  31,  1973 — Rapco  Foam, 
approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrazvn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Klein.  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 


331-53-SA 

APPLICANT — Viking  Superior  Corporation,  owner. 
SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  . 5 

Negative:  .  0 
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392-59-SM 

APPLICANT— Albina  Engine  and  Machine  Works,  In¬ 
corporated. 

SUBJECT— Dismissal. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Application  dismissed. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 

Commissioner  Carroll  .  ~ 

Negative:  .  ^ 

THE  RESOLUTION— 

72-69-SM 

APPLICANT — Genova  Products,  owner. 

SUBJECT— To  reconsider  and  reaffirm  approval  of  plastic 
pipe  and  fittings. 

APPEARANCES— 

For  Applicant:  Edmund  Sadowski. 

For  Opposition  :  Samuel  M.  Brodsky. 

ACTION  OF  BOARD— Laid  over  to  November  27,  1973, 
at  2  P.M. 

92-73-SA 

APPLICANT— ADT  Company  Incorporated,  owner. 
SUBJECT— Application  February  13,  1973— B6132  super¬ 
vised  valve,  approval  of. 

APPEARANCES— 

For  Applicant :  George  Loock. 

ACTION  OF  BOARD  :  Laid  over  to  November  20,  1973, 
at  2  P.M. 

542-73-SM 

APPLICANT— Wm.  Bortolotti  &  Sons  Pretest  Company, 
Incorporated,  owner,  Natural  Building  Stone  Corporation, 
agent. 

APPEARANCES— 

For  Applicant:  Rudolph  L.  Bortolotti  and  Paul  Nardone. 
For  Opposition:  Wm.  F.  Huschle. 

ACTION  OF  BOARD— Laid  over  to  November  27,  1973, 
at  2  P.M. 

421-67-A — Vol.  II 

APPLICANT— Stephen  J.  Murphy  for  Jaas  Realty  Cor¬ 
poration,  owner;  Double  AA  Furniture  Sales  Company, 
lessee. 

SUBJECT — Application  reopened  July  17,  1973  as  Volume 
II — appeal  from  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED— 117-17  Sutphin  Boulevard, 
northeast  corner  of  118th  Avenue,  Block  12204,  Lot  1, 
Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  S.  J.  Murphy. 

For  Administration :  C.  Palmieri,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Augusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
May  1,  1970  and  May  22,  1973,  on  Order  No.  40-0,  reads: 
“You  Are  Hereby  Directed  and  Required  to  Comply 
with  the  Following  Order  Within  Thirty  Days : 

1.  Install  an  approved  wet  automatic  sprinkler  sys¬ 
tem  throughout  the  building  having  at  least  one  source  of 
water  supply,  arranged  and  equipped  as  per  Charter 
1336.0  Adm.  Code  C19.161.0a  Adm.  Code.’’ 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions 

Resolved,  that  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  May  1,  1970  and  May  22,  1973,  acting  on  Order 
No.  40-0,  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  a  non-automatic 
sprinkler  system  be  installed  in  the  cellar  and  an  automatic 
fire  alarm  with  central  office  connection  be  installed  through¬ 
out  ;  on  further  condition  that  the  building  shall  substantially 
conform  to  drawings  marked  “Received’’  August  3,  1973,  3 
sheets;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


405-73-A 

APPLICANT— Rampulla  Associates  for  Cacciamani  Broth¬ 
ers,  owners. 

SUBJECT— Application  July  5,  1973— filed  pursuant  to  Sec¬ 
tion  36,  Article  3  of  the  General  City  Law  re-  building  not 
on  legally  mapped  street. 

PREMISES  AFFECTED— 1632  Richmond  Terrace,  south 
side,  105.7  feet  west  of  Tompkins  Center,  Block  187,  Lot 
42,  West  New  Brighton,  Richmond. 

APPEARANCES— 

For  Applicant:  Dennis  Dell  Angel. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 


THE  VOTE— 


Affirmative :  Chairman  Klein 
Commissioner  Hornstein, 

Commissioner  Carroll  . 

Negative:  . 


,  Vice  Chairman  Agusta, 
Commissioner  Walsh  and 

.  5 

.  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  3,  1973,  on  N.B.  Applic.  1359/73,  reads: 

“1.  Street  giving  access  to  this  new  building  does 
not  appear  on  the  official  map  of  the  City  of  New  York 
and  is  therefore  contrary  to  Article  III,  Sec.  36  of  the 
General  City  Law. 

2.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  front  directly 
upon  a  legally  mapped  street  or  frontage  space  contrary 
to  Sec.  C26-401.1  of  the  Building  Code.” 


and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  July  3,  1973,  acting  on  N.B.  Applic.  1359/73,  Objection 
Nos.  1  and  2,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  sidewalk,  curb,  curb  cut  and  pavement  to  the  middle 
of  the  street  be  in  accordance  with  the  standards  of  the 
Department  of  Highways ;  that  the  building  shall  substan¬ 
tially  comply  with  drawings  marked  “Received  July  5,  1973”, 
2  sheets;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 
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410-73-A 

APPLICANT — Sol  Arker  for  Grasmere  Gardens  Incorpo¬ 
rated,  owner. 

SUBJECT — Application  July  9,  1973 — filed  pursuant  to  Sec¬ 
tion  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — 161  Brook  Avenue,  southeast 
corner  of  Fairbanks  Avenue,  Block  4691,  Lot  23,  Oakwood, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Sol  Arker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Homstein,  Commissioner  Walsh  and 

'Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  29,  1973,  on  N.B.  Applic.  822/1973,  reads: 

“1.  The  street  giving  access  to  the  proposed  build¬ 
ing  is  not  placed  on  the  official  map  of  the  City  of  N.Y. 
therefore : 

A — No  C/O  can  be  issued  as  per  Art.  3  Sec. 
36  of  General  City  Law,  and 

B — Proposed  construction  does  not  have  at 
least  8%  of  the  total  perimeter  of  the  building 
fronting  directly  upon  a  legally  mapped  street  or 
frontage  space  and  therefore  contrary  to  Sec. 
C26-401.1  of  the  Admin.  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  June  29,  1973,  acting  on  N.B.  Applic.  822/1973,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  con¬ 
dition  that  the  sidewalk,  curb,  curb  cut  and  pavement  to 
the  middle  of  the  street  be  in  accordance  with  the  standards 
of  the  Department  of  Highways ;  that  -the  building  shall 
substantially  conform  with  drawings  marked  “Received  July 
9,  1973”,  3  sheets;  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


411-71-A 

APPLICANT — Sol  Arker  for  Grasmere  Gardens  Incorpo¬ 
rated,  owner. 

SUBJECT- — Application  July  9,  1973 — filed  pursuant  to  Sec¬ 
tion  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — 153  Brook  Avenue,  south  side, 
45  feet  east  of  Fairbanks  Avenue,  Block  4691,  Lot  25, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Sol  Arker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 

Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  29,  1973,  on  N.B.  Applic.  823/73,  reads: 


“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  N.  Y. 
therefore : 

A — No  C/O  can  be  issued  as  per  Art.  3  Sec.  36 
of  General  City  Law,  and 

B — Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  therefore  contrary  to  Sec.  C26-401.1  of 
the  Admin.  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  June  29,  1973,  acting  on  N.B.  Applic.  823/73,  Objection 
No.  1,  be  and  it  hereby  is  modified  under  the  powers  vested 
in  the  Board  by  Section  36  of  the  General  City  Law,  and  that 
the  appeal  be  and  it  hereby  is  granted,  on  condition  that  the 
sidewalk,  curb,  curb  cut  and  pavement  to  the  middle  of  the 
street  be  in  accordance  with  the  standards  of  the  Department 
of  Highways ;  that  the  building  shall  substantially  conform 
with  drawings  marked  “Received  July  9,  1973”,  3  sheets;  and 
that  all  laws,  rules  and  regulations  shall  be  complied  with. 


412-73-A 

APPLICANT — Sol  Arker  for  Grasmere  Gardens  Incorpo¬ 
rated,  owner. 

SUBJECT — Application  July  9,  1973 — filed  pursuant  to  Sec¬ 
tion  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — 151  Brook  Avenue,  south  side, 
88.5  feet  east  of  Fairbanks  Avenue,  Block  4691,  Lot  27, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Sol  Arker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 

Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  29,  1973,  on  N.B.  Applic.  824/73,  reads: 

“1.  The  street  giving  access  to  the  proposed  build¬ 
ing  is  not  placed  on  the  official  map  of  the  City  of  N.  Y. 
therefore : 

A — No  C/O  can  be  issued  as  per  Art.  3  Sec.  36 
of  General  City  Law,  and 

B — Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  therefore  contrary  to  Sec.  C26-401.1  of 
the  Admin.  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  June  29,  1973,  acting  on  N.B.  Applic.  824/73,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  sidewalk,  curb,  curb  cut  and  pavement  to  the  middle 
of  the  street  be  in  accordance  with  the  standards  of  the 
Department  of  Highways;  that  the  building  shall  substan¬ 
tially  conform  with  drawings  marked  “Received  July  9, 
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1973”,  3  sheets ;  and  that  all  laws,  rules  and  regulations  shall 
be  complied  with. 

413-73-A 

APPLICANT— Sol  Arker  for  Grasmere  Gardens  Incorpo¬ 
rated,  owner. 

SUBJECT — Application  July  9,  1973— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — 147  Brook  Avenue,  south  side, 
132  feet  east  of  Fairbanks  Avenue,  Block  4691,  Lot  29, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Sol  Arker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 

Commissioner  Carroll  .  5 

N  egative :  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  29,  1973,  on  N.B.  Applic.  825/73,  reads: 

“1.  The  street  giving  access  to  the  proposed  build¬ 
ing  not  placed  on  the  official  map  of  the  City  of  N.Y. 
therefore : 

A — No  C/O  can  be  issued  as  per  Art.  3  Sec. 
36  of  General  City  Law,  and 

B— Proposed  construction  does  not  have  at 
least  8%  of  the  total  perimeter  of  the  building 
fronting  directly  upon  a  legally  mapped  street  or 
frontage  space  and  therefore  contrary  to  Sec. 
C26-401.1  of  the  Admin.  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  June  29,  1973,  acting  on  N.B.  Applic.  825/73,  Objection 
No.  1,  be  and  it  hereby  is  modified  under  the  powers  vested 
in  the  Board  by  Section  36  of  the  General  City  Law,  and 
that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  sidewalk,  curb,  curb  cut  and  pavement  to  the 
middle  of  the  street  be  in  accordance  with  the  standards 
of  the  Department  of  Highways ;  that  the  building  shall 
substantially  conform  with  drawings  marked  ‘‘Received 
July  9,  1973”,  3  sheets;  and  that  all  laws,  rules  and  regu¬ 
lations  shall  be  complied  with. 


414-73-A 

APPLICANT — Sol  Arker  for  Grasmere  Gardens  Incorpo¬ 
rated,  owner. 

SUBJECT— Application  July  9,  1973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — 143  Brook  Avenue,  south  side, 
175.6  feet  east  of  Fairbanks  Avenue,  Block  4691,  Lot  31, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Sol  Arker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  29,  1973,  on  N.B.  Applic.  826/73,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  N.  Y. 
therefore : 

A — No  C/O  can  be  issued  as  per  Art.  3  Sec.  36 
of  General  City  Law,  and 

B — Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  therefore  contrary  to  Sec.  C26-401.1  of 
the  Admin.  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  June  29,  1973,  acting  on  N.B.  Applic.  826/73,  Objection 
No.  1,  be  and  it  hereby  is  modified  under  the  powers  vested 
in  the  Board  by  Section  36  of  the  General  City  Law,  and  that 
the  appeal  be  and  it  hereby  is  granted,  on  condition  that  the 
sidewalk,  curb,  curb  cut  and  pavement  to  the  middle  of  the 
street  be  in  accordance  with  the  standards  of  the  Department 
of  Highways;  that  the  building  shall  substantially  conform 
with  drawings  marked  “Received  July  9,  1973”,  3  sheets ; 
and  that  all  laws,  rules  and  regulations  shall  be  complied 
with. 

415-73-A 

APPLICANT — Sol  Arker  for  Grasmere  Gardens  Incorpo¬ 
rated,  owner. 

SUBJECT — Application  July  9,  1973 — filed  pursuant  to  Sec¬ 
tion  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — 139  Brook  Avenue,  south  side, 
219  feet  east  of  Fairbanks  Avenue,  Block  4691,  Lot  34, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Sol  Arker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  29,  1973,  on  N.B.  Applic.  82 703,  reads: 

“1.  The  street  giving  access  to  the  proposed  build¬ 
ing  is  not  placed  on  the  official  map  of  the  City  of 
N.  Y.  therefore: 

A — No  C/O  can  be  issued  as  per  Art.  3  Sec.  36 
of  General  City  Law,  and 

B — Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  therefore  contrary  to  Sec.  C26-401.1  of 
the  Admin.  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  June  29,  1973,_acting  on  N.B.  Applic.  827/73,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
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that  the  sidewalk,  curb,  curb  cut  and  pavement  to  the  middle 
of  the  street  be  in  accordance  with  the  standards  of  the 
Department  of  Highways;  that  the  building  shall  substan¬ 
tially  conform  with  drawings  marked  “Received  July  9, 
1973”,  3  sheets;  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


416-73-A 

APPLICANT — Sol  Arker  for  Grasmere  Gardens  Incorpo¬ 
rated,  owner. 

SUBJECT — Application  July  9,  1973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — 135  Brook  Avenue,  south  side, 
306  feet  east  of  Fairbanks  Avenue,  Block  4691,  Lot  36, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Sol  Arker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  29,  1973,  on  N.B.  Applic.  828/73,  reads: 

“1.  The  street  giving  access  to  the  proposed  build¬ 
ing  is  not  placed  on  the  official  map  of  the  City  of  N.  Y. 
therefore : 

A — No  C/O  can  be  issued  as  per  Art.  3  Sec.  36 
of  General  City  Law,  and 

B — Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  therefore  contrary  to  Sec.  C26-401.1  of  the 
Admin.  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  June  29,  1973,  acting  on  N.B.  Applic.  828/73,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  sidewalk,  curb,  curb  cut  and  pavement  to  the  middle 
of  the  street  be  in  accordance  with  the  standards  of  the 
Department  of  Highways;  that  the  building  shall  substan¬ 
tially  conform  with  drawings  marked  “Received  July  9,  1973”, 
3  sheets ;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


417-73-A 

APPLICANT — Sol  Arker  for  Grasmere  Gardens  Incorpo¬ 
rated,  owner. 

SUBJECT — Application  July  9,  1973 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — 131  Brook  Avenue,  south  side, 
262  feet  east  of  Fairbanks  Avenue,  Block  4691,  Lot  1, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Sol  Arker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE — 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  29,  1973,  on  N.B.  Applic.  829/73,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  N.Y. 
therefore : 

A — No  C/O  can  be  issued  as  per  Art.  3  Sec.  36  of 
General  City  Law,  and 

B — Proposed  construction  does  not  have  at 
least  8%  of  the  total  perimeter  of  the  building 
fronting  directly  upon  a  legally  mapped  street  or 
frontage  space  and  therefore  contrary  to  Sec. 
C26-401.1  of  the  Admin.  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  June  29,  1973,  acting  on  N.B.  Applic.  829/73,  Objection 
No.  1,  be  and  it  hereby  is  modified  under  the  powers  vested 
in  the  Board  by  Section  36  of  the  General  City  Law,  and 
that  the  appeal  be  and  it  hereby  is  granted,  on  condition  that 
the  sidewalks,  curb,  curb  cut  and  pavement  to  the  middle 
of  the  street  be  in  accordance  with  the  standards  of  the 
Department  of  Highways ;  that  the  building  shall  substan¬ 
tially  conform  with  drawings  marked  “Received  July  9, 
1973”,  3  sheets ;  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 

465-73-A 

APPLICANT — Jerome  L.  Grushkin  for  Dorothy  Borg, 
owner. 

SUBJECT — Application  August  15,  1973 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  Interpretation  of 
Zoning  Matter. 

PREMISES  AFFECTED — 96  Tarring  Street,  south  side, 
163.16  feet  east  of  Adelaide  Avenue,  Block  4660,  Lot  36, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Jerome  L.  Grushkin. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Augusta 

and  Commissioner  Hornstein .  3 

Negative:  .  0 

Not  Voting:  Commissioner  Walsh  and  Commissioner 
Carroll  .  2 

THE  RESOLUTION— 

“1.  Proposed  installation  of  additional  plumbing 
fixtures  on  first  floor  level  constitutes  an  arrangement 
designed  for  two  family  occupancy  for  this  dwelling  as 
per  Commissioner’s  denial  dated  September  20,  1972. 

Such  occupancy  is  an  R-2  zoning  district  is  contrary 
to  Section  22-11  of  the  Zoning  Resolution.” 

and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  9,  1973  on  N.B.  Application  1887/71 ;  and 
Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  9,  1973,  acting  on  N.B.  Applic.  1887/71,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  and  that  the  appeal  be 
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and  it  hereby  is  granted  on  condition  that  the  applicant  sub¬ 
mit  the  Affidavit  recorded  in  the  Richmond  County  Clerk's 
Office,  Libre  1062,  Page  50,  to  the  Building  Department  to  be 
made  part  of  the  Department’s  file ;  on  further  condition  that 
the  building  shall  substantially  conform  to  drawings  marked 
“Received  August  15,  1973”,  4  sheets,  August  30,  1973— 1 
sheet  and  “November  12,  1973”,  one  sheet ;  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with. 


474-73-A 

APPLICANT — Arthur  Fleck  for  Oakwood  Development 
Corporation,  owner. 

SUBJECT— Application  August  17,  1973— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  elimination  of 
refuse  chute  and  compactor. 

PREMISES  AFFECTED — 2099  Forrest  Avenue,  north¬ 
east  corner  of  Bruckner  Boulevard,  Block  1234,  Lot  76, 
Mariner’s  Harbor,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Herbert  Berman  and  Sy  Katz. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Homstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

N  egative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  20,  1973,  on  N.B.  Applic.  2327/72,  reads: 

“18 — Elimination  of  refuse  chute  &  compactor  is 
contrary  to  Local  Law  14  of  1969.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  July  20,  1973,  acting  on  N.B.  Applic.  2327/72,  Objec¬ 
tion  No.  18,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  that  a  refuse  containerization 
system  complying  with  Section  1403.2-1.03  (rr)  of  the  Ad¬ 
ministrative  Code  be  installed  to  the  satisfaction  of  the 
administrative  authorities  specified  in  the  above  section ;  on 
further  condition  that  work  conform  to  drawings  marked 
“Received  August  17,  1973”,  4  sheets,  only  as  herein  modi¬ 
fied  ;  and  that  all  laws,  rules  and  regulations  shall  be  com¬ 
plied  with. 


279-73-A 

APPLICANT — Bernard  Goodman  for  Tenants. 

OWNER  OF  PREMISES— Burton  E.  Eaton. 

SUBJECT — Application  May  4,  1973 — Revocation  of  Alter¬ 
ation  Permit  Nos.  1595-69  and  1596-69. 

PREMISES  AFFECTED— 206  and  210  East  17th  Street, 
south  side,  120  feet  east  of  Third  Avenue,  Block  897, 
Lots  69  and  71,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  None. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution, 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Homstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

N egative :  .  0 


312-73-A 

APPLICANT — Albert  Homer  Swanke,  Poor  and  Swanke 
&  Partners  for  Wako  International  Corporation,  owner. 
SUBJECT — Application  May  18,  1973 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  egress,  stairs, 
windows. 

PREMISES  AFFECTED — 44  East  52nd  Street,  south  side, 
182  feet  West  of  Park  Avenue,  Block  1287,  Lot  143,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Appeal  dismissed  for  lack  of 
prosecution. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Homstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

N egative  :  .  0 


1-66-A — Vol.  Ill 

APPLICANT — Stanley  Shaw  for  Birchwood  Towers  #2 
Associates,  owner. 

SUBJECT — Application  for  consideration — reopening  as 
Volume  III  subject  to  regular  procedure — appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system ;  previously  denied. 

PREMISES  AFFECTED— 102-31  67th  Avenue,  66-37 
102nd  Street,  northeast  corner,  Block  2133,  Lot  16,  Forest 
Hills,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  George  D.  Kelly  and  Philip  Gross. 

For  Administration:  C.  Palmieri,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  November  27,  1973,  at 
2  P.M.  for  decision,  at  the  request  of  the  Fire  Department. 


2-66-A— Vol.  Ill 

APPLICANT — Stanley  Shaw  for  Birchwood  Towers  # 1 
Associates,  owner. 

SUBJECT — Application  for  consideration — reopening  as 
Volume  III  subject  to  regular  procedure — appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system  ;  previously  denied. 

PREMISES  AFFECTED— 66-36  Yellowstone  Boulevard, 
northwest  corner  of  67th  Avenue,  Block  2133,  Lot  36, 
Forest  Hills,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  George  D.  Kelly  and  Philip  Gross. 

For  Administration :  C.  Palmieri,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  November  27,  1973, 
at  2  P.M.,  for  decision;  at  the  request  of  the  Fire  Depart¬ 
ment. 


383-73-A 

APPLICANT — Alfonso  Duarte  for  Michael  Parrinb,  owner. 

SUBJECT — Application  June  18,  1973 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  inadequate  egress 
from  first  and  second  floors. 

PREMISES  AFFECTED — 2479  to  2491  Amsterdam  Ave¬ 
nue,  east  side,  428.8  feet  north  of  Washington  Bridge, 
Block  2149,  Lot  16,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Alfonso  Duarte. 

ACTION  OF  BOARD — Laid  over  to  November  27,  1973, 
at  2  P.M.,  for  decision;  hearing  closed. 
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428-73-A 

APPLICANT — Alphonse  J.  Calvanico  for  Carmine  Esposito, 
owner. 

SUBJECT — Application  July  17,  1973 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  two  story  and 
basement  frame  building  for  two  families  contrary  to  Sec. 
C26-254. 

PREMISES  AFFECTED — 166  Dalton  Avenue,  northwest 
corner  of  Tysens  Lane,  Block  4316,  Lot  49,  New  Dorp, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  David  C.  Winters. 

ACTION  OF  BOARD — Laid  over  to  November  20,  1973, 
at  2  P.M.,  for  decision;  hearing  closed. 


429-73-A 

APPLICANT — Jerome  L.  Grushkin  for  C  N  A  Lombardi, 
Incorporated,  owner. 

SUBJECT — Application  July  18,  1973 — filed  to  Section  36, 
Article  3  of  the  General  City  Law  re-  building  nbt  fronting 
on  a  legal  street. 

PREMISES  AFFECTED — 139  Weiner  Avenue,  southeast 
corner  of  Meade  Street,  Block  7566,  Lot  139,  Richmond 
Valley,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Jerome  L.  Grushkin. 

ACTION  OF  BOARD — Laid  over  to  November  20,  1973, 
at  2  P.M.,  for  decision;  hearing  closed. 


434-73-A 

APPLICANT — James  J.  Trexel  for  E.  I.  duPont  de  Ne¬ 
mours  and  Company,  owner. 

SUBJECT — Application  July  23,  1973 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner,  re-  packaging  of  flammable 
mixture  known  as  “DuPont  Windshield  Washer  Concen¬ 
trated  Solvent  and  Anti-Freeze,”  in  fourteen  (14)  ounce 


polyethylene  bottle  with  screw  cap,  not  in  compliance  with 
regulations  of  the  Administrative  Code  of  New  York  City. 

APPEARANCES— 

For  Applicant:  James  J.  Trexel. 

For  Administration:  C.  Palmieri,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  November  20,  1973, 
at  2  P.M.,  for  decision ;  hearing  closed. 


436-73-A 

APPLICANT — Lauria  and  Rowe  for  Marie  Pavia,  owner. 

SUBJECT — Application  July  26,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 90  East  Loop  Road,  south  side, 
351.95  feet  west  of  Eastentry  Road,  Block  885,  Lot  15, 
Todt  Hill,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  E.  Lauria. 

ACTION  OF  BOARD — Laid  over  to  November  20,  1973, 
at  2  P.M.,  for  decision ;  hearing  closed. 


531-73-A 

APPLICANT — Charles  L.  Gittens  for  Theodore  W. 
Daniels,  owner. 

SUBJECT— Application  October  2,  1973 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  public  hall  access 
from  every  apartment. 

PREMISES  AFFECTED— 164,  166  and  168  West  136th 
Street,  south  side,  125  feet  east  of  Seventh  Avenue,  Block 
1920,  Lots  57,  58  and  158,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Charles  Gittens  and  T.  W.  Daniels,  Jr. 

ACTION  OF  BOARD — Laid  over  to  November  20,  1973, 
at  2  P.M.,  for  decision;  hearing  closed. 

Adjourned:  3:15  P.M. 

John  B.  Cincotta,  Executive  Director 
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^CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  October  30,  1973,  as  they 
appeared  in  Bulletin  44,  Vol.  58,  are  corrected  to  read  as 
follows : 

874-52-BZ 

APPLICANT— Atkin  and  Bassolino  for  Rita  Riedler  and 
Herman  Konig,  owners. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  for  extension  of  term  of  vari¬ 
ance  which  expired  May  28,  1973 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  7h  of  the  Zoning  Resolution,  permitting  in  a  resi¬ 
dence  use  district,  the  parking  and  storage  of  motor 
vehicles. 

PREMISES  AFFECTED— 1744-1750  Zerega  Avenue  and 
2403-2409  Fuller  Avenue,  northeast  corner,  Block  3997, 
Lot  1,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Harry  Atkin. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
June  9,  1953,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
October  23,  1973,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  June  9,  1953,  as  amended  through 
October  1,  1968,  only  as  to  the  term  of  the  variance,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“ granted  for  a  term  of  five  years  from  -the  date  of  this 

amended  resolution,  to  permit  . . ; 

on  condition  that  the  sidewalks  in  front  of  this  lot  on 
Zerega  Avenue  and  Fuller  Street  shall  be  paved  for  their 
full  width  in  accordance  with  the  rules  and  regulations 
of  the  Department  of  Highways ;  that  all  fences  shall  be 
made  to  comply  with  the  requirements  of  Section  25-66 
of  the  Zoning  Resolution;  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects,  and  that  a  new  Certificate  of  Occu¬ 
pancy  shall  be  obtained.”  (Alt.  833-52) 

*Correction :  The  calendar  number  is  corrected  to  read  as 
shown  above  in  italics  “874-52-BZ”  instead  of  “874-72-BZ.” 
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DIRECTORY 

BOARD  OF  STANDARDS  AND  APPEALS 


NOTICE  OF  PETITION  SERVED  ON  THE 
BOARD  OF  STANDARDS  AND  APPEALS 

i  0”JNoveiI1ber  1 4,  1973,  Notice  of  Petition  was  served  on  the  Board 
by  Walter  H  Crowley,  attorney  for  the  petitioners,  Steve  Toufexis, 
Anthony  Scudiere,  Alicia  Gonzales,  et  al.,  property  owners,  seeking  a 
review  of  the  Board  s  approval  on  October  16,  1973  of  the  application, 
•7oSoi  decision  of  the  Borough  Superintendent,  under  Section 

72-3 1  of  the  Zoning  Resolution,  to  permit  in  an  R6  and  Cl -2  district, 
tne  erection  of  a  six  story  and  cellar  multiple  dwelling  that  exceeds 
the  permitted  floor  area  ratio  and  has  less  than  the  required  open  space 
ratio  and  lot  area  per  room.  Calendar  Number  103-73-BZ;  Premises 

1L0  ffSo  AJ,enr’  S0UtJ?  side  139.77  feet  east  of  Broadway,  Block 
1842,  Cot  18,  Elmhurst,  Borough  of  Queens. 


JOSEPH  B.  KLEIN,  Chairman 
Philip  P.  Agusta,  Vice  Chairman 
Howard  B.  Hornstein 
Jeremiah  T.  Walsh 
Harry  M.  Carroll 
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DOCKET 

AUw  Ccfjfj  Filed  up  to  November  20,  1973 
Cal.  No.  Dept.  Premises  Affected 

597-73-BZ — B.R. — 60  Rupert  Street,  southeast  corner  of 
Soren  Street,  Block  1971,  Lot  7,  Willowbrook,  Borough 
of  Richmond,  Community  Board  #3,  N.B.  1566-71,  re¬ 
sky  exposure  plane. 


598-73-A — B.Q. — 155-17  Bridgeton  Street,  east  side,  160 
feet  south  of  155th  Street,  Block  14141,  Lot  160,  Howard 
Beach,  Borough  of  Queens,  N.B.  486-73,  re-  proposed 
frame  building,  R3-2  district. 


599-73-A — B.Q. — 155-21  Bridgeton  Street,  east  side,  200 
feet  south  of  155th  Street,  Block  14141,  Lot  58,  Howard 
Beach,  Borough  of  Queens,  N.B.  487-73,  re-  proposed 
frame  building,  R3-2  district. 


600-73-A — B.Q. — 155-25  Bridgeton  Street,  east  side,  240 
feet  south  of  155th  Street,  Block  14141,  Lot  54,  Howard 
Beach,  Borough  of  Queens,  N.B.  488-73,  re-  proposed 
frame  building,  R3-2  district. 


601-73-A — B.Q. — 155-29  Bridgeton  Street,  east  side,  280 
feet  north  of  156th  Avenue,  Block  14141,  Lot  53,  Bor¬ 
ough  of  Queens,  N.B.  489-73,  re-  proposed  frame  build¬ 
ing,  R3-2  district. 


602-73-A — B.Q. — 155-57  Bridgeton  Street,  northeast  cor¬ 
ner  of  156th  Avenue,  Block  14141,  Lot  38,  Borough  of 
Queens,  N.B.  496-73,  re-  proposed  frame  building,  R3-2 
district. 


603- 73-SM — Universal  Builders  Supply  Company  Incor¬ 
porated,  URW34,  ULW34,  manufactured  by  Universal 
Builders  Supply  Company  Incorporated,  Material. 

604- 73-SM — Powers  Fiat  Corporation,  jubilee  non-metal- 
lic  shower  cabinet,  manufactured  by  Powers-Fiat  Corpo¬ 
ration,  Material. 

605- 73-SM — Alpro  Acoustics  Division,  Alpro  A,  B,  C,  D, 
E,  F,  G,  H,  J,  Mark  7  and  Sigma  ceiling  and  wall  panels, 
manufactured  by  Alpro  Acoustics  Division,  Material. 


606- 73-BZ — B.M. — 240  East  76th  Street,  and  1441  to  1455 
Second  Avenue,  southwest  corner,  Block  1430,  Lot  21, 
Borough  of  Manhattan,  Community  Board  #8,  Alt.  No. 
1037-73,  re-  proposed  addition  of  floors  to  multiple  dwell¬ 
ing,  swimming  pool,  stores  and  garage,  Cl-9  district. 

607- 73-SM— Harbour  Industries  Incorporated,  teflon 
model  12-386,  manufactured  by  Harbour  Industries  In¬ 
corporated,  Material. 


608-73-SA — SGB  Steel  Scaffolding  and  Shoring  Com¬ 
pany  Incorporated,  SGB  hoist  and  tower,  manufactured 
by  SGB  Steel  Scaffolding  and  Shoring  Company  Incor¬ 
porated,  Appliance. 


609-73-BZ — B.Q. — 95-25  Queens  Boulevard,  north  side, 
from  62nd  Drive  to  Junction  Boulevard,  Block  2079,  Lot 
1,  Rego  Park,  Borough  of  Queens,  Community  Board 
#6,  N.B.  794-73,  re-  proposed  parking,  C4-2  district. 


610-73-BZ — B.B. — 1938  65th  Street,  south  side,  300  feet 
west  of  19th  Avenue,  Block  5555,  Lot  18,  Borough  of 
Brooklyn,  Community  Board  #11,  Alt.  No.  919-73,  re¬ 
proposed  rear  extension  and  terrace,  R5  district. 


611-73-A — B.B. — 1938  65th  Street,  south  side,  300  feet 
west  of  19th  Avenue,  Block  5555,  Lot  18,  Borough  of 


Brooklyn,  Alt.  919-73,  re-  frame  extension  to  one  family 
dwelling,  R5  district. 

612-73-BZ— B.Q— 185-01  to  185-09  141st  Avenue,  and 
140-19  to  140-41  Coombs  Street,  northeast  corner,  Block 
13044,  Lot  44,  Springfield  Gardens,  Borough  of  Queens, 
Community  Board  #13,  N.B.  746-73,  re-  proposed  garden 
apartment  condominiums  for  73  families,  R3-2  district. 


613-73-A — B.Q. — 185-01  to  185-09  141st  Avenue,  and  140- 
19  to  140-41  Coombs  Street,  northeast  corner,  Block 
13044,  Lot  44,  Springfield  Gardens,  Borough  of  Queens, 
N.B.  746-73,  re-  open  space,  R3-2  district. 


614-73-BZ — B.M. — 138  to  140  East  25th  Street,  south 
side,  94  feet  east  of  Lexington  Avenue,  Block  880,  Lot  1, 
Borough  of  Manhattan,  Community  Board  #6,  Alt.  No. 
1016,-73,  re-  proposed  vehicle  storage  establishment,  C6-3 
district. 


615-73-A — F.D. — Transportation  of  fuel  oil  in  tank  trucks 
through  City  streets  not  in  compliance  with  the  regula¬ 
tions  of  the  Administrative  Code. 


616- 73-SA — ADT  Company  Incorporated,  5940  Class  E 
fire  alarm  signaling  system,  manufactured  by  ADT  Com¬ 
pany  Incorporated,  Appliance. 

61 7- 73- A — B.M. — 220  West  34th  Street,  1  to  29  West 
33rd  Street,  southwest  corner  and  350  Fifth  Avenue, 
Block  835,  Lot  41,  Borough  of  Manhattan,  Building  De¬ 
partment  letter  of  10/17/73,  re-  entry  into  building  from 
stairway. 

618- 73-SA — Heat-Timer  Corporation,  MLS  smoke  alarm 
detector,  manufactured  by  Heat-Timer  Corporation,  Ap¬ 
pliance. 

619- 73-BZ — B.B. — 2940  Cropsey  Avenue,  northwest  cor¬ 
ner  of  Bay  53rd  Street,  Block  6949,  Lot  37,  Borough  of 
Brooklyn,  Community  Board  #13,  N.B.  293-73,  re-  pro¬ 
posed  eating  and  drinking  establishment,  sign,  R4  district. 


620-73-BZ — B.R. — 165  to  185  St.  Marks  Avenue,  north¬ 
east  corner  from  Nicholas  Street,  Block  13,  Lot  8,  St. 
George,  Borough  of  Richmond,  Community  Board  #1, 
N.B.  889,  888-70,  re-  proposed  installation  of  swimming 
pool,  R6  district. 


621-73-A — F.D. — 10-05  44th  Avenue,  northeast  corner  of 
10th  Street,  Block  453,  Lot  1,  Long  Island  City,  Bor¬ 
ough  of  Queens,  F.  D.  Letter  of  10/26/73,  re-  tank  drums. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


DECEMBER  18,  1973,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  December  18,  1973,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters ; 

545-71-BZ 

APPLICANT — Irwin  Emerman  for  Texaco,  Incorporated, 
owner. 

SUBJECT— -Application  for  consideration— reopening  for 
extension  of  time  to  complete  which  expired  December  7, 
1973 — decision  of  the  Borough  Superintendent;  previously 
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granted  on  condition  under  Section  73-211  of  the  Zoning 
Resolution,  permitting  in  a  C2-4  district,  the  erection  and 
maintenance  of  an  automotive  service  station  with  acces¬ 
sory  uses. 

PREMISES  AFFECTED— 4109  to  4119  Third  Avenue 
(4115  Third  Avenue  official),  523  Cross  Bronx  Express¬ 
way,  northwest  corner,  Block  2923,  Lot  37,  Borough  of  The 
Bronx. 


684-57-BZ 

APPLICANT — Larry  Meltzer  for  Louis  C.  Kaye,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  February  11, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7f,  7e,  7i  and  7  A  of  the 
Zoning  Resolution,  permitting  on  a  plot  located  partly 
within  a  business  use  district  and  partly  within  a  residence 
use  district,  on  a  portion  of  the  plot  within  the  business 
use  district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  lubritorium,  auto  washing-non  automatic, 
office  and  storage  and  sales  of  auto  accessories,  parking 
and  storage  of  more  than  five  (5)  cars  and  on  the  portion 
of  the  plot  in  a  residence  use  district  the  parking  and 
storage  of  cars  with  a  ground  sign  in  a  business  use  dis¬ 
trict,  and  with  curb  cuts  within  75  feet  of  residence  district. 

PREMISES  AFFECTED— 1841-1849  Cornage  Avenue 
(1845  official),  southeast  corner  of  Beach  19th  Street, 
Block  15563  (formerly  Block  79),  Lot  1,  Far  Rockaway, 
Borough  of  Queens. 


368-58-BZ 

APPLICANT — Lama  and  Vassalotti  for  Spiegel  Oil  Cor¬ 
poration  of  Staten  Island,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  January  6, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7e  and  7h  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station,  car 
wash,  lubritorium,  office  and  sales,  motor  vehicle  repairs 
and  parking  of  cars  awaiting  service. 

PREMISES  AFFECTED — 5770  Hylan  Boulevard,  south¬ 
west  corner  of  Seguine  Avenue,  Block  6699,  Lot  1,  Princess 
Bay,  Borough  of  Richmond. 


1055-61-BZ 

APPLICANT — Lama  and  Vassalotti  for  Walter  I.  Sakow, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
7e  of  the  Zoning  Resolution,  permitting  in  a  local  retail 
use  district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  lubritorium,  car  washing,  office,  minor 
repairs  with  hand  tools  only  and  the  parking  and  storage 
of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 1665  Bartow  Avenue,  north 
side,  from  Gun  Hill  Road,  to  Tieman  Avenue,  Block  4787, 
Lot  28  (formerly  Lots  28,  39  and  40),  Borough  of  The 
Bronx. 


766-57-BZ 

APPLICANT — Walter  T.  Gorman  for  Mobile  Oil  Com¬ 
pany,  long  term  lessee. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Sections 


7e  and  7i  of  the  Zoning  Resolution,  permitting  in  a  res¬ 
tricted  retail  use  district,  the  erection  and  maintenance  of 
a  gasoline  service  station,  motor  vehicle  repair  shop  with 
hand  tools  only,  lubritorium,  car  washing  (non-automatic), 
office  and  sales  and  parking  of  vehicles  awaiting  service. 

PREMISES  AFFECTED — 715  Soundvievv  Avenue,  south¬ 
west  corner  of  St.  Lawrence  Avenue,  Block  3596,  Lot  35, 
Borough  of  The  Bronx. 


287-70-BZ 

APPLICANT — Charles  A.  Brown  for  Lenox  Hill  Hospital, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  July  7,  1973 — 
decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Sections  72-21  and  73-641  of 
the  Zoning  Resolution,  permitting  in  an  R8,  RIO  and  Cl-9 
district,  the  erection  of  a  12  story  hospital  structure  that 
exceeds  the  permitted  lot  coverage  and  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED — 112  East  77th  Street,  south 
side,  from  Park  Avenue  to  Lexington  Avenue,  101  to  133 
East  76th  Street,  841  Park  Avenue,  1090  Lexington 
Avenue,  Block  1411,  Lot  1,  Borough  of  Manhattan. 


917-68-BZ 

APPLICANT — McGee  and  Morsellino  for  Caldo  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  September  26, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  Cl-2  and  R6  district,  at  an 
existing  two  story  office  and  store  building,  the  erection 
of  a  six  floor  enlargement  that  exceeds  the  permitted  floor 
area  ratio,  penetrates  the  sky  exposure  plane  and  extends 
into  the  residence  district. 

PREMISES  AFFECTED — 41-60  to  41-80  Main  Street, 
southwest  corner  of  Sanford  Avenue,  Block  5121,  Lot  23, 
Flushing,  Borough  of  Queens. 


205-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Max  Berman, 
Miklos  and  Regina  Tischler,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  July  5,  1973 — 
decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R5  district,  the  erection  of  a 
five  story  health  related  facility  that  exceeds  the  permitted 
floor  area  ratio  and  lot  coverage,  encroaches  on  the  re¬ 
quired  front  and  side  yards  and  penetrates  the  sky  ex¬ 
posure  plane. 

PREMISES  AFFECTED— 3002-3038  West  35th  Street, 
3502-3512  Surf  Avenue,  southwest  corner  and  3501-3511 
Riegelman  Boardwalk,  Block  7065,  Lot  25,  Borough  of 
Brooklyn. 


492-27-BZ — Vol.  Ill 

APPLICANT — Lama  and  Vassalotti  for  Robert  Kirsch, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Section 
7c  of  the  Zoning  Resolution,  permitting  in  a  business  and 
residence  use  district,  the  combining  of  an  existing  gaso- 
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line  service  station  with  an  existing  parking  lot  so  that  the 
use  will  be  a  gasoline  service  station  and  the  parking  and 
storage  of  motor  vehicles. 

PREMISES  AFFECTED— 1120-1144  East  New  York  Av¬ 
enue,  south  side,  from  East  98th  Street  to  Rockaway  Park¬ 
way  ;  2-12  East  98th  Street  and  5-21  Rockaway  Parkway, 
Block  4600,  Lots  1  and  7  (proposed  Lot  1  only),  Borough 
of  Brooklyn. 


404-73-BZ 

APPLICANT— Louis  Striar  for  Ford  Leasing  Development 
Company,  owner. 

SUBJECT— Application  July  5,  1973— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-01  (b)  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  C8-1  district,  in  conjunc¬ 
tion  with  the  erection  of  an  automobile  showroom  with 
sales  and  service,  the  installation  of  accessory  signs  that 
will  exceed  the  surface  area  along  a  residence  district 
boundary. 

PREMISES  AFFECTED— 1560  and  1570  Bruckner  Boule¬ 
vard,  1555  Story  Avenue,  southeast  corner  of  Boynton 
Avenue,  Block  3653,  Lot  1,  Borough  of  The  Bronx. 
Community  Board  #8. 

Laid  over  from  November  13,  1973,  at  the  request  of 

the  community  board. 


189-73-BZ 

APPLICANT — McGee  &  Morsellino  for  Flushing  Federal 
‘Savings  &  Loan  Association. 

SUBJECT — Application  March  29,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C4-2  district,  the  erection 
of  a  six  story  and  cellar  enlargement  to  an  existing  bank 
and  office  building  that  will  exceed  the  permitted  floor 
area  ratio,  penetrate  the  sky  exposure  plane  and  have  less 
than  the  required  accessory  parking. 

PREMISES  AFFECTED — 136-21  Roosevelt  Avenue,  north 
side,  175  feet  east  of  Main  Street,  Block  4980,  Lot  11, 
Flushing,  Borough  of  Queens.  Community  Board  #7. 

Laid  over  from  November  20,  1973,  for  hearing;  com¬ 
munity  board  to  be  notified. 


101-73-BZ 

APPLICANT— McGee  and  Morsellino  for  Monika  Bischoff, 
owner. 

SUBJECT — Application  February  15,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  enlarge¬ 
ment  in  area  of  the  attic  of  a  one  family  dwelling  that 
increases  the  degree  of  non-compliance  within  the  side 
yard. 

PREMISES  AFFECTED— 139-12  86th  Road,  south  side, 
102.26  feet  east  of  139th  Street,  Block  9708,  Lot  11, 
Jamaica,  Borough  of  Queens.  Community  Board  #12. 


571-73-A 

APPLICANT — McGee  &  Morsellino  for  Monika  Bischoff, 
owner. 

SUBJECT — Application  October  26,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  reliving  rooms 
with  contrary  headroom. 

PREMISES  AFFECTED— 139-12  86th  Road,  south  side, 
102.26  feet  east  of  139th  Street,  Block  9708,  Lot  11, 
Jamaica,  Borough  of  Queens. 


401-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Keco  Corpora¬ 
tion,  owner. 

SUBJECT — Application  July  3,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-3  district,  the  erection  of  an 
eleven  story  and  cellar  nursing  home  and  health  related 
facility  that  exceeds  the  permitted  floor  area  ratio. 

PREMISES  AFFECTED— 311  West  231st  Street,  north¬ 
east  corner  of  Irwin  Avenue,  Block  5714,  Lot  141,  Bor¬ 
ough  of  The  Bronx.  Community  Board  #14. 


427-73-BZ 

APPLICANT — Daniel  J.  O’Connell  for  Luval  Holding 
Company,  owner. 

SUBJECT — Application  July  17,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-411  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  extension  of 
the  term  of  variance  for  a  garage  for  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED — 627  Leland  Avenue,  west  side, 
175  feet  south  of  Seward  Avenue,  Block  3560,  Lot  56, 
Borough  of  The  Bronx.  Community  Board  #2. 


473-73-BZ 

APPLICANT — Upham,  Meeker  &  Weithorn  for  Jaybar 
Realty  Corporation,  owner ;  Melpal  Restaurant,  Incorpo¬ 
rated,  lessee. 

SUBJECT — Application  August  17,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  73-241  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-4  district,  in  an  existing 
one  story  building  occupied  with  retail  stores  the  addition 
to  the  uses  of  one  store  occupied  as  a  restaurant  to  include 
cabaret. 

PREMISES  AFFECTED — 1784  Jerome  Avenue,  east  side, 
52.6  feet  south  of  176th  Street,  Block  2850,  Lot  9,  Bor¬ 
ough  of  The  Bronx.  Community  Board  #5. 


553-73-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Crosstown 
Parking  Corporation,  owner. 

SUBJECT — Application  October  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  M 1  -6  district,  the  erection  of  a 
three  story  building  for  use  as  an  indoor  tennis  establish¬ 
ment  with  roof  tennis  that  encroaches  on  the  required  rear 
yard  and  rear  yard  equivalent. 

PREMISES  AFFECTED— 15  to  23  West  30th  Street  and 
18  to  22  West  31st  Street,  north  side,  182.75  feet  east  of 
Broadway,  Block  832,  Lots  27,  29,  30,  31,  56,  57  and  58, 
Borough  of  Manhattan.  Community  Board  #5. 


554-73-A 

APPLICANT — Dominick  Salvati  and  Son  for  Crosstown 
Parking  Corporation,  owner. 

SUBJECT — Application  October  16,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent — re-  air  supported 
structures,  stairs. 

PREMISES  AFFECTED— 15  to  23  West  30th  Street  and 
18  to  22  West  31st  Street,  north  side,  182.75  feet  East  of 
Broadway,  Block  832,  Lots  27,  29,  30,  31,  56,  57,  and  58, 
Borough  of  Manhattan. 


242-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Madison  Prop¬ 
erties  Company,  owner. 
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SUBJECT — Application  April  5,  1972 — decision  of  the 
Borough  Superintendent  under  Sections  11-413  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R6  district,  in  an 
existing  one  story  and  cellar  building  previously  before 
the  Board,  the  change  in  occupancy  from  accessory  storage 
to  offices  and  retail  store. 

PREMISES  AFFECTED— 1612-1624  East  16th  Street, 
west  side,  100  feet  south  of  Avenue  P,  Block  6778,  Lot  10, 
Borough  of  Brooklyn.  Community  Board  #14. 

Laid  over  from  November  7,  1973,  for  new  notices  to 
be  sent. 


258-73-BZ 

APPLICANT — Lichtner  Associates  for  Louis  Mintz,  owner. 
SUBJECT — Application  April  30,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of  a 
three  story  multiple  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  has  less  than  the  required  open  space  ratio, 
lot  area  per  room  and  accessory  parking  and  with  balconies 
and  parking  in  the  required  open  space. 

PREMISES  AFFECTED— 160-46  to  160-50  102nd  Street, 
west  side,  140  feet  south  of  160th  Avenue,  Block  14225, 
Lot  40,  (Howard  Beach),  Borough  of  Queens.  Community 
Board  #10. 

Laid  over  from  November  13,  1973,  for  continued 
hearing;  applicant  to  send  out  proper  notification. 


259-73-BZ 

APPLICANT — Lichtner  Associates  for  Louis  Mintz,  owner. 
SUBJECT — Application  April  30,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of  a 
three  story  multiple  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  has  less  than  the  required  open  space  ratio, 
lot  area  per  room  and  accessory  parking  and  with  balconies 
and  parking  in  the  required  open  space. 

PREMISES  AFFECTED— 160-38  to  160-42  102nd  Street, 
west  side,  140  feet  south  of  160th  Avenue,  Block  14225, 
Lot  40,  (Howard  Beach),  Borough  of  Queens.  Community 
Board  #10. 

Laid  over  from  November  13,  1973,  for  continued 
hearing;  applicant  to  send  out  proper  notification. 


260-73-BZ 

APPLICANT — Lichtner  Associates  for  Louis  Mintz,  owner. 
SUBJECT — Application  April  30,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-1  district,  the  erection 
of  a  three  story  multiple  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  .per  room  and  accessory  parking  and 
with  balconies  and  parking  in  the  required  open  space. 
PREMISES  AFFECTED— 160-16  to  160-20  102nd  Street, 
west  side,  140  feet  south  of  160th  Avenue,  Block  14225, 
Lot  40,  (Howard  Beach),  Borough  of  Queens.  Com¬ 
munity  Board  #10. 

Laid  over  from  November  13,  1973,  for  continued 
hearing;  applicant  to  send  out  proper  notification. 


261-73-BZ 

APPLICANT — Lichtner  Associates  for  Louis  Mintz,  owner. 

SUBJECT— Application  April  30,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of 
a  three  story  multiple  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  has  less  than  the  required  open  space 


ratio,  lot  area  per  room  and  accessory  parking  and  with 
balconies  and  parking  in  the  required  open  space. 
PREMISES  AFFECTED— 160-24  to  160-34  102nd  Street, 
west  side,  240  feet  south  of  160th  Avenue,  Block  14225, 
Lot  40,  (Howard  Beach),  Borough  of  Queens.  Community 
Board  #10. 

Laid  over  from  November  13,  1973,  for  continued 
hearing;  applicant  to  send  out  proper  notification. 

JOSEPH  B.  KLEIN,  Chairman 


DECEMBER  18,  1973,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  December  18,  1973,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

478-73-A 

APPLICANT — Charles  Spindler  for  2247  Company,  c/o 
Helmsley  Spear,  Incorporated,  owner. 

SUBJECT— Application  August  13,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Elevator  in 
Readiness. 

PREMISES  AFFECTED— 247-63  West  37th  Street,  north 
side,  100  feet  east  of  8th  Avenue,  Block  787,  Lot  11, 
Borough  of  Manhattan. 


519-73-A 

APPLICANT — Charles  Spindler  for  304  East  45th  Street 
Association,  c/o  Williams  &  Company,  owner. 

SUBJECT — -Application  September  20,  1973 — appeal  from 
a  decision  of  the  Fire  Commissioner  re-  Elevator  in 
Readiness. 

PREMISES  AFFECTED— 304-20  East  45th  Street,  south 
side,  90  feet  east  of  Second  Avenue,  Block  1337,  Lot  40, 
Borough  of  Manhattan. 


574-73-A 

APPLICANT — Herman  J.  Jessor  for  Starrett  City,  In¬ 
corporated,  owner. 

SUBJECT — Application  October  30,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  fuel  oil  storage  tank 
in  residential  district. 

PREMISES  AFFECTED — 165  Elmira  Loop,  northeast 
corner  of  Schroeders  Avenue,  Block  4452,  Lot  85, 
Borough  of  Brooklyn. 

JOSEPH  B.  KLEIN,  Chairman 


JANUARY  8,  1974,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  January  8,  1974,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

481-69-BZ 

APPLICANT — Peter  Cardiello,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  extension  of  time  to  complete 
which  expired  June  8,  1973 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  permitting  in  a  C8-1 
district,  the  erection  of  a  fifth  floor  for  use  as  an  accessory 
restaurant  that  increases  the  degree  of  non-compliance  in 
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floor  area  ratio  and  penetration  of  the  sky  exposure  plane 
and  the  change  in  occupancy  from  warehouse  to  a  health 
club  without  the  required  accessory  loading  and  parking. 

PREMISES  AFFECTED — 448  87th  Street,  south  side,  134 
feet  west  of  Fifth  Avenue,  Block  6050,  Lot  28,  Borough  of 
Brooklyn. 

703-56-BZ 

APPLICANT — Lama  and  Vassalotti  for  Arnold  T.  Milton 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  November  18, 
1973— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7e  and  7h  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station,  lubri- 
torium,  car  washing — non-automatic,  motor  vehicle  repairs, 
sale  of  accessories,  office  and  parking  of  more  than  five  (5) 
motor  vehicles  awaiting  service. 

PREMISES  AFFECTED— 144-27  to  144-35  Farmers  Boule¬ 
vard,  east  side,  from  144th  Road  to  North  Conduit  Avenue, 
179-12  to  179-20  144  th  Road  and  179-01  to  179-13  North 
Conduit  Avenue,  Block  13090,  Lot  4,  (formerly  Lots  4  and 
95),  South  Ozone  Park,  Borough  of  Queens. 

115-58-BZ 

APPLICANT — Kenneth  H.  Koons  for  Robert  Ahders, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  November  13, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  local  retail  use  district,  the  extension 
of  parking,  from  the  present  four  (4)  car  metal  garage  to 
include  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles  on  the  unbuilt  upon  portion  of  the  premises. 

PREMISES  AFFECTED — 1061  Ogden  Avenue,  west  side, 
70  feet  north  of  West  165th  Street,  Block  2526,  Lot  32, 
Borough  of  The  Bronx. 


494-72-BZ 

APPLICANT — Stanley  H.  Klein  for  Joseph  Patashny  and 
Robert  Haskell,  owners. 

SUBJECT — Application  for  consideration— reopening  for 
extension  of  time  to  complete  which  expired  November  14, 
1973- — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of  a 
three  story  and  cellar  two  family  dwelling,  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room,  encroaches  on  the  re¬ 
quired  front  yard  and  side  yard,  penetrates  the  sky  exposure 
plane  and  the  accessory  parking  within  the  front  yard. 

PREMISES  AFFECTED — 628  92nd  Street,  southeast  cor¬ 
ner  of  Dahlgren  Place,  Block  6142,  Lot  46,  Borough  of 
Brooklyn. 


495-72-BZ 

APPLICANT — Stanley  H.  Klein  for  Joseph  Patashny  and 
Robert  Haskell,  owners. 

SUBJECT — Application  for  consideration- — reopening  for 
extension  of  time  to  complete,  which  expired  November  14, 
1973 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of  a 
three  story  and  cellar  two  family  dwelling  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 


open  space  ratio  and  lot  area  per  room,  encroaches  on  the 
required  front  yard  and  side  yard,  penetrates  the  sky  ex¬ 
posure  plane  and  the  accessory  parking  within  the  front 
yard. 

PREMISES  AFFECTED— 630  92nd  Street,  southeast  cor¬ 
ner  of  Dahlgren  Place,  Block  6142,  Lot  46,  Borough  of 
Brooklyn. 

496-72-BZ 

APPLICANT — Stanley  H.  Klein  for  Joseph  Patashny  and 
Robert  Haskell,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete,  which  expired  November  14, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of  a 
three  story  and  cellar  two  family  dwelling,  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room,  encroaches  on  the 
required  front  yard  and  side  yard,  penetrates  the  sky  ex¬ 
posure  plane  and  the  accessory  parking  within  the  front 
yard. 

PREMISES  AFFECTED — 632  92nd  Street,  southeast  cor¬ 
ner  of  Dahlgren  Place,  Block  6142,  Lot  46,  Borough  of 
Brooklyn. 


497-72-BZ 

APPLICANT — Stanley  H.  Klein  for  Joseph  Patashny  and 
Robert  Haskell,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete,  which  expired  November  14, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of  a 
three  story  and  cellar  two  family  dwelling,  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room,  encroaches  on  the 
required  front  yard  and  side  yard,  penetrates  the  sky  ex¬ 
posure  plane  and  the  accessory  parking  within  the  front 
yard. 

PREMISES  AFFECTED — 634  92nd  Street,  southeast  cor¬ 
ner  of  Dahlgren  Place,  Block  6142,  Lot  46,  Borough  of 
Brooklyn. 


498- 72-BZ 

APPLICANT — Stanley  H.  Klein  for  Joseph  Patashny  and 
Robert  Haskell,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete,  which  expired  November  14, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of  a 
three  story  and  cellar  two  family  dwelling,  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room,  encroaches  on  the 
required  front  yard  and  side  yard,  penetrates  the  sky  ex¬ 
posure  plane  and  the  accessory  parking  within  the  front 
yard. 

PREMISES  AFFECTED — 636  92nd  Street,  southeast  cor¬ 
ner  of  Dahlgren  Place,  Block  6142,  Lot  46,  Borough  of 
Brooklyn. 

499- 72-BZ 

APPLICANT — Stanley  H.  Klein  for  Joseph  Patashny  and 
Robert  Haskell,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  November  14, 


938 


CALENDAR 


1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of  a 
three  story  and  cellar  two  family  dwelling,  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room,  encroaches  on  the 
required  front  yard  and  side  yard,  penetrates  the  sky  ex¬ 
posure  plane  and  the  accessory  parking  within  the  front 
yard. 

PREMISES  AFFECTED — 638  92nd  Street,  southeast  cor¬ 
ner  of  Dahlgren  Place,  Block  6142,  Lot  46,  Borough  of 
Brooklyn. 


500-72-BZ 

APPLICANT — Stanley  H.  Klein  for  Joseph  Patashny  and 
Robert  Haskell,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  November  14, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of  a 
three  story  and  cellar  two  family  dwelling,  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room,  encroaches  on  the 
required  front  yard  and  side  yard,  penetrates  the  sky  ex¬ 
posure  plane  and  the  accessory  parking  within  the  front 
yard. 

PREMISES  AFFECTED — 640  92nd  Street,  southeast  cor¬ 
ner  of  Dahlgren  Place,  Block  6142,  Lot  46,  Borough  of 
Brooklyn. 


501-72-BZ 

APPLICANT — Stanley  H.  Klein  for  Joseph  Patashny  and 
Robert  Haskell,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  November  14, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of  a 
three  story  and  cellar  two  family  dwelling,  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room,  encroaches  on  the 
required  front  yard  and  side  yard,  penetrates  the  sky  ex¬ 
posure  plane  and  the  accessory  parking  within  the  front 
yard. 

PREMISES  AFFECTED — 626  92nd  Street,  southeast  cor¬ 
ner  of  Dahlgren  Place,  Block  6142,  Lot  46,  Borough  of 
Brooklyn. 


224-73-BZ 

APPLICANT — Consolidated  Edison  Company  of  New  York 
for  City  of  New  York,  owner;  Consolidated  Edison  Com¬ 
pany  of  New  York,  lessee. 

SUBJECT — Application  April  13,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  M3  district,  the  erection  of  a 
replacement  accessory  stack  for  an  existing  steam  plant. 

PREMISES  AFFECTED — 1100  York  Avenue,  northeast 
comer  of  69th  Street,  Block  1474,  Lot  7,  Borough  of  Man¬ 
hattan.  Community  Board  #8. 

Laid  over  from  November  20,  1973,  for  hearing  at  the 

request  of  the  community  board;  no  further  layovers. 


40-73-BZ 

APPLICANT — Gaspare  Rosario  Santoro  for  Anthony 
Licastri,  owner. 


SUBJECT — Application  January  22,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  two  story  enlargement  to  an  existing  store  and  residential 
building  that  increases  the  degree  of  non-conformity  and 
non-compliance. 

PREMISES  AFFECTED— 128  Sand  Lane,  west  side,  40.01 
feet  south  of  McClean  Avenue,  Block  3274,  Lots  32,  30, 
South  Beach,  Borough  of  Richmond.  Community  Board  #3. 


449-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Daughters  of 
Jacob  Geriatric  Center,  Incorporated,  owner. 

SUBJECT — Application  July  31,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-01  (b)  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R7-1  district,  the 
conversion  of  an  existing  six  story  nursing  home  to  a  resi¬ 
dence  for  the  elderly  that  encroaches  on  the  required  inner 
court  and  on  the  minimum  distance  between  buildings. 

PREMISES  AFFECTED— 321-335  East  167th  Street  and 
1151-1201  Teller  Avenue,  northeast  corner,  Block  2435,  Lot 
45,  Borough  of  The  Bronx.  Community  Board  #4. 


450-73-A 

APPLICANT — Leonard  F.  Rothkrug  for  Daughters  of 
Jacob  Geriatric  Center,  Incorporated,  owner. 

SUBJECT — Application  July  31,  1973 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  outer  court,  bulk¬ 
head. 

PREMISES  AFFECTED— 321-335  East  167th  Street,  and 
1151-1201  Teller  Avenue,  Block  2435,  Lot  45,  Borough  of 
The  Bronx. 


456-73-BZ 

APPLICANT — Weinberg  &  Kirshenbaum  for  Ciro  Accardo, 
owner. 

SUBJECT — Application  August  7,  1973 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-62 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-3  district,  in 
an  existing  three  story  mixed  building,  the  erection  of  a 
one  story  enlargement  to  the  first  floor  restaurant  that 
increases  the  degree  of  non-compliance  in  floor  area  ratio 
and  the  lot  area  requirements. 

PREMISES  AFFECTED— 6009  8th  Avenue,  east  side,  80 
feet  south  of  60th  Street,  Block  5714,  Lot  6,  Borough  of 
Brooklyn.  Community  Board  #12. 


466-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Harold,  Frederick 
A.  and  Sophie  Menowitz  and  Carol  M.  Penn,  owners, 
Emigrant  Savings  Bank,  lessee. 

SUBJECT — Application  August  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-01  (b)  of  the 
Zoning  Resolution,  to  permit  in  a  C8-1  district,  the  instal¬ 
lation  of  a  non- flashing  illuminated  sign  that  exceeds  the 
permitted  height  above  curb  level  and  the  permitted  surface 
area  along  a  district  boundary. 

PREMISES  AFFECTED — 91-31  Queens  Boulevard,  north¬ 
east  corner  of  60th  Avenue,  Block  1861,  Lot  1,  Elmhurst, 
Borough  of  Queens.  Community  Board  #4. 

JOSEPH  B.  KLEIN,  Chairman 


JANUARY  8,  1974,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  morning,  January  8,  1974,  at  2  o’clock  at  80  Lafayette 
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Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 


438-73-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Kent  Realty. 

SUBJECT — Application  July  26,  1973 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 136-49— 51-53  Roosevelt  Av¬ 
enue,  north  side,  433.29  feet  north  of  Union  Street,  Block 
4980,  Lot  64,  Flushing,  Borough  of  Queens. 


439-73-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Kent  Realty. 

SUBJECT — Application  July  26,  1973 — -for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 136-43,  45,  47,  47A  Roosevelt 
Avenue,  north  side,  425  feet  east  of  Main  Street,  Block 
4980,  Lot  67,  Flushing,  Borough  of  Queens. 

477-73-A 

APPLICANT — Harry  Soled  for  Cong.  Kol  Israel,  Rabbi 
Raphael  Harari,  owner. 


SUBJECT— Application  August  9,  1973— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  extension  of 
use  of  synagogue,  contrary  to  Cal.  61 0-72- A. 

PREMISES  AFFECTED— 3211  Bedford  Avenue,  north¬ 
east  corner  of  Avenue  Iv,  Block  7607,  Lot  8,  Borough  of 
Brooklyn. 

509-73-A 

APPLICANT — Stephen  J.  Murphy  for  Concourse  Man¬ 
agement  Company,  owner. 

SUBJECT — Application  September  13,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  installation  of 
approved  wet  sprinkler  system. 

PREMISES  AFFECTED— 2465-81  Jerome  Avenue  and 
1-9  West  Fordham  Road,  northwest  corner,  Block  3200, 
Lot  20,  Borough  of  The  Bronx. 

591-73-A 

APPLICANT — Gulf  Oil  Corporation,  owner. 

SUBJECT — Application  November  7,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  packaging  of  com¬ 
bustible  mixture  known  as  “Gulfpride  Marine-G  Outboard 
Lubricant  in  eight  (8)  ounce  metal  cans,  not  in  com¬ 
pliance  with  regulations  of  the  Administrative  Code  of 
New  York  City. 

JOSEPH  B.  KLEIN,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  NOVEMBER  20,  1973,  10  A.M. 

Present:  Chairman  Klein,  Vice  Chairman  Agusta, 

Commissioner  Hornstein,  Commissioner  Walsh  and 
Commissioner  Carroll. 


The  minutes  of  the  regular  meeting  of  the  Board  held  on 
Wednesday  morning  and  afternoon,  November  7,  1973,  were 
approved  as  printed  in  the  Bulletin  of  November  15,  1973, 
Vol.  58,  No.  46. 


765-50-BZ — Vol.  II 

APPLICANT — Robert  Gottlieb  for  John  F.  Smith  and 
Bonnie  Lee  Smith,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  July  14,  1973 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  7e  and  21  of  the  Zon¬ 
ing  Resolution,  permitting  in  the  retail  use,  D  area  district 
portion  of  the  plot,  the  extension  to  existing  funeral  parlor, 
residence  and  one  car  garage  and  the  erection  of  a  two 
car  garage,  using  more  than  the  area  permitted ;  and  to 
permit  a  loading  space  and  the  parking  and  storage  of 
motor  vehicles  in  residence  use  portion  of  plot  (previously 
granted  by  the  Board,  the  erection  and  maintenance  of  a 
business  building  on  vacant  portion  of  plot,  using  more  than 
the  area  permitted). 

PREMISES  AFFECTED — 1430-1436  Unionport  Road,  east 
side  43  feet  south  of  Olmstead  Avenue  and  1339-1343 
Odell  Street,  Block  3933,  Lot  51  (formerly  Lot  55),  Bor- 

Iough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Gerald  Levy. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  July  14,  1953,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
November  20,  1973,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  14, 
1953,  only  as  to  the  term  of  variance,  so  that  as  amended 
this  portion  of  the  resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  . ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.”  (Alt.  260-53) 

f  _ 

128-58-BZ 

APPLICANT — Charles  M.  Spindler  for  Task  Realty  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  for  extension  of  term  of  vari¬ 
ance  which  expired  July  1,  1973 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Sections  7e,  7f  and  7i  of  the  Zoning  Resolution,  permitting 
in  a  business  use  district,  the  erection  and  maintenance  of 
a  gasoline  service  station,  lubritorium,  auto  laundry — non¬ 
automatic,  office  sale  of  accessories,  minor  repairs  for 


adjustments  with  hand  tools  only,  safety  inspection  station 
and  parking  and  storage  of  motor  vehicles. 

PREMISES  AFFECTED — 285-303  McGuiness  Boulevard 
(formerly  285  303  Oakland  Street)  west  side,  block  front 
between  India  Street  and  Java  Street,  Block  2541,  Lot  30, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  B.  J.  Amato. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
July  1,  1958,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  20,  1973,  after  due  notice  by  publication  in 
the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  July  1,  1958,  only  as  to  the  term 
of  the  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“ granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.”  (N.B.  216-58) 


361-67-BZ 

APPLICANT — Carb,  Luria,  Glassner,  Cook  and  Kufeld  for 
Wards  Construction  Company,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  for  extension  of  term  of  vari¬ 
ance  which  expires  September  22,  1974 — decision  of  the 
Borough  Superintendent ;  previously  granted  on  condition 
under  Section  72-21  of  the  Zoning  Resolution,  permitting 
in  an  R8  district,  the  construction  and  maintenance  of  a 
public  parking  lot  for  a  term  of  five  years. 

PREMISES  AFFECTED— 234  East  27th  Street,  south 
side,  100  feet  west  of  2nd  Avenue,  Block  907,  Part  of  Lot 
39,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Elliot  F.  Glassberg. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
December  5,  ,1967,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  20,  1973,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  December  5,  1967,  as  amended 
through  November  8,  1972,  only  as  to  the  term  of  the  vari¬ 
ance,  so  that  as  amended  this  portion  of  the  resolution  shall 
read : 

“ granted  for  a  term  to  expire  on  September  22,  1974, 
to  permit  .  .  .  ;  that  other  than  as  herein  amended  the 
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resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  464-67) 


90-71-BZ 

APPLICANT— Joseph  Lynch  for  Humble  Oil  and  Refining 
Company,  owner. 

SUBJECT— For  Consideration— dismissal  for  lack  of  prose¬ 
cution — application  February  17,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-11  Cg)  apd 
73-211  of  the  Zoning  Resolution,  to  permit  in  a  C2-1  dis¬ 
trict,  the  enlargement  in  lot  area  and  the  reconstruction  of 
an  automotive  service  station  with  accessory  uses. 

PREMISES  AFFECTED— 1818  to  1826  Victory  Boulevard, 
south  side,  64.0  feet  east  of  Lester  Street,  Block  704,  Lot  4, 
7,  Port  Richmond,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  THE  BOARD— Application  dismissed  for 
lack  of  prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 

Commissioner  Carroll  .  5 

Negative:  .  0 

321-72-A 

APPLICANT— Norman  Reiffman  for  East  New  York 
Properties,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
amendment  of  resolution — appeal  from  a  decision  of  the 
Borough  Superintendent  re-  omission  of  stand  pipe;  pre¬ 
viously  granted  on  condition. 

PREMISES  AFFECTED — 1000  Pennsylvania  Avenue, 
southwest  corner  of  Wortman  Avenue,  Block  4389,  Lot  1, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  S.  Niego. 

For  Administration:  C.  Palmieri,  F.  D. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
July  11,  1972,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  11, 
1972  by  adding  thereto : 

“that  the  requirement  for  the  water  flow  alarm  to  be 
connected  to  the  central  office  station  be  and  it  hereby  is 
deleted  from  the  resolution,  on  condition  that  a  super¬ 
vision  system  shall  be  installed  which  will  detect  auto¬ 
matic  sprinkler  waterflow,  dry  pipe  system  low  air  pres¬ 
sure,  operation  of  both  motor  and  engine  driven  fire 
booster  pumps,  etc.,  in  addition  to  operation  of  other 
security  systems ;  that  the  display  console,  which  will  be 
constantly  manned,  and  wiring  circuits  will  be  “Class 
B”  supervised  whereby  any  interruption  of  the  circuits 
will  be  detected  and  displayed  at  the  console,  in  addition 
to  normal  alarms;  that  the  display  console  shall  be  at¬ 
tended  twenty-four  hours  a  day,  seven  days  a  week ; 


that  the  operation  of  the  system  shall  be  tested  in  the 
presence  of  a  representative  from  the  Fire  Department 
and  to  tire  satisfaction  of  the  Fire  Commissioner;  and 
that  other  than  as  herein  amended  the  resolution  above 
cited  shall  be  complied  with  in  all  respects.”  (N.B. 
111-71  and  Std.  P.  170-72) 


195-71-BZ 

APPLICANT — Lichtner  Associates  for  E.  L.  B.  Realty 
Corporation,  owner. 

SUBJECT — For  Consideration — dismissal  for  lack  of  prose¬ 
cution — application  April  5,  1971 — decision  of  the  Borough 
Superintendent  under  Sections  73-19  and  73-50  of  the 
Zoning  Resolution,  to  permit  in  a  C8-2  district,  the  erection 
of  a  two  story  and  cellar  school  that  encroaches  on  the 
required  yard  along  a  district  boundary. 

PREMISES  AFFECTED— 631  Utica  Avenue,  east  side, 
42.21  feet  south  of  Winthrop  Street,  Block  4620,  Lot  50, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  THE  BOARD — Application  dismissed  for 
lack  of  prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 

Commissioner  Carroll  .  5 

Negative:  .  0 


721-71-BZ 

APPLICANT — I.  Daniel  Weisberg  for  Madison  59th  Street 
Corporation,  owner ;  Schrafft’s  Restaurant,  lessee. 

SUBJECT — For  consideration — dismissal  for  lack  of  prose¬ 
cution — application  November  9,  1971 — decision  of  the  Bor¬ 
ough  Superintendent;  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C5-3  district,  in  an  existing 
office  building,  the  addition  to  the  uses  of  the  basement 
restaurant  to  include  cabaret. 

PREMISES  AFFECTED — 621  to  625  Madison  Avenue, 
northeast  corner  of  58th  Street  East,  Block  1294,  Lot  46, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 


722-71-A 

APPLICANT — I.  Daniel  Weisberg  for  Madison  59th  Street 
Corporation,  owner ;  Schrafft’s  Restaurant,  lessee. 

SUBJECT — For  consideration — dismissal  for  lack  of  prose¬ 
cution — application  November  9,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED— 621  to  625  Madison  Avenue, 
northeast  corner  of  East  58th  Street,  Block  1294,  Lot  46, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 
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THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 


352-71-BZ 

APPLICANT — Charles  M.  Shapiro  and  Sons  for  Francisco 
Mannarino,  owner. 

SUBJECT — For  consideration — dismissal  for  lack  of  prose¬ 
cution — application  May  28,  1971 — decision  of  the  Borough 
Superintendent,  under  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R4  district,  the  erection  of  a  two 
story  and  basement  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room,  encroaches  on  the  re¬ 
quired  side  and  rear  yards  and  with  accessory  parking 
within  the  front  yard. 

PREMISES  AFFECTED— 2521  East  16th  Street,  east  side, 
175  feet  south  of  Avenue  Y,  Block  7437,  Lot  69,  Borough 
of  Brooklyn. 


APPEARANCES— 

For  Applicant:  Elliot  J.  Shapiro. 

ACTION  OF  BOARD — Application  taken  off  dismissal  list 
and  referred  to  the  engineer. 


353-71-BZ 

APPLICANT — Charles  M.  Shapiro  and  Sons  for  Francisco 
Mannarino,  owner. 

SUBJECT — For  consideration — dismissal  for  lack  of  prose- 
cuti  n — application  May  28,  1971 — decision  of  the  Borough 
Superintendent,  under  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R4  district,  the  erection  of  a  two 
story  and  basement,  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room  encroaches  on  the  re¬ 
quired  side  and  rear  yard  and  with  accessory  parking 
within  the  front  yard. 

PREMISES  AFFECTED— 2523  East  16th  Street,  east  side, 
200  feet  south  of  Avenue  Y,  Block  7437,  Lot  68,  Borough 
of  Brooklyn. 

APPEARANCES— 

(For  Applicant :  Elliot  J.  Shapiro. 

ACTION  OF  BOARD — Application  taken  off  dismissal  list 
and  referred  to  the  engineer. 

492-27-BZ — Vol.  Ill 

L 

APPLICANT — Lama  and  Vassalotti  for  Robert  Kirsch, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
7c  of  the  Zoning  Resolution,  permitting  in  a  business  and 
residence  use  district,  the  combining  of  an  existing  gaso¬ 
line  service  station  with  an  existing  parking  lot  so  that  the 
use  will  be  a  gasoline  service  station  and  the  parking  and 
storage  of  motor  vehicles. 

PREMISES  AFFECTED— 1120-1144  East  New  York  Ave¬ 
nue,  south  side,  from  East  98th  Street  to  Rockaway  Park¬ 
way  :  2-12  East  98th  Street  and  5-21  Rockaway  Parkway, 
Block  4600,  Lots  1  and  7  (proposed  Lot  1  only),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  James  E.  Vassalotti. 

ACTION  OF  BOARD — Laid  over  to  December  18,  1973, 
at  10  A.M.,  Special  Order  Calendar;  applicant  to  notify 


community  board  of  date  of  hearing  and,  send  copy  of 
application  and  drawings. 

341-72-A 

APPLICANT — Salamon  and  Salamon  for  Wallace  and 
Wallace  Fuel  Oil  Company,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — appeal  from  a  decision  of  the  Fire 
Commissioner  re-  Fuel  Oil  Transportation  trucks;  pre¬ 
viously  granted  on  condition. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  C.  Palmieri  F.  D. 

ACTION  OF  BOARD — Laid  over  to  December  4,  1973,  at 
10  A.M.,  Special  Order  Calendar,  at  the  request  of  the 
applicant. 


77-73-BZ 

APPLICANT — Andrew  Tsarsis  for  Shiloh  Homes,  Incor¬ 
porated,  owner. 

SUBJECT — Application  January  31,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection 
of  a  one  story  building  for  use  as  retail  stores  with  ac¬ 
cessory  parking  in  the  open  area. 

PREMISES  AFFECTED— 8301-8309  Flatlands  Avenue, 
763-775  East  83rd  Street,  northeast  corner,  Block  8004, 
Lots  7,  9,  Borough  of  Brooklyn.  Community  Board  #17. 

APPEARANCES— 

For  Applicant :  Andrew  Tsarsis  and  Henry  P.  Shang. 
For  Opposition:  Herbert  Freedman,  Lenore  Hochman 
and  John  Sancetta. 

ACTION  OF  BOARD — Laid  over  to  December  4,  1973,  at 
10  :00  A.M.,  for  continued  hearing. 


99-73-BZ 

APPLICANT — Otto  J.  &  Warren  A.  Sambach  for  Edward 
D.  Jamie,  owner. 

SUBJECT — Application  February  14,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  73-27  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  and  R6  district,  the 
erection  of  a  two  story  building  for  use  as  a  funeral  estab¬ 
lishment  with  accessory  parking  and  with  a  garage  ramp 
within  the  required  rear  yard. 

PREMISES  AFFECTED — 141-26  Northern  Boulevard, 
south  side,  202.54  feet  east  of  Bowne  Street,  Block  5012, 
Lot  33,  Flushing,  Borough  of  Queens.  Community  Board 

#7. 

APPEARANCES— 

For  Applicant :  Warren  A.  Sambach  and  Edward  D. 
Jamie. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  December  4,  1973,  at 
10:00  A.M.,  for  decision;  hearing  closed;  Applicant  to 
supply  additional  information. 


189-73-BZ 

APPLICANT — McGee  &  Morsellino  for  Flushing  Federal 
Savings  &  Loan  Association. 

SUBJECT — Application  March  29,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C4-2  district,  the  erection 
of  a  six  story  and  cellar  enlargement  to  an  existing  bank 
and  office  building  that  will  exceed  the  permitted  floor 
area  ratio,  penetrate  the  sky  exposure  plane  and  have  less 
than  the  required  accessory  parking. 
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PREMISES  AFFECTED— 136-21  Roosevelt  Avenue,  north 
side,  175  feet  east  of  Main  Street,  Block  4980,  Lot  11, 
Flushing,  Borough  of  Queens.  Community  Board  #7. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  December  18,  1973, 
at  10  A.M.,  for  hearing;  community  board  to  be  notified. 


224-73-BZ 

APPLICANT— Consolidated  Edison  Company  of  New  York 
for  City  of  New  York,  owner;  Consolidated  Edison  Com¬ 
pany  of  New  \'ork,  lessee. 

SUBJECT— Application  April  13,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  -the  Zon¬ 
ing  Resolution,  to  permit  in  an  M3  district,  the  erection  of 
a  replacement  accessory  stack  for  an  existing  steam  plant. 

PREMISES  AFFECTED— 1100  York  Avenue,  northeast 
corner  of  69th  Street,  Block  1474,  Lot  7,  Borough  of  Man¬ 
hattan.  Community  Board  #8. 

APPEARANCES— 

For  Applicant:  Herbert  E.  Gloede  and  Manuel  Marina. 
For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  January  8,  1974,  at 
10  A.M.,  for  hearing  at  the  request  of  the  community 
board;  no  further  layovers. 


229-73-BZ 

APPLICANT — Alfonso  Duarte  for  Ferndale  Farms,  In¬ 
corporated  and  Gimpel  Farms,  Incorporated,  owner. 
SUBJECT— Application  April  18,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  M2-1  district,  the  conversion 
of  an  existing  two  story  building  from  a  milk  processing 
plant  to  a  school  and  dormitory. 

PREMISES  AFFECTED — 50-60  Hinsdale  Street,  west 
side,  75  feet  north  of  Liberty  Avenue,  Block  3681,  Lot  1, 
Borough  of  Brooklyn.  Community  Board  #5. 

APPEARANCES— 

For  Applicant:  Alfonso  Duarte,  Michael  J.  Russo,  David 
Margulies,  Carl  Kaiserman  and  Marcelinio  Otero. 

For  Opposition:  Harold  Krieg  and  Sauero  Altieri. 
ACTION  OF  BOARD — Laid  over  to  December  4,  1973,  at 
10:00  A.M.,  for  decision;  hearing  closed. 


265-73-BZ 

APPLICANT — Guerino  Salerni  for  Joseph  Shaw,  owner. 
SUBJECT — Application  May  1,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-50  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-2  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  warehouse  that  en¬ 
croaches  on  the  required  yard  along  a  district  boundary. 
PREMISES  AFFECTED — 41-31  39th  Street,  east  side, 
198.95  feet  North  of  43rd  Avenue,  Block  187,  Lot  9,  Long 
Island  City,  Borough  of  Queens.  Community  Board  #2. 

APPEARANCES— 

For  Applicant :  Guerino  Salerni  and  Nicholas  Joseph. 
For  Opposition:  James  J.  Maguire,  John  N.  O’Shea, 
Yvonne  Kuchlor,  Mary  Collins,  Victoria  Wriehsnig. 
ACTION  OF  BOARD — Laid  over  to  December  11,  1973, 
at  10  :00  A.M.,  for  decision ;  hearing  closed. 


287-73-BZ 

APPLICANT — Nicholas  J.  Salvadeo  for  Salvatore  J. 
Morreale,  owner. 


SUBJECT— Application  May  10,  1973— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  and  R3-2  district,  the 
erection  of  a  one  story  building  for  use  as  retail  stores 
with  accessory  parking  in  the  open  area. 

PREMISES  AFFECTED— 1789  Richmond  Road,  west  side, 
180.25  feet  south  of  Four  Corners  Road,  Block  890,  Lot 
32,  Borough  of  (Dongan  Hills)  Richmond.  Community 
Board  #3. 

APPEARANCES— 

For  Applicant:  Nicholas  J.  Salvadeo. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  November  27,  1973, 
at  10:00  A.M.,  for  decision;  hearing  closed. 


331-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Herbert,  Korn- 
spun,  Jack  Levi  &  Arnold  Haber,  owner. 

SUBJECT— Application  May  29,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C4-4,  Ml-1  and  R7-1  district, 
in  an  existing  two  story  building  previously  before  the 
Board,  the  addition  of  apparel  manufacturing  on  the  second 
floor. 

PREMISES  AFFECTED — 451-53  East  Tremont  Avenue, 
north  side,  125  feet  West  of  Washington  Avenue,  Block 
3034,  Lot  52,  Borough  of  The  Bronx.  Community 
Board  #6. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug  and  Herbert 
Kornspun. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  December  4,  1973,  at 
10:00  A.M.,  for  decision;  hearing  closed. 


338-73-BZ 

APPLICANT — Larry  Meltzer  for  Isidore  &  Sarah  Margel, 
owners,  Leonard  Goldberg  Developers,  Incorporated,  lessee. 

SUBJECT- — Application  June  1,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C8-1  and  R5  district,  in  con¬ 
junction  with  the  erection  of  retail  stores  the  expansion  of 
the  accessory  parking  area  into  the  residence  district  with 
curb  cuts  within  50  feet  of  intersecting  streets. 

PREMISES  AFFECTED — 2371/2395  Flatbush  Avenue  and 
1935/1947  East  51st  Street,  northeast  corner,  Block  8529, 
Lots  4,  7,  8,  Borough  of  Brooklyn.  Community  Board  #18. 

APPEARANCES— 

For  Applicant :  Larry  Meltzer. 

For  Opposition:  Anthony  J.  Bianchi. 

ACTION  OF  BOARD — Laid  over  to  December  4,  1973,  at 
10:00  A.M.,  for  decision;  hearing  closed. 


406-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Shaare  Zion  Con¬ 
gregation,  owner. 

SUBJECT — Application  July  6,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  and  R5  district,  the 
erection  of  a  four  story  enlargement  to  a  Synagogue  for 
use  as  a  youth  center  with  less  than  the  required  accessory 
parking. 

PREMISES  AFFECTED— 2003  East  5th  Street  and  2030 
Ocean  Parkway,  west  side,  182.2  feet  south  of  Avenue  T, 
Block  7108,  Lots  17,  18,  69,  78  &  79,  Borough  of  Brooklyn. 
Community  Board  #13. 
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APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition :  Charles  &  Mary  Jordan,  Anthony  Tan- 
crcto,  A1  D’Ambrosio,  Mr.  &  Mrs.  Thomas  Tedesco, 
Frank  Nigro,  Joseph  Filarto,  William  E.  Wiseman, 
Theresa  Randazzo,  Diane  &  Joseph  Rubino,  Tillie 
D’Amico,  Joseph  Di  Marco  and  many  others. 

ACTION  OF  BOARD— Laid  over  to  January  15,  1974,  at 
10 :00  A.M.,  for  continued  hearing. 


448-73-BZ 

APPLICANT — Lama,  Vassalotti  and  Ladau  for  H.  Bernard 
Shanik,  co-owner,  Queens  County  Savings  Bank,  lessee. 

SUBJECT — Application  July  31,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-21  and  73-52  of 
the  Zoning  Resolution,  to  permit  in  a  C8-1  and  R7-1  di- 
trict,  in  conjunction  with  the  erection  of  a  one  story  bank, 
the  expansion  of  the  accessory  parking  into  residence 
district. 

PREMISES  AFFECTED— 7602  to  7620  Northern  Boule¬ 
vard,  76-10  Northern  Boulevard  official,  southeast  corner, 
of  76th  Street,  Block  1249,  Lot  1,  Borough  of  (Jackson 
Heights)  Queens.  Community  Board  #3. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  December  4,  1973  at 
the  request  of  the  applicant. 

516-73-BZ 

APPLICANT — Sheldon  Lobel  for  Ercole  Fabbri,  owner. 

SUBJECT — Application  September  14,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
two  story  and  basement  two  family  dwelling  that  en¬ 
croaches  on  the  required  front  yard. 

PREMISES  AFFECTED — 18-06  26th  Avenue,  southeast 
corner  of  18th  Street,  Block  886,  Lot  32,  Astoria,  Borough 
of  Queens.  Community  Board  #1. 

APPEARANCES— 

For  Applicant:  Sheldon  Lobel,  Ercole  and  Votoline  Fabbri. 
For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  December  4,  1973, 
at  10:00  a.m.  for  decision;  hearing  closed. 


489-73-BZ 

APPLICANT — Lama  &  Vassalotti,  for  Mobil  Oil  Corpora¬ 
tion,  owner.  - 

SUBJECT — Application  August  23,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C6-3  and  Ml -5  district, 
the  reconstruction  of  an  automotive  service  station  with 
accessory  parking. 

PREMISES  AFFECTED — 543  to  551  10th  Avenue,  south¬ 
west  corner  of  506  West  41st  Street,  Block  1069,  Lot  34, 
Borough  of  Manhattan.  Community  Board  # 4 . 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative :  .  0 


490-73-A 

APPLICANT — Lama  &  Vassalotti  for  Mobil  Oil  Corpora¬ 
tion,  owner. 

SUBJECT — Application  August  23,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  gasoline  dis¬ 
pensing  system. 

PREMISES  AFFECTED — 543  to  551  10th  Avenue,  south¬ 
west  corner  and  506  West  41st  Street,  Block  1069,  Lot  34, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  . . .  5 

Negative:  . .  0 


208-72-BZ — Vol.  II 

APPLICANT — McGee  &  Morsellino  for  Merrall  Realty 
Company,  owner;  National  Car,  lessee. 

SUBJECT — Application  reopened  February  27,  1973  as  Vol¬ 
ume  II — decision  of  the  Borough  Superintendent,  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an 
R3-2  district,  the  erection  of  a  four  level  parking  facility 
with  accessory  automobile  rental  office  and  automobile 
service  shop. 

PREMISES  AFFECTED — 95-10  Ditmas  Boulevard,  south¬ 
east  corner  of  95th  Street,  Block  1072,  Lots  1,  23,  42, 
Astoria,  Borough  of  Queens.  Community  Board  #3. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino,  Joseph  M.  Matton 
and  Arvelle  Fisher. 

For  Opposition:  William  Goldsborough,  Viola  Cerrie, 
Katherine  Alexander,  Warren  A.  Alexander,  Alice 
Pressley,  Clementine  Holmes,  William  Watson,  John 
Booker,  Harold  J.  Elio,  Ophelia  Saunders  and  Arthur 
B.  Hayes. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 
Hornstein,  Commissioner  Walsh  and  Commissioner 


Carroll  .  4 

Negative:  Chairman  Klein  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  reopened  as  Vol.  II  on 
February  27,  1973,  subject  to  regular  procedure;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
April  25,  1973,  after  due  notice  by  publication  in  the  Bulletin ; 
laid  over  to  May  29,  1973,  then  to  June  26,  1973,  then  to 
July  10,  1973,  then  to  September  18,  1973,  then  to  October  9, 
1973,  then  to  October  30,  1973,  then  to  November  20,  1973; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  22,  1973,  acting  on  N.B.  Applic.  104/1972 ; 
read : 

“1.  Proposed  use  of  Public  Parking  Garage  (Use 
Gr.  8-C  and  accessory  Automobile  Rental  Office  (Use 
Dr.  8-C  in  an  R3-2  Zone  is  contrary  to  Section  32-17  of 
the  Zoning  Resolution. 

2.  Automobile  Service  Shop — Use  Gr.  16B  within 
an  R3-2  Zone  is  contrary  to  Section  32-25  of  the  Zoning 
Resolution.” 

and 
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Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  prac¬ 
tical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R3-2  district,  for  a  term  of  10  years,  the  erection  of  a 
parking  facility  with  accessory  automobile  rental  and  auto¬ 
mobile  repair  shop  on  condition  that  all  work  shall  substan¬ 
tially  conform  to  drawings  filed  with  this  application  marked 
“Received”  February  27,  1973 — 1  sheet;  August  20,  1973 — 
3  sheets;  October  25,  1973 — 1  sheet;  and  on  further  condi¬ 
tion  that  all  repair  and  all  gasoline  dispensing  be  restricted 
solely  to  the  owner’s  vehicles  stored  on  the  site ;  that  no  body 
and  fender  repairs  be  performed  on  the  site,  repairs  limited 
to  minor  adjustments  with  hand  tools  only;  that  fencing  and 
screening  on  the  23rd  Avenue  frontage  be  extended  along 
the  easterly  lot  line  from  23rd  Avenue  northerly  to  the 
proposed  brick  wall  and  that  all  entrances  and  exits  be 
permanently  limited  to  Ditmans  Boulevard  only ;  and  that  all 
laws,  rules  and  regulations  applicable  to  complied  with,  and 
that  substantial  construction  be  completed  within  one  year 
from  the  date  of  this  resolution. 


149-73-BZ 

APPLICANT — Arno,  Fischer  and  Meier-Marus  for  Flush¬ 
ing  Savings  Bank,  owner. 

SUBJECT — Application  March  7,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  and  R2  district,  the 
enlargement  in  area  of  the  accessory  parking  facility  for 
a  bank  into  the  residence  district  that  encroaches  on  the 
required  front  yard  and  without  the  required  screening. 

PREMISES  AFFECTED — 159-18  Northern  Boulevard, 
south  side,  105.10  feet  east  of  159th  Street,  Block  5278, 
Lots  1,  21,  Flushing,  Borough  of  Queens.  Community 
Board  #7. 

APPEARANCES— 

For  Applicant:  Arno  Fischer. 

For  Opposition:  Frank  Cannella  and  Don  Lerone. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  October  2,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  October  16,  1973;  then  to  November 
7,  1973 ;  then  to  November  20,  1973 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  12,  <1973,  acting  on  Alt.  Applic.  1002/1972, 
reads : 

“1.  Proposed  parking  in  required  front  yard  is  con¬ 
trary  to  Sec.  23-44  and  Sec.  23-45  of  the  Zoning  Reso¬ 
lutions. 

2.  Accessory  parking  to  a  bank  as  a  Use  Group  6 
is  contrary  to  Sec.  22-00  of  the  Zoning  Resolutions. 

3.  Screening  of  off-street  parking  is  contrary  to 
Sec.  25-66  of  the  Zoning  Resolutions.” 

and 


Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  prac¬ 
tical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
a  Cl-2  and  R2  district,  the  enlargement  in  area  of  the  acces¬ 
sory  parking  facility  for  a  bank  into  the  residence  district  that 
will  encroach  into  the  front  yard  and  without  the  required 
screenings,  on  condition  that  all  work  shall  substantially 
conform  to  drawings  filed  with  this  application  marked  “Re¬ 
ceived  March  7,  1973”,  2  sheets,  and  “November  14,  1973”, 
one  sheet ;  on  further  condition  that  the  parking  be  limited 
to  bank  patrons  only;  that  the  parking  area  be  locked  and 
secured  after  banking  hours ;  and  that  all  laws,  rules  and 
regulations  applicable  be  complied  with,  and  that  substan¬ 
tial  construction  be  completed  within  one  year  from  the 
date  of  this  resolution. 


336-73-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Orbitco,  Incor¬ 
porated,  owner. 

SUBJECT — Application  June  5,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-50  of  the  Zoning 
Resolution,  to  permit  in  a  Ml-1  district  the  erection  of  a 
one  story  enlargement  to  an  existing  commercial  building 
that  will  encroach  on  the  required  yard  along  a  district 
boundary. 

PREMISES  AFFECTED — 1360  Utica  Avenue,  west  side, 
135  feet  south  of  Foster  Avenue,  Block  4784,  Lot  13, 
Borough  of  Brooklyn.  Community  Board  # 9 . 

APPEARANCES— 

For  Applicant:  Frederick  A.  Ketcher. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll .  5 

Negative: .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
October  2,  1973,  after  due  notice  by  publication  in  the  Bul¬ 
letin ;  laid  over  to  November  7,  1973;  then  to  November  20, 
1973 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  21,  1973,  acting  on  Alt.  Applic.  610/1972,  reads: 

“1.  Proposed  extension  along  the  portion  of  rear  lot 
line  of  an  Ml-1  district  which  coincides  with  a  rear  lot 
line  of  an  R4  district  without  providing  an  open  area 
of  at  least  30  ft.  in  depth  within  the  Ml-1  district  is 
contrary  to  Sec.  43-302  of  the  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-50  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Section  73-50  of  the  Zoning  Resolution,  to  permit 
in  an  Ml-1  district,  the  erection  of  a  one-story  enlargement 
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to  an  existing  commercial  building  that  will  encroach  on  the 
required  yard  along  a  district  boundary,  on  condition  that  all 
work  shall  substantially  conform  to  drawings  filed  with  this 
application  marked  “Received  June  5,  1973”,  6  sheets,  and 
“November  12,  1973”,  3  sheets;  on  further  condition  that  no 
openings  or  mechanical  equipment  operation  be  permitted 
within  the  proposed  enlargement;  that  all  laws,  rules  and 
regulations  applicable  be  complied  with,  and  that  substantial 
construction  be  completed  within  one  year  from  the  date  of 
this  resolution. 


420-73-BZ 

APPLICANT — Lama  &  Vassalotti  for  Mobil  Oil  Corpora¬ 
tion,  owner. 

SUBJECT — Application  July  10,  1973— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-211  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  district,  the  reconstruction 
of  an  automotive  service  station  with  accessory  uses  pre¬ 
viously  before  the  Board. 

PREMISES  AFFECTED — 43-20  Main  Street  and  134-49 
Dehlia  Avenue,  northwest  corner,  Block  5125,  Lot  36, 
Flushing,  Borough  of  Queens.  Community  Board  #7. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll .  5 

Negative: .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
November  7,  1973,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  November  20,  1973 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1973,  acting  on  N.B.  Applic.  520/1973,  reads: 

“1.  Proposed  automotive  service  stations,  Use  Group 
16B,  in  a  C2-2  in  R-6  Zone,  district  is  contrary  to  N.Y.C. 
Zon.  Res.  2-25.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-211  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
under  Section  73-211  of  the  Zoning  Resolution,  to  permit  in 
a  C2-2  district,  the  reconstruction  of  an  automotive  service 
station  with  accessory  uses  previously  before  the  Board,  on 
condition  that  all  work  shall  substantially  conform  to  draw¬ 
ings  filed  with  this  application  marked  “Received  July  10, 
1973”,  2  sheets,  and  “November  12,  1973”,  one  sheet;  and 
that  all  laws,  rules  and  regulations  applicable  be  complied 
with,  and  that  substantial  construction  be  completed  within 
one  year  from  the  date  of  this  resolution. 


422-73-BZ 

APPLICANT — Norman  L.  Reiffman  for  George  Ott,  owner, 
Weiner;  Cohen  Dental  Lab,  lessee. 

SUBJECT — Application  July  13,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl -2  district,  in  an  existing  two 
story  building,  the  conversion  of  the  first  floor  store  to  a 
dental  laboratory. 


PREMISES  AFFECTED — 212-25  Jamaica  Avenue,  north 
side,  84.36  feet  east  of  212th  Street,  Block  10601,  Lot  34, 
Queens  Village,  Borough  of  Queens.  Community  Board 
#43. 

APPEARANCES— 

For  Applicant :  Sheldon  Lobel. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  o 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  October  16,  1973,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  November  7,  1973 ;  then  to  November 
20,  1973 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  13,  1973,  acting  on  Alt.  Applic.  583/1973,  reads: 

“1.  Proposed  alteration  to  convert  store  U.G.  6  to 
dental  lab.  U.G.  9  in  a  Cl-2  of  R3-2  district  is  contrary 
to  the  general  provision  as  of  right  of  Sec.  32 :00  of 
Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
a  Cl-2  district,  in  an  existing  two-story  building,  the  con¬ 
version  of  the  first  floor  into  a  dental  laboratory,  on  condi¬ 
tion  that  all  work  shall  substantially  conform  to  drawings 
filed  with  this  application  marked  “Received  July  13,  1973”, 
6  sheets ;  on  further  condition  that  the  show  window  be 
repainted  and  properly  maintained;  and  that  all  laws,  rules 
and  regulations  applicable  be  complied  with,  and  that  sub¬ 
stantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 


423-73-BZ 

APPLICANT — Thomas  P.  Crinnion  for  1199  First  Avenue 
Associates,  owner,  Mr.  Laffs,  lessee. 

SUBJECT — Application  July  13,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-241  of  the  Zoning 
Resolution,  to  permit  in  a  C2-8  district,  for  a  term  of 
5  years,  in  an  existing  20  story  mixed  building,  the  addi¬ 
tion  to  the  uses  of  the  first  floor  restaurant  to  include 
cabaret. 

PREMISES  AFFECTED — 1189  to  1199  First  Avenue  and 
352  East  65th  Street,  southwest  corner,  Block  1439,  Lot  30, 
Borough  of  Manhattan.  Community  Board  #8. 

APPEARANCES— 

For  Applicant:  Thomas  P.  Crinnion. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
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THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  November  7,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  November  20,  1973;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  12,  1973,  acting  on  Alt.  Applic.  597/1973,  reads: 

“1.  The  proposed  conversion  of  the  existing  Eating 
and  Drinking  Establishment  (Use  Group  6)  to  an  Eating 
and  Drinking  Establishment  (Use  Group  12),  in  a 
C2-8  District,  is  contrary  to  Section  32-21  of  the  Zoning 
Resolution. 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-241  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  tinder  Section  73-241  of  the  Zoning  Resolution,  to  permit 
in  a  C2-8  district,  for  a  term  of  five  years,  in  an  existing 
20-story  mixed  budding,  the  addition  to  the  uses  of  the  first 
floor  restaurant  to<  include  cabaret,  on  condition  that  all  work 
shall  substantially  conform  to  drawings  filed  with  this  appli¬ 
cation  marked  “Received  July  13,  1973”,  3  sheets,  and 
“September  26,  1973”,  one  sheet;  and  that  all  laws,  rules  and 
regulations  applicable  be  complied  with,  and  that  substan¬ 
tial  construction  be  completed  within  one  year  from  the  date 
of  this  resolution. 


497-73-BZ 

APPLICANT — Samuel  H.  Lindenbauim  of  Lindenbaum  & 
Young  for  South  Ferry  Building  Company,  owner. 

SUBJECT — Application  August  28,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  666  NYC  Charter  to  permit  in  a  C5-5  CR 
district  the  construction  of  a  first  floor  mezzanine  within 
a  32  story  office  building  previously  before  the  Board  that 
will  exceed  the  permitted  floor  area  ratio. 

PREMISES  AFFECTED — 1  to  6  State  Street,  34  to  50 
Whitehall  Street,  northwest  corner,  20  to  22  Pearl  Street, 
Block  9,  Lots  1,  23  and  28,  Borough  of  Manhattan.  Com¬ 
munity  Board  # 1 . 

APPEARANCES— 

For  Applicant :  Howard  A.  Zipser. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  hearing  was  held  on  this  appli¬ 
cation  on  November  7,  1973,  after  due  notice  by  publication 
in  the  Bulletin;  laid  over  to  November  20,  1973 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  20,  1973,  acting  on  Alt.  Applic.  713/1973,  reads : 

“1.  The  proposed  increase  in  the  total  floor  area 
to  623,358  sq.  ft.  exceeds  the  floor  area  as  permitted 


under  Sec.  33-122  and  Sec.  33-131  ZR  and  does  not 
comply  with  previous  Board  of  Standards  and  Appeal 
approval  Cal.  No.  935-68-BZ.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  72-21  of  the  Zoning  Resolution,  and  that  the 
applicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  reqiured  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
a  C5-5CR  district,  the  construction  of  a  first  floor  mez¬ 
zanine  within  a  32-story  office  building,  previously  before  the 
Board,  that  will  exceed  the  permitted  floor  area  ratio,  on 
condition  that  all  work  shall  substantially  conform  to 
drawings  filed  with  this  application  marked  “Received 
August  28,  1973”,  5  sheets,  and  “September  26,  1973”,  one 
sheet ;  and  that  all  laws,  rules  and  regulations  applicable  be 
complied  with,  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 

Adjourned:  2:30  P.M. 

John  B.  Cincotta,  Executive  Director 

REGULAR  MEETING 

TUESDAY  AFTERNOON, 

NOVEMBER  20,  1,973,  2  P.M. 

President:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 
Commissioner  Carroll. 

350-73-A 

APPLICANT — Eugene  Gross,  Maria  Gross,  John  Gribben. 
SUBJECT — Application  June  8,  1973 — appeal  from  a  de¬ 
cision  of  the  Commissioner  of  Buildings  re-  Renovation  of 
Building  Permit  #2404/73. 

PREMISES  AFFECTED — 317  East  85th  Street,  north  side, 
225  feet  east  of  Second  Avenue,  Block  1548,  Lot  10,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  H.  Kresky. 

For  Opposition  :  Bernard  Rothman. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 


Affirmative :  .  0 

Negative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Not  Voting:  Commissioner  Walsh  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  6,  1973,  on  Alt.  Applic.  152/72,  reads: 

“In  reply  to  your  letter  of  Feb.  13,  1973  to  Commis¬ 
sioner  Stein  requesting  that  the  Department  of  Build¬ 
ings  revoke  the  approval  granted  on  Alt.  152/72  and 
your  letter  of  July  27,  1973  asking  permission  to  appeal 
to  the  Board  of  Standards  and  Appeals,  please  be  ad¬ 
vised  as  follows : 

1.  A  review  of  the  application  indicates  there  is 
no  basis  for  revocation  of  the  application. 

2.  My  letter  of  May  11,  1973  to  you  indicating 
that  a  permit  #2404/73  had  been  issued  and  that 
proof  had  been  submitted  that  the  Office  of  Rent  Con¬ 
trol  had  been  notified  of  the  owner’s  intention  to  file 
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plans,  etc.  was  intended  to  inform  you  that  the  sub¬ 
ject  application,  Alt.  152/72  could  not  be  revoked. 

3.  This  office  has  no  objection  to  your  appealing 
the  decision  of  this  office  and  department  to  the  New 
York  Board  of  Standards  and  Appeals.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied. 

Resolved,  that  the  order  and  decision  of  the  Borough  Su¬ 
perintendent,  dated  August  6,  1973,  acting  on  Alteration 
Application  152/72,  be  and  it  hereby  is  affirmed  and  that  the 
appeal  be  and  it  hereby  is  denied. 


421-73-A 

APPLICANT — Lichtner-Lamkay  Associates  for  Thomas 
Romano,  owner. 

SUBJECT — Application  July  13,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 40  Dolson  Place,  west  side, 
124.91  feet  north  of  Kinsey  Place,  Block  1290,  Lot  315,  Old 
Place,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  W.  B.  Lichtner. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll .  5 

N egative : .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  18,  1973,  on  N.B.  Applic.  925/73,  reads: 

“12.  Bldg,  does  not  face  on  a  mapped  street  which  is 
contrary  to  Section  36  of  the  General  City  Law. 

13.  Bldg,  does  not  have  8%  of  total  perimeter  front¬ 
ing  on  a  street  or  frontage  space  contrary  to  Section 
C26-401.1.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  June  18,  1973  acting  on  N.B.  Applic.  925/73,  be  and 
it  hereby  is  modified  under  the  powers  vested  in  the  Board  by 
Section  36  of  the  General  City  Law,  and  that  the  appeal  be 
and  it  hereby  is  granted,  on  condition  that  the  sidewalk,  curb, 
curb  cuts  and  pavement  to  the  middle  of  the  street  on  Wood- 
cliff  Avenue  and-  Dolson  Place  be  in  accordance  with  the 
standards  of  the  Department  of  Highways  that  the  building 
shall  substantially  comply  with  drawings  marked  “Received” 
July  13,  1973,  5  sheets  and  November  12,  1973,  1  sheet;  and 
that  all  laws  rules  and  regulations  shall  be  complied  with. 

426-73-A 

APPLICANT — Albert  Melniker  for  M.R.G.  Realties,  Incor¬ 
porated,  owner. 

SUBJECT — Application  July  17,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 26  Oxholm  Avenue,  south  side, 
205.19  feet  west  of  Bard  Place,  Block  256,  Lot  50,  Silver 
Lake,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll .  5 

Negative: .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  2,  1973,  on  N.B.  Applic.  935/73,  reads: 

“The  street  giving  access  to  the  proposed  building  is  not 
duly  placed  on  the  official  map  of  the  City  of  New  York, 
therefore 

(a)  No  certificate  of  occupancy  can  be  issued  as 
per  Article  3,  Section  36  of  the  General  City  Law,  and 

(b)  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legal  mapped  street  or  frontage  space 
contrary  of  Section  C26-401.1  of  the  Administrative 
Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  July  2,  1973  acting  on  N.B.  Applic.  935/73,  Objection 
Nos.  a  and  b  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  sidewalk,  curb,  curb  cut  and  pavement  to  the  middle 
of  the  street  be  in  accordance  with  the  standards  of  the 
Department  of  Highways ;  that  the  building  shall  substan¬ 
tially  comply  with  drawings  marked  “Received”  July  17,  1973, 
1  sheet  and  Nov.  12,  1973,  1  sheet,  and  that  all  laws,  rules 
and  regulations  shall  be  complied  with. 


428-73-A 

APPLICANT — Alphonse  J.  Calvanico  for  Carmine  Espo¬ 
sito,  owner. 

SUBJECT — Application  July  17,  1973 — appeal  from  a  deci¬ 
sion  of  the  'Borough  Superintendent  re-  two  story  and 
basement  frame  building  for  two  families  contrary  to 
Section  C26-254. 

PREMISES  AFFECTED — 166  Dalton  Avenue,  northwest 
corner  of  Tysens  Lane,  Block  4316,  Lot  49,  New  Dorp, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  David  C.  Winters. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  6,  1973,  on  N.B.  Apple.  1437/1964,  reads: 

“20.  1st  floor  elevation  57.54.  A  3  story,  2  family, 
class  4  building  is  contrary  to  C26-254.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Su¬ 
perintendent,  dated  July  6,  1973,  acting  on  N.B.  Applic. 
1437-64,  Objection  No.  20  be  and  it  hereby  is  modified  and 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  substantially  conform  to  drawings  marked 
“Received  July  17,  1973 — 4  sheets;  and  that  all  laws,  rules 
and  regulations  shall  be  complied  with. 
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429-73-A 

APPLICANT— Jerome  L.  Grushkin  for  C  N  A  Lombardi, 
Incorporated,  owner. 

SUBJECT— Application  July  18,  1973— filed  to  Section  36, 
Article  3  of  tire  General  City  Law  re-  building  not  fronting 
on  a  legal  street. 

PREMISES  AFFECTED— 139  Weiner  Avenue,  southeast 
comer  of  Meade  Street,  Block  7566,  Lot  139,  Richmond 
Valley,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Patricia  Rodriguez. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 

Commissioner  Carroll  .  5 

Negative:  . .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  20,  1973,  on  N.B.  Applic.  618/73,  rea.ds : 

“The  street  giving  access  to  the  proposed  building  is  not 
duly  placed  on  the  official  map  therefore 

a)  no  Certificate  of  Occupancy  can  be  issued,  as 
per  Article  2,  Sec.  36  of  the  General  City  Law. 

b)  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space — contrary  to  Sec.  C-26-401.1  (Building  Code).” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions.  ' 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  June  20,  1973  acting  on  N.B.  Applic.  618-73,  Objec¬ 
tion  Nos.  a  and  b  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  sidewalk,  curb,  curb  cut  and  pavement  to 
the  middle  of  the  street  be  in  accordance  with  the  Standards 
of  the  Department  of  Highways ;  that  the  building  shall  sub¬ 
stantially  comply  with  drawings  marked  “Received  July  18, 
1973 — 2  sheets  and  August  30,  1973  1  sheet  and  that  all 
laws,  rules  and  regulations  shall  be  complied  with. 

434-73-A 

APPLICANT — James  J.  Trexel  for  E.  I.  du  Pont  de 
Nemours  and  Company,  owner. 

SUBJECT— Application  July  23,  1973 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner,  re-  packaging  of  flammable 
mixture  known  as  “DuPont  Windshield  Washer  Concen¬ 
trated  Solvent  &  Anti-Freeze”,  in  fourteen  (14)  ounce 
polyethylene  bottle  with  screw  cap,  not  in  compliance  with 
regulations  of  the  Administrative  Code  of  New  York  City. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration :  C.  Palmieri,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
June  25th,  1973,  on  Folder  #1,22-1026(C),  reads: 

“We  regret  to  inform  you  that  your  application  to 
register  your  product  ‘DuPont  Windshield  Washer  Con¬ 


centrated  Solvent  &  Anti-Freeze’  which  is  a  flammable 
mixture  having  a  flash  point  below  75°F.  (T.  O.  C.)  in 
containers  as  follows :  14  fl.  oz.  polyethylene  bottle  with 
screw  cap  is  Disapproved.  Such  containers  are  not  in 
compliance  with  our  regulations  to  wit :  Sec.  C-19.59.0.C 
N.  Y.  C.  Adm.  Code  requires  that  flammable  mixture 
products  in  the  above  mentioned  quantity  be  packagined 
in  metal  containers.” 

and 

Whereas,  the  drawing  and  sample  of  the  container  were 
reviewed  by  the  Board,  and  it  was  determined  that  the 
appeal  be  granted  under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  June  25,  1973,  acting  on  Folder  No.  122- 
1026  (c)  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  container  com¬ 
ply  with  drawings  filed  July  23,  1973 — 1  sheet;  on  further 
condition  that  the  label  on  the  container  be  in  such  style 
and  wording  as  is  satisfactory  to  the  Fire  Commissioner ; 
and  that  in  all  other  respects  all  laws,  rules  and  regulations 
applicable  shall  be  complied  with. 


436-73-A 

APPLICANT — Lauria  &  Rowe  for  Marie  Pavia,  owner. 
SUBJECT — Application  July  26,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 90  East  Loop  Road,  south  side, 
351.95  feet  west  of  Eastentry  Road,  Block  885,  Lot  15, 
Todt  Hill,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  E.  Lauria. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll .  5 

Negative : .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  24,  1973,  on  N.B.  Applic.  272/73,  reads: 

“1.  The  street  giving  access  to  the  proposed  building  is 
not  duly  placed  on  the  official  map  of  the  City  of  New 
York,  therefore : 

a)  No  certificate  of  occupancy  can  be  issued  as 
per  Article  3,  Section  36  of  the  General  City  Law. 

b)  Proposed  construction  does  not  have  at  least 
8 %  of  the  total  perimeter  of  the  building  fronting  di¬ 
rectly  upon  a  legally  mapped  street  or  frontage  space — 
contrary  to  Section  C26-401.1  of  the  Admin.  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  July  24,  1973  acting  on  N.B.  Applic.  272/73,  Objection 
Nos.  a  and  b  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  building  shall  substantially  comply  with  drawings 
marked  “Received”  July  26,  1973,  5  sheets ;  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with. 

531-73-A 

APPLICANT — Charles  L.  Gittens  for  Theodore  W.  Daniels, 
owner. 
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SUBJECT — Application  October  2,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  public  hall 
access  from  every  apartment. 

PREMISES  AFFECTED— 164,  166  and  168  West  136th 
Street,  south  side,  125  feet  east  of  Seventh  Avenue,  Block 
1920,  Lots  57,  58  and  158,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Charles  L.  Gittens  and  Theodore  W. 
Daniels. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  26,  1973,  on  Alt.  Applic.  543/71,  reads: 

“L  Under  Sec.  171  Sub.  3  (b)  M.  D.  L.— Con¬ 
verted  dwelling  requires  horizonal  access  in  the  Public 
Hall  from  every  Apt  to  two  or  more  fire  stairs,  one 
of  which  shall  be  within  50'  travel  distance  from  Apt. 
Public  hall  shall  be  at  least  3-6"  wide  clear  and  enclosed 
with  8"  thick  min.  masonry.  Exit  stair  to  extend  to  the 
roof  thru  a  fireproof  bulkhead.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  September  26,  1973,  acting  on  Alt. 
Applic.  543-71  Objection  No.  1  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  building  shall  substantially  conform  to  drawings 
marked  “Received”  October  2,  1973 — 7  sheets;  and  that  all 
laws,  rules  and  regulations  shall  be  complied  with. 


558-73-A 

APPLICANT — Kweller  and  Dubin  Associates  for  Lifeline 
Center  for  Child  Development,  Incorporated,  owner. 
SUBJECT — Application  October  17,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  school  in  two 
story  frame  structure. 

PREMISES  AFFECTED — 84-68  169th  Street,  west  side, 
85  feet  north  of  Gothic  Drive,  Block  9860,  Lot  39,  Jamaica, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Morris  Kweller. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  15,  1973,  on  Alt.  Applic.  1054/73,  reads : 

“1.  The  proposed  School  in  a  2-story  frame  struc¬ 
tural  exceeds  600  sq.  ft.  in  a  building  area  which  is  con¬ 
trary  to  table  in  Sec.  4.2.1.  B.C.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  tliat  the  order  and  decision  of  the  Borough  Su¬ 
perintendent,  dated  October  15,  1973,  acting  on  Alt.  Applic. 


1054-73,  Objection  No.  1  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  public  halls,  stairs  and  kitchen  be  provided  with  a 
sprinkler  system  connected  to  domestic  water  supply;  that 
adult  supervision  of  at  least  one  adult  per  four  children  b.^ 
provided  at  all  times ;  that  a  one  hour  fire  protected  ceiling 
be  installed  in  cellar;  and  that  this  grant  be  for  a  term  of 
two  years;  and  on  further  condition  that  the  building  shall 
substantially  conform  to  drawings  marked  “Received  Oc¬ 
tober  17,  1973— 7  sheets  and  October  30,  1973— 2  sheets”; 
and  that  all  laws,  rules  and  regulations  shall  be  complied 
with. 

441-73-A 

APPLICANT — Paul  G.  Mauch  for  George  A.  Krug  Baking 
Company,  Incorporated,  owner,  R.  IC.  G.  Affiliates,  Incor¬ 
porated,  lessee. 

SUBJECT— Application  July  27,  1973 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  sprinkler  systems. 

PREMISES  AFFECTED — 138-54  94th  Avenue,  southeast 
corner  of  138th  Place,  Block  9991,  Lot  1,  Jamaica,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Appeal  zvithdrawn  at  the  request  of 
applicant. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll .  5 

Negative: . 0 


283-73-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES - State  Homes,  Incorporated. 

SUBJECT — Application  May  7,  1973 — or  modification  of 
Certificate  of  occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — -72-54/62  Main  Street,  Block 
6613,  Lot  64,  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  C.  Palmieri,  F.  D. 

For  Opposition :  None. 

ACTION  OF  BOARD - Laid  over  to  December  18,  1973 

for  continued  hearing. 


438-73-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES— Kent  Realty. 

SUBJECT — Application  July  26,  1973 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED - 136-49-51-53  Roosevelt  Ave¬ 

nue,  north  side,  433.29  feet  north  of  Union  Street,  Block 
4980,  Lot  64,  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  C.  Palmieri,  F.  D. 

For  Opposition :  Theodore  Qin. 

ACTION  OF  BOARD — Laid  over  to  January  8,  1974,  at 
2  P.M.,  for  continued  hearing. 


439-73-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Kent  Realty. 

SUBJECT— Application  July  26,  1973 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 
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PREMISES  AFFECTED— 136-43,  45,  47,  47A  Roosevelt 
Avenue,  north  side,  425  feet  east  of  Main  Street,  Block 
4980,  Lot  67,  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  C.  Palmieri,  F.  D. 

For  Opposition  :  Theodore  Qin. 

ACTION  OF  BOARD— Laid  over  to  January  8,  1974,  at 
2  P.M.,  for  continued  hearing. 


440-73-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES— Spiridoula  Alfogianis. 

SUBJECT— Application  July  26,  1973— for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 163-15  Oak  Avenue,  northwest 
corner  of  163rd  Place,  Block  5493,  Lot  1,  Flushing,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  C.  Palmieri,  F.  D. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  December  4,  1973,  at 
2  P.M.,  for  hearing. 


442-73-A 

APPLICANT — Morris  Feinstein  for  John  Buccieri,  owner. 

SUBJECT— Application  July  27,  1973— filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 120  Androvette  Street,  south¬ 
west  corner  of  Kreischer  Street,  Block  7596,  Lot  42, 
Charleston,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Morris  Feinstein. 

ACTION  OF  BOARD — Laid  over  to  December  4,  1973,  at 
2  P.M.,  for  decision. 

454- 73-A 

APPLICANT — Leonard  F.  Rothkrug  for  The  Alley  Com¬ 
pany,  owner. 

SUBJECT— Application  August  6,  1973 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  Interpretation  of 
zoning  matter — subdivision  of  lot. 

PREMISES  AFFECTED— 7  MacDougal  Alley,  north  side, 
79.6  feet  east  of  MacDougal  Street,  Block  551,  Lot  122, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Laid  over  to  December  4,  1973,_at 
2  P.M.,  for  decision;  applicant  to  submit  additional  in¬ 
formation. 

455- 73-A 

APPLICANT — Leonard  F.  Rothkrug  for  The  Ronile  Com¬ 
pany,  owner. 

SUBJECT — Application  August  6,  1973 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  Interpretation 
of  zoning  matter — subdivision  of  lot,  lot  line,  windows 
and  rear  yard  contrary  to  M.  D.  Law. 

PREMISES  AFFECTED— 24  West  8th  Street,  south  side, 
72.10  feet  east  of  MacDougal  Street,  Block  551,  Lot  22, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 


ACTION  OF  BOARD— Laid  over  to  December  4,  1973,  at 
2  P.M.,  for  decision ;  applicant  to  submit  additional  in¬ 
formation. 

92-73-SA 

APPLICANT - ADT  Company,  Incorporated,  owner. 

SUBJECT — Valve  for  sprinkler  supply  lines. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll .  5 

Negative .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
92-73-SA:  ADT  Company,  Incorporated,  New  York  filed 
for  approval  of  the  B6132  Supervised  Valve  under  the  pro¬ 
visions  of  Article  17  and  RS  17  of  the  Building  Code  of  the 
city  of  New  York. 

PROPOSED  USE:  Supervised  valve. 

DESCRIPTION  :  The  B6132  is  a  brass  ball  type  shutoff 
valve  which  may  be  electrically  supervised  in  the  fully  open 
and  fully  closed  position.  The  valve  is  usually  used  with  a 
waterflow  detector  to  supervise  the  connection  to  an  asso¬ 
ciated  sprinkler  system.  Pins  on  the  cam  plate  within  the 
housing  engage  the  operating  spring  of  a  transfer  contact  for 
supervisory  signal  initiation.  Contacts  are  closed  when  the 
valve  is  in  the  supervised  position.  When  the  valve  is  op¬ 
erated,  the  cam  moves  with  the  valve  ball  plug.  One  of  the 
two  cam  pins  releases  pressure  on  the  operating  spring,  which 
opens  one  contact  and  subsequently  closes  the  other.  The 
valve  is  available  with  a  150  psi  or  200  psi  pressure  rating 
and  a  100°F.  or  180°F.  temperature  rating. 

INSPECTION  AND  TEST:  The  valve  has  been  approved 
by  Underwriters’  Laboratories  (Files  S65,  S338,  S694,  S697, 
S729). 

RECOMMENDATIONS:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  B6132  Supervised  Valve  to  be 
used  in  accordance  with  the  requirements  of  the  Fire  Depart¬ 
ment  and  Building  Department  under  the  provisions  of  Article 
17  and  RS  17  of  the  Building  Code  of  the  City  of  New  York. 
The  valves  shall  be  permanently  labeled :  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  Number  92-73-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 
Stuart  Lowenthal, 

Asst.  Engr., 
Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 

Adjourned:  3:40  P.M. 

John  B.  Cincotta,  Executive  Director 
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f.  CORRECTION 


♦CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  November  7,  1973,  as  they 
appeared  in  Bulletin  46,  Vol.  58,  are  corrected  to  read  as 
follows : 


447-73-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Suttforbs 
Realty  Corporation,  owner,  Board  of  Education,  lessee. 
SUBJECT — Application  July  30,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  R4  district,  the  erection  of  a 
three  story  and  cellar  school  annex  that  exceeds  the  per¬ 
mitted  lot  coverage,  encroaches  on  the  required  front  and 
side  yards  and  penetrates  the  sky  exposure  plane. 
PREMISES  AFFECTED — 340  Forbell  Avenue,  northwest 
corner  of  Sutter  Avenue,  Block  4258,  Lot  36,  Borough  of 
Brooklyn.  Community  Board  # 5 . 

APPEARANCES— 

For  Applicant :  Anthony  Salvati. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 

Commissioner  Carroll .  5 

Negative: .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  zvas  held  on  this  application  on 
October  23,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  then  laid  over  to  November  7 ,  1973;  and 

Whereas,  the  decision  of  the  Borough  Superintendent,  dated 
July  27,  1973,  acting  on  N.B.  Applic.  408/1973,  reads: 

!“1.  Proposed  school  in  an  R4  district  zvith  exces¬ 
sive  lot  coverage  is  contrary  to  Sec.  24-11  of  the  Z.R. 

2.  Provide  2  front  yards  each  15  ft.  as  per  Sec. 
24-34  of  the  Z.R. 

3.  Provide  side  yards  each  equal  to  not  less  than 
10 %  of  the  aggregate  width  of  street  zvalls  as  per  Sec. 
24-35  Z.R. 

4.  Proposed  school  in  an  R4  district  zvith  front  zvalls 
penetrating  the  sky  exposure  plane  is  contrary  to  Sec. 
24-521  of  the  Z.R.” 

.  and 

Whereas,  the  premises  and  surrounding  area  were  in- 
I  spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R4  district,  the  erection  of  a  three  story  and  cellar  school 
annex  that  exceeds  the  permitted  lot  coverage,  encroaches 
on  the  required  front  and  side  yards  and  penetrates  the  sky 
exposure  plane  on  condition  that  all  work  shall  substantially 
conform  to  drawings  filed  with  this  application  marked  “Re¬ 
ceived  July  30,  1973,”  9  sheets  and  that  all  laws,  rules  and 


regulations  be  complied  with  and  substantial  construction 
be  completed  within  one  year  from  the  date  of  this  resolution. 


*  That  portion  of  the  Resolution  Section  has  been  corrected 
to  read  as  shown  above  in  italics. 


♦CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  October  2,  1973,  as  they 
appeared  in  Bulletin  41,  Vol.  58,  are  hereby  corrected  to  read 
as  follows : 


435-72-SA 

APPLICANT — Amerace-Esna  Corporation,  owner. 
SUBJECT — Additional  trade  names  of  water  flow  indicators. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommenda¬ 
tion  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll .  5 

Negative : .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
435-72-SA — Amendment  to  resolution  to  include  additional 
trade  names  of  waterflow  indicators. 

Alpha  Systems,  Incorporated,  a  Subsidiary  of  Hochiki 
America  Corporation,  Hawaiian  Gardens,  California,  for 
Amerace-Esna  Corporation,  Elizabeth,  New  Jersey,  requested 
that  the  resolution  adopted  November  8,  1972  under  Calendar 
Number  435-72-SA  be  reopened  and  amended  to  include 
additional  trade  names  of  waterflow  indicators. 

PROPOSED  USE:  Indicators  of  the  flow  of  water  in  a 
sprinkler  system. 

DESCRIPTION :  The  indicators  have  been  previously  ap¬ 
proved  as  the  3003  Series,  marketed  by  the  Agastat  Division 
of  the  Amerace-Esna  Corporation. 

The  identical  indicators  are  also  marketed  by  the  Alpha 
Systems,  Incorporated,  a  subsidiary  of  Hochiki  America  Cor¬ 
poration,  as  Alpha  Systems  AVS-2-X,  where  x  is  2,  2^4,  3, 
3^4,  4,  5,  6,  or  8,  indicating  the  diameter  of  the  pipe  for  which 
the  indicator  is  used. 

INSPECTION  AND  TEST:  The  indicators  have  been 
approved  by  Factory  Mutual  (Report  No.  20989)  and  Under¬ 
writers’  Laboratories  (File  S1412). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  8,  1972  under 
Calendar  Number  435-72-SA  be  reopened  and  amended  to 
include  the  additional  trade  names  of  waterflow  indicators 
listed  above  on  condition  that  the  requirements  of  the  original 
resolution  adopted  under  this  Calendar  Number  be  complied 
with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  corporate  name,  change  of  address  or  to 
submit  the  annual  affidavit  will  be  cause  for  revocation  of 
approval. 
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CORRECTION 


(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 
Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr. 

Asst.  Arch., 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 


*  Correction :  In  the  Description  Section  the  words  as 
shown  above  in  italics  are  inserted. 
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COURT 


BOARD  OF  STANDARDS  AND 


DECISION 

v.  Klein  -On-  January  30,  1973  the  Board  granted 
Jiased  on  a  decision  of  the  Borough  Superintendent. 
.11-412  and  11-413  of  the  Zoning  Resolution,  to  permit 
.reduction  in  lot  area  of  an  existing  automotive 
previously  before  the  Board,  the 
kBOdy  repairs.  Calendar  Number 

_  ihenue,  west  side,  92.51  feet  south 

of  Bennett  Street,  Block  1012,  Lot  84,  Port  Richmond,  Borough  of 
Richmond. 


At  Richmond  County  Supreme  Court,  Special  Term,  Tart  I,  Mr. 
Justice  Barlow  rendered  the  following  decision: 

,  .  yf"! F  •  •  The  petitioner  herein  brings  this  Article  78  proceedings  to 

vacate  and  annul  a  determination  of  the  Board,  on  the  grounds 
that  their  decision  was  arbitrary  and  capricious.  A  review  of  the 
entire  record  before  the  Board  fails  to  sustain  the  allegations  of 
the  petitioner.  Transfer  of  the  non-conforming  use  of  the  property 
fhom  a  gasoline  station  to  a  body  repair  shop  was  within  the 
authority  of  the  Board.  A  review  of  the  entire  transcript  of  record 
_  _  .  iiiiwrno.Tv,  that  there  was  adequate  evidence  before  the  Board  to 

Philip  P.  AgUSTA,  Vice  Chairman'  VLKSI  I  r  Oh  n  l.  d<li»A*t  a  sound  exercise  of  discretion. 

>n  •  -CH  “  ‘  TheMCourt  need  not  rule  on  the  wisdom  of  the  decision  but  must 
solely  concern  itself  with  whether  the  Board  acted  in  an  arbitrary 
and  capricious  manner.  This  the  Court  cannot  find. 

Accordingly  the  petitioner’s  application  is  denied. 

Settle  judgement  on  notice  .  .  .” 

(New  York  Law  Journal,  October  31,  1973,  Page  20) 


JOSEPH  B.  KLEIN,  Chairman  J/\N  *  / 


Howard  B.  Hornstein 


Jeremiah  T.  Walsh 


ill 

ni 


fl 

id 


i 

I 


t 

i 


Harry  M.  Carroll 

Commissioners. 

John  B,  Cincotta,  Executive  Director 
Richard  B.  Atwell,  Deputy  Director 

Frances  M.  Waldron,  Secretary 


Avril  H.  Latham,  Chief  Clerk 


Office — 80  Lafayette  Street,  9th  Floor,  Manhattan,  New 
York,  N.  Y.  10013. 

Telephone — 566-5174. 


CONTENTS 


Court  Decision. 

Docket. 

Notice  of  Hearing  of  Calendar. 


Minutes  of  Regular  Meeting,  Tuesday  Morning,  Novem¬ 
ber  27,  1973,  Affecting  Calendar  Numbers — 


1423-39-BZ — 

993-57-BZ 

481-73-BZ 

Vol.  II 

184-73-SM 

525-73-BZ 

315-58-BZ 

130-73-BZ 

526-73-BZ 

391-58-BZ 

266-73-BZ 

527-73-BZ 

434-68-BZ 

296-73-BZ 

274-73-BZ 

435-68-A 

451-73-BZ 

287-73-BZ 

311-71-BZ 

459-73-BZ 

387-73-BZ 

528-71-BZ 

479- 73-BZ 

480- 73-BZ 

418-73-BZ 

Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  Novem 

ber  27,  1973, 

Affecting  Calendar  Numbers — 

1-38-SR 

974-63-SA 

2-66-A— Vol.  Ill 

107-73-SM 

132-65-SA 

300-69-A 

108-73-SA 

494-60- SM 

541-72-A 

157-73-SM 

204-63-SM 

437-73-A 

273-73-SM 

11-64-SA 

457-73-A 

357-48-SA 

809-72-SM 

467-73-A 

829-48-SA 

502-73-SM 

468-73-A 

502-53-SM 

542-73-SM 

469- 7 3- A 

546-58-SM 

383-73-A 

470-73-A 

55-61-SA 

569-73-A 

471-73-A 

307-63-SA 

1-66-A— Vol.  Ill 

Correction  Affecting  Calendar  Numbers — 
166-73-BZ  586-71-SA 


957 


CALENDAR 


DOCKET 

New  Cases  Filed  up  to  November  27 ,  1973 

Cal.  No.  Dept.  Premises  Affected 

622-73-B Z — B.R. — 90  Atlantic  Avenue,  south  side,  165.27 
feet  east  of  Johnson  Place,  Block  3296,  Lot  16,  Dongan 
Hills,  Borough  of  Richmond,  Community  Board  #3, 
N.B.  811-73,  re-  proposed  two  family  dwelling  with 
garage,  R5  district. 


623-73-BZ — B.B. — 8621  18th  Avenue,  east  side,  194.8  feet 
south  of  86th  Street,  Block  6369,  Lot  36,  Borough  of 
Brooklyn,  Community  Board  #11,  Alt.  No;  964-73,  re¬ 
motor  vehicle  repair  shop,  C8-1,  R5,  Cl-2  district. 


624-73-A — B.B. — 8621  18th  Avenue,  east  side,  194.8  feet 
south  of  86th  Street,  Block  6369,  Lot  36,  Borough  of 
Brooklyn,  Alt.  No.  964-73,  re-  two  exits,  C8-1,  R5,  Cl-2 
district. 


625- 73-BZ — B.R. — 95  Montgomery  Avenue,  east  side,  470 
feet  north  of  Victory  Boulevard,  Block  16,  Lot  25,  Bor¬ 
ough  of  Richmond,  Community  Board  #2,  Alt.  No. 
263-72,  re-  change  of  use  from  garage  to  furniture  ware¬ 
house,  C4-2  district. 

626- 73-BZ — B.R. — 60  Bay  Street,  55  Central  Avenue, 
northwest  corner,  Block  5,  Lot  51,  St.  George,  Borough 
of  Richmond,  Community  Board  #2,  Alt.  No.  136-73, 
re-  proposed  office  space,  C4-2  district. 


627-73-A — F.D. — Packaging  of  flammable  mixture  known 
as  Citgo  extra  range  2  cycle  oil,  Citgo  extra  range  snow¬ 
mobile  oil,  in  1  one  pint  metal  sealed  can  for  2  one  quart 
metal  sealed  can,  not  in  compliance  with  regulations  of 
Administrative  Code. 


628-73-A — F.D. — Packaging  of  combustible  mixture 
known  as  “Yamalube  2  cycle  engine  oil”  in  three  one 
quart  fiber  sealed  container,  not  in  compliance  with  reg¬ 
ulations  of  Administrative  Code. 


629- 73-BZ — B.M. — 154  East  70th  Street,  south  side,  80.6 
feet  east  of  Lexington  Avenue,  Block  1404,  Lot  49,  Bor¬ 
ough  of  Manhattan,  Community  Board  #8,  Alt.  No. 

630- 73,  re-  extension  to  existing  school,  R10  and  R8 
district. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn:  B.M. — Department  of  Buildings,  Manhattan: 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


JANUARY  8,  1974,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  January  8,  1974,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

481-69-BZ 

APPLICANT — Peter  Cardiello,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  extension  of  time  to  complete 
which  expired  June  8,  1973— decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  permitting  in  a  C8-1 
district,  the  erection  of  a  fifth  floor  for  use  as  an  accessory 
restaurant  that  increases  the  degree  of  non-compliance  in 
floor  area  ratio  and  penetration  of  the  sky  exposure  plane 
and  the  change  in  occupancy  from  warehouse  to  a  health 
club  without  the  required  accessory  loading  and  parking. 


PREMISES  AFFECTED— 448  87th  Street,  south  side,  134 
feet  west  of  Fifth  Avenue,  Block  6050,  Lot  28,  Borough  of 
Brooklyn. 


703-56-BZ 

APPLICANT- — Lama  and  Vassalotti  for  Arnold  T.  Milton 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  November  18, 
1973— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7e  and  7h  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station,  lubri- 
torium,  car  washing — non-automatic,  motor  vehicle  repairs, 
sale  of  accessories,  office  and  parking  of  more  than  five  (5) 
motor  vehicles  awaiting  service. 

PREMISES  AFFECTED— 144-27  to  144-35  Farmers  Boule¬ 
vard,  east  side,  from  144th  Road  to  North  Conduit  Avenue, 
179-12  to  179-20  144th  Road  and  179-01  to  179-13  North 
Conduit  Avenue,  Block  13090,  Lot  4,  (formerly  Lots  4  and 
95),  South  Ozone  Park,  Borough  of  Queens. 

115-58-BZ 

APPLICANT — Kenneth  H.  Koons  for  Robert  Ahders, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  November  13, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  local  retail  use  district,  the  extension 
of  parking,  from  the  present  four  (4)  car  metal  garage  to 
include  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles  on  the  unbuilt  upon  portion  of  the  premises. 

PREMISES  AFFECTED — 1061  Ogden  Avenue,  west  side, 
70  feet  north  of  West  165th  Street,  Block  2526,  Lot  32, 
Borough  of  The  Bronx. 


494-72-BZ 

APPLICANT— Stanley  H.  Klein  for  Joseph  Patashny  and 
Robert  Haskell,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  November  14, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of  a 
three  story  and  cellar  two  family  dwelling,  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room,  encroaches  on  the  re¬ 
quired  front  yard  and  side  yard,  penetrates  the  sky  exposure 
plane  and  the  accessory  parking  within  the  front  yard. 

PREMISES  AFFECTED — 628  92nd  Street,  southeast  cor¬ 
ner  of  Dahlgren  Place,  Block  6142,  Lot  46,  Borough  of 
Brooklyn. 


495-72-BZ 

APPLICANT — Stanley  H.  Klein  for  Joseph  Patashny  and 
Robert  Haskell,  owners. 

SUBJECT- — Application  for  consideration — reopening  for 
extension  of  time  to  complete,  which  expired  November  14, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of  a 
three  story  and  cellar  two  family  dwelling  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room,  encroaches  on  the 
required  front  yard  and  side  yard,  penetrates  the  sky  ex¬ 
posure  plane  and  the  accessory  parking  within  the  front 
yard. 
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PREMISES  AFFECTED — 630  92nd  Street,  southeast  cor¬ 
ner  of  Dahlgren  Place,  Block  6142,  Lot  46,  Borough  of 
Brooklyn. 


496-72-BZ 

APPLICANT — Stanley  H.  Klein  for  Joseph  Patashny  and 
Robert  Haskell,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete,  which  expired  November  14, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of  a 
three  story  and  cellar  two  family  dwelling,  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room,  encroaches  on  the 
required  front  yard  and  side  yard,  penetrates  the  sky  ex¬ 
posure  plane  and  the  accessory  parking  within  the  front 
yard. 

PREMISES  AFFECTED — 632  92nd  Street,  southeast  cor¬ 
ner  of  Dahlgren  Place,  Block  6142,  Lot  46,  Borough  of 
Brooklyn. 


497-72-BZ 

APPLICANT — Stanley  H.  Klein  for  Joseph  Patashny  and 
Robert  Haskell,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete,  which  expired  November  14, 
1973 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of  a 
three  story  and  cellar  two  family  dwelling,  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room,  encroaches  on  the 
required  front  yard  and  side  yard,  penetrates  the  sky  ex¬ 
posure  plane  and  the  accessory  parking  within  the  front 
yard. 

PREMISES  AFFECTED — 634  92nd  Street,  southeast  cor¬ 
ner  of  Dahlgren  Place,  Block  6142,  Lot  46,  Borough  of 
Brooklyn. 


498-72-BZ 

APPLICANT — Stanley  H.  Klein  for  Joseph  Patashny  and 
Robert  Haskell,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete,  which  expired  November  14, 
1973 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of  a 
three  story  and  cellar  two  family  dwelling,  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room,  encroaches  on  the 
required  front  yard  and  side  yard,  penetrates  the  sky  ex¬ 
posure  plane  and  the  accessory  parking  within  the  front 
yard. 

PREMISES  AFFECTED — 636  92nd  Street,  southeast  cor¬ 
ner  of  Dahlgren  Place,  Block  6142,  Lot  46,  Borough  of 
Brooklyn. 


499-72-BZ 

APPLICANT — Stanley  H.  Klein  for  Joseph  Patashny  and 
Robert  Haskell,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  November  14, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of  a 
three  story  and  cellar  two  family  dwelling,  that  exceeds 


the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room,  encroaches  on  the 
required  front  yard  and  side  yard,  penetrates  the  sky  ex¬ 
posure  plane  and  the  accessory  parking  within  the  front 
yard. 

PREMISES  AFFECTED — 638  92nd  Street,  southeast  cor¬ 
ner  of  Dahlgren  Place,  Block  6142,  Lot  46,  Borough  of 
Brooklyn. 


500-72-BZ 

APPLICANT — Stanley  H.  Klein  for  Joseph  Patashny  and 
Robert  Haskell,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  November  14, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of  a 
three  story  and  cellar  two  family  dwelling,  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room,  encroaches  on  the 
required  front  yard  and  side  yard,  penetrates  the  sky  ex¬ 
posure  plane  and  the  accessory  parking  within  the  front 
yard. 

PREMISES  AFFECTED — 640  92nd  Street,  southeast  cor¬ 
ner  of  Dahlgren  Place,  Block  6142,  Lot  46,  Borough  of 
Brooklyn. 


501-72-BZ 

APPLICANT — Stanley  H.  Klein  for  Joseph  Patashny  and 
Robert  Haskell,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  November  14, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of  a 
three  story  and  cellar  two  family  dwelling,  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room,  encroaches  on  the 
required  front  yard  and  side  yard,  penetrates  the  sky  ex¬ 
posure  plane  and  the  accessory  parking  within  the  front 
yard. 

PREMISES  AFFECTED — 626  92nd  Street,  southeast  cor¬ 
ner  of  Dahlgren  Place,  Block  6142,  Lot  46,  Borough  of 
Brooklyn. 


224-73-BZ 

APPLICANT — Consolidated  Edison  Company  of  New  York 
for  City  of  New  York,  owner;  Consolidated  Edison  Com¬ 
pany  of  New  York,  lessee. 

SUBJECT — Application  April  13,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  M3  district,  the  erection  of  a 
replacement  accessory  stack  for  an  existing  steam  plant. 

PREMISES  AFFECTED — 1100  York  Avenue,  northeast 
corner  of  69th  Street,  Block  1474,  Lot  7,  Borough  of  Man¬ 
hattan.  Community  Board  #8. 

Laid  over  from  November  20,  1973,  for  hearing  at  the 

request  of  the  community  board;  no  further  layovers. 


481-73-BZ 

APPLICANT — Samuel  J.  Kisseloff  for  C  A  C  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  August  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  on  a  plot  previ¬ 
ously  before  the  Board,  the  enlargement  in  lot  area  and  the 
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erection  of  a  new  structure  to  be  occupied  with  offices  for 
an  open  contractors  establishment  with  accessory  parking 
of  10  trucks. 

PREMISES  AFFECTED — 1775  Allerton  Avenue,  north¬ 
west  corner  of  Wickham  Avenue,  Block  4803,  Lot  19,  Bor¬ 
ough  of  The  Bronx.  Community  Board  #  12. 

Laid  over  from  November  27,  1973,  at  the  request  of 
the  Community  Planning  Board. 


40-73-BZ 

APPLICANT — Gaspare  Rosario  Santoro  for  Anthony 
Licastri,  owner. 

SUBJECT — Application  January  22,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  two  story  enlargement  to  an  existing  store  and  residential 
building  that  increases  the  degree  of  non-conformity  and 
non-compliance. 

PREMISES  AFFECTED — 128  Sand  Lane,  west  side,  40.01 
feet  south  of  Me  Clean  Avenue,  Block  3274,  Lots  32,  30, 
South  Beach,  Borough  of  Richmond.  Community  Board  # 3 . 


449-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Daughters  of 
Jacob  Geriatric  Center,  Incorporated,  owner. 

SUBJECT — Application  July  31,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-01  (b)  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R7-1  district,  the 
conversion  of  an  existing  six  story  nursing  home  to  a  resi¬ 
dence  for  the  elderly  that  encroaches  on  the  required  inner 
court  and  on  the  minimum  distance  between  buildings. 

PREMISES  AFFECTED— 321-335  East  167th  Street  and 
1151-1201  Teller  Avenue,  northeast  corner,  Block  2435,  Lot 
45,  Borough  of  The  Bronx.  Community  Board  # 4 . 


450-73-A 

APPLICANT — Leonard  F.  Rothkrug  for  Daughters  of 
Jacob  Geriatric  Center,  Incorporated,  owner. 

SUBJECT — Application  July  31,  1973 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  outer  court,  bulk¬ 
head. 

PREMISES  AFFECTED— 321-335  East  167th  Street,  and 
1151-1201  Teller  Avenue,  Block  2435,  Lot  45,  Borough  of 
The  Bronx. 


456-73-BZ 

APPLICANT — Weinberg  &  Kirshenbaum  for  Ciro  Accardo, 
owner. 

SUBJECT — Application  August  7,  1973 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-62 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-3  district,  in 
an  existing  three  story  mixed  building,  the  erection  of  a 
one  story  enlargement  to  the  first  floor  restaurant  that 
increases  the  degree  of  non-compliance  in  floor  area  ratio 
and  the  lot  area  requirements. 

PREMISES  AFFECTED — 6009  8th  Avenue,  east  side,  80 
feet  south  of  60th  Street,  Block  5714,  Lot  6,  Borough  of 
Brooklyn.  Community  Board  #12. 


466-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Harold,  Frederick 
A.  and  Sophie  Menowitz  and  Carol  M.  Penn,  owners, 
Emigrant  Savings  Bank,  lessee. 

SUBJECT — Application  August  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-01  (b)  of  the 
Zoning  Resolution,  to  permit  in  a  C8-1  district,  the  instal¬ 


lation  of  a  non-flashing  illuminated  sign  that  exceeds  the 
permitted  height  above  curb  level  and  the  permitted  surface 
area  along  a  district  boundary. 

PREMISES  AFFECTED — 91-31  Queens  Boulevard,  north¬ 
east  corner  of  60th  Avenue,  Block  1861,  Lot  1,  Elmhurst, 
Borough  of  Queens.  Community  Board  #4. 


296-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Joseph  &  Lillian 
Costa,  owner ;  American  Motors  Realty  Corporation,  lessee. 

SUBJECT — Application  May  17,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C2-1  and  R3-2  district,  the 
erection  of  a  one  story  automobile  sales  and  service  estab¬ 
lishment  with  open  sales  and  storage  of  new  and  used  cars 
and  accessory  parking. 

PREMISES  AFFECTED— 2160  and  2180  Hylan  Boulevard 
and  1  to  30  Zwicky  Avenue,  northeast  corner,  Block  3691, 
Lots  1,  3,  5,  7,  9,  11,  14,  18  and  41,  Grant  City,  Borough  of 
Richmond. 

Laid  over  from  November  27,  1973,  for  continued 

hearing. 


459-73-BZ 

APPLICANT — Harry  A.  Yarish  for  Joseph  Angelone, 
owner. 

SUBJECT — Application  August  10,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  73-50  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C8-1  district,  the  erection  of 
a  one  story  enlargement  to  an  existing  supermarket  that 
will  encroach  on  the  required  yard  along  a  district 
boundary. 

PREMISES  AFFECTED — 2424-48  Flatbush  Avenue,  west 
side,  80  feet  south  of  Avenue  T,  Block  8542,  Lot  46,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #13. 

Hearing  closed. 

JOSEPH  B.  KLEIN,  Chairman 


JANUARY  8,  1974,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  morning,  January  8,  1974,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 


438-73-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Kent  Realty. 

SUBJECT — Application  July  26,  1973 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 136-49— 51-53  Roosevelt  Av¬ 
enue,  north  side,  433.29  feet  north  of  Union  Street,  Block 
4980,  Lot  64,  Flushing,  Borough  of  Queens. 


439-73-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Kent  Realty. 

SUBJECT — Application  July  26,  1973 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 136-43,  45,  47,  47A  Roosevelt 
Avenue,  north  side,  425  feet  east  of  Main  Street,  Block 
4980,  Lot  67,  Flushing,  Borough  of  Queens. 
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477-73-A 

APPLICANT — Harry  Soled  for  Cong.  Kol  Israel,  Rabbi 
Raphael  Harari,  owner. 

SUBJECT — Application  August  9,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  extension  of 
use  of  synagogue,  contrary  to  Cal.  61 0-72- A. 

PREMISES  AFFECTED — 3211  Bedford  Avenue,  north¬ 
east  corner  of  Avenue  K,  Block  7607,  Lot  8,  Borough  of 
Brooklyn. 


509-73-A 

APPLICANT — Stephen  J.  Murphy  for  Concourse  Man¬ 
agement  Company,  owner. 

SUBJECT — Application  September  13,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  installation  of 
approved  wet  sprinkler  system. 

PREMISES  AFFECTED — 2465-81  Jerome  Avenue  and 
1-9  West  Fordham  Road,  northwest  corner,  Block  3200, 
Lot  20,  Borough  of  The  Bronx. 

591-73-A 

APPLICANT — Gulf  Oil  Corporation,  owner. 

SUBJECT — Application  November  7,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  packaging  of  com¬ 
bustible  mixture  known  as  “Gulfpride  Marine-G  Outboard 
Lubricant  in  eight  (8)  ounce  metal  cans,  not  in  com¬ 
pliance  with  regulations  of  the  Administrative  Code  of 
New  York  City. 

JOSEPH  B.  KLEIN,  Chairman 

JANUARY  15,  1974,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  morning,  January  15,  1974,  at  10  o’clock  at  80 

Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 

following  matters : 

356-72-A 

APPLICANT — Louis  Lieberman  for  Columbia  Institute  of 
Chiropractic,  owner. 

SUBJECT— Application  for  consideration — to  reopen  and 
amend  resolution  (on  motion  of  Board) — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  live  load,  egress, 
windows  and  width  of  stairs ;  previously  granted  on  con¬ 
dition. 

PREMISES  AFFECTED — 261-263  West  71st  Street,  north 
side,  172  feet  east  of  West  End  Avenue,  Block  1163,  Lots 
8,  8p2,  Borough  of  Manhattan. 


600-71-BZ 

APPLICANT — Albert  Melniker  for  Emma  J.  and  Walter 
H.  S tiering,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  November  14, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R5  district,  in  an  existing 
two  story  building  the  extension  of  the  store  to  occupy  the 
entire  first  floor  with  accessory  storage. 

PREMISES  AFFECTED — 905  Forest  Avenue,  north  side, 
137.5  feet  west  of  Elizabeth  Street,  Block  225,  Lot  52,  West 
New  Brighton,  Borough  of  Richmond. 


707-56-BZ — Vol.  II 

APPLICANT — Atkin  and  Bassolino  for  Leonard  and  Joseph 
Mallimson,  owners. 


SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  April  21, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7f,  7e  and  7i  of  the 
Zoning  Resolution,  permitting  in  a  business  use  district, 
the  erection  and  maintenance  of  a  gasoline  service  station, 
lubrication,  auto  washing-non  automatic,  office,  sale  of  ac¬ 
cessories,  minor  repairs  with  hand  tools  only,  safety  in¬ 
spection  station  and  the  parking  and  storage  of  motor 
vehicles. 

PREMISES  AFFECTED— 1500-1510  Williamsbridge  Road 
and  1601-1611  Eastchester  Road,  northeast  corner,  Block 
4082,  Lot  5  (formerly  Lots  5  and  10),  Borough  of  The 
Bronx. 


118-53-BZ 

APPLICANT — Henry  H.  Jenet  for  Henry  H.  and  August 
Jenet,  owners. 

SUBJECT — -Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  June  19,  1973;  and  amend¬ 
ment  of  resolution — decision  of  the  Borough  Superinten¬ 
dent;  previously  granted  on  condition  under  Section  7e  of 
the  Zoning  Resolution,  permitting  in  a  residence  use  district, 
the  erection  and  maintenance  of  a  business  building  (retail 
stores)  with  a  loading  and  unloading  area,  and  to  permit 
a  business  entrance  (curb  cut)  to  rear  of  proposed  struc¬ 
ture. 

PREMISES  AFFECTED— 106-57  to  106-65  160th  Street 
and  100-01  to  100-09  107th  Avenue,  northeast  corner,  Block 
10128,  Lot  50  (formerly  Lots  48  and  50,)  Jamaica,  Bor¬ 
ough  of  Queens. 


656-72-BZ 

APPLICANT — Otto  J.  Schumm  for  St.  Jacobus  Lutheran 
Church,  owmer. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution,  permitting  in  an  R5 
district,  the  erection  of  a  two  story  enlargement  to  a  church 
and  community  facility  structure  that  encroaches  on  the 
required  front  and  side  yards,  exceeds  the  permitted  lot 
coverage  and  without  the  required  accessory  parking. 

PREMISES  AFFECTED — 72-01  43rd  Avenue,  northeast 
corner  of  72nd  Street,  Block  1353,  Lot  1,  Woodside,  Bor¬ 
ough  of  Queens. 


435-73-BZ 

APPLICANT — Meier-Marus  for  E.  N.  Madison,  owner. 

SUBJECT — Application  July  26,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  and  73-33  of  the 
Zoning  Resolution,  to  permit  in  an  Ml-1  district,  the  in¬ 
stallation  of  an  oxygen  storage  tank  that  exceeds  the  per¬ 
mitted  size. 

PREMISES  AFFECTED — 40-14  19th  Avenue,  southwest 
corner  of  41st  Street,  Block  801,  Lots  35  and  41,  Astoria, 
Borough  of  Queens.  Community  Board  #1. 


491-73-BZ 

APPLICANT — James  Whitford,  Jr.  for  Richmond  County 
Savings  Bank,  owner. 

SUBJECT — Application  August  23,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  for  a  term 
of  five  years,  the  maintenance  of  a  trailer  as  an  enlargement 
to  a  bank  that  increases  the  degree  of  non-conformity. 
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PREMISES  AFFECTED — 1460  Richmond  Avenue,  south¬ 
west  corner  of  Lander  Avenue,  Block  1595,  Lot  20,  Bulls 
Head,  Borough  of  Richmond,  Community  Board  #3. 


492-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Commodore  Hotel 
of  Belle  Harbor,  Incorporated,  owner. 

SUBJECT — Application  August  24,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection 
of  a  four  story  domiciliary  care  facility  that  exceeds  the 
permitted  floor  area  ratio. 

PREMISES  AFFECTED— 198  Beach  127th  Street,  south¬ 
east  corner  and  126-11  Rockaway  Beach  Boulevard,  Block 
16236,  Lots  1  and  95,  Belle  Harbor,  Borough  of  Queens. 
Community  Board  #14. 


583-73-BZ 

APPLICANT — The  New  York  Bank  for  Savings  for  Avon 
Associates,  Incorporated,  owner,  The  New  York  Bank 
for  Savings,  lessee. 

SUBJECT— Application  November  2,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-01  (b)  of  the 
Zoning  Resolution,  to  permit  in  a  C5-2  district,  the  in¬ 
stallation  of  an  illuminated  business  sign. 

PREMISES  AFFECTED — 108  West  34th  Street,  south 
side,  78.8  feet  West  of  Broadway,  Block  809,  Lot  49, 
Borough  of  Manhattan.  Community  Board  #5. 


406-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Shaare  Zion  Con¬ 
gregation,  owner. 

SUBJECT — Application  July  6,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  and  R5  district,  the 
erection  of  a  four  story  enlargement  to  a  Synagogue  for 
use  as  a  youth  center  with  less  than  the  required  accessory 
parking. 

PREMISES  AFFECTED — 2003  East  5th  Street  and  2030 
Ocean  Parkway,  west  side,  182.2  feet  south  of  Avenue  T, 
Block  7108,  Lots  17,  18,  69,  78  and  79,  Borough  of  Brooklyn. 
Community  Board  #13. 

Laid  over  from  November  27,  1973,  for  continued 
hearing. 

JOSEPH  B.  KLEIN,  Chairman 


JANUARY  15,  1974,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  afternoon,  January  15,  1974,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 


502-73-SM 

APPLICANT — Raymond  C.  Frobosilo  and  Samuel  W. 
Levine — retractable  barrier  for  fire  escape  windows. 


523-73-A 

APPLICANT — Twilight  Oil  Refining  Company,  owner. 

SUBJECT — Application  September  25,  1973 — appeal  from 
a  decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixtures  known  as  “Twilight  Lamp  Oil”  and  Early 
American  Lamp  Oil  in  Quart  and  Pint  size  plastic  con¬ 
tainer,  not  in  compliance  with  the  regulation  of  the  Ad¬ 
ministrative  Code  of  New  York  City. 


528-73-A 

APPLICANT — Lawrence  Shutkind  for  Louis  A.  Durante, 
owner ;  Sheltering  Arms  Childrens  Service,  lessee. 

SUBJECT — Application  September  28,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  group 
home. 

PREMISES  AFFECTED — 3402  Clarendon  Road,  southeast 
corner  of  East  34th  Street,  Block  4951,  Lot  1,  Borough  of 
Brooklyn. 

536-73-A 

APPLICANT — Harry  Soled  for  Cong.  Chasidei  Spinka, 
owner. 

SUBJECT — Application  October  4,  1973 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  ramp. 

PREMISES  AFFECTED — 1462  to  1464  56th  Street,  south 
side,  180  feet  west  of  15th  Avenue,  Block  5692,  Lot  27, 
Borough  of  Brooklyn. 


566-73-A 

APPLICANT — Robert  C.  Mark  for  Minnesota  Mining  & 
Manufacturing  Company,  owner. 

SUBJECT — Application  October  24,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “3M  Brand  Color  Key  De¬ 
veloper  Negative  Acting”  in  one  quart  Polyethylene  bottles, 
not  in  compliance  with  regulation  of  the  Administrative 
Code  of  New  York  City. 


567-73-A 

APPLICANT — Robert  C.  Marx  for  Minnesota  Mining  & 
Manufacturing  Company,  owner. 

SUBJECT — Application  October  24,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “3M  Brand  Subtractive  Plate 
Developer”  in  one  quart  Polyethylene  bottles,  not  in  com¬ 
pliance  with  regulations  of  the  Administrative  Code  of 
New  York  City. 

JOSEPH  B.  KLEIN,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  NOVEMBER  27,  1973  10  A.M. 

Present:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 
Commissioner  Carroll. 

1423-39-BZ — Vol.  II  " 

APPLICANT — Lama  and  Vassalotti  for  Getty  Oil  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  December  9, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7f,  7i  and  7e  of  the 
Zoning  Resolution,  permitting  in  a  retail  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station  with 
accessory  uses  of  lubritorium,  minor  auto  repairs,  car  wash¬ 
ing,  office  and  sales  and  storage. 

PREMISES  AFFECTED— 2102-2124  Avenue  Z,  2609-2615 
East  21st  Street,  southeast  corner,  2602-2604  East  22nd 
Street  and  2101-2123  Jerome  Avenue,  Block  7441,  Lot  371, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll .  5 

Negative .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
December  9,  1958,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  November  27,  1973,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  December 
9,  1958,  only  as  to  the  term  of  variance,  so  that  as  amended 
this  portion  of  the  resolution  shall  read: 

“granted  for  a  term  of  ten  years  from  December  9,  1973, 
to  permit  .  .  .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all  re¬ 
spects;  and  that  a  new  Certificate  of  Occupancy  shall  be 
obtained.”  (N.B.  409-58) 


315-58-BZ 

APPLICANT — Larry  Meltzer  for  Exxon  Corporation, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  October  7, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7e,  7f  and  7i  of  the 
Zoning  Resolution,  permitting  in  a  retail  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station,  and 
the  conjunctive  uses  of  lubritorium,  auto  laundry,  (non¬ 
automatic),  minor  auto  repairs  with  hand  tools  only  and 
parking  of  motor  vehicles. 

PREMISES  AFFECTED— 109-19  Horace  Harding  Ex¬ 
pressway,  northside,  triangular  block  from  Saultell  Avenue 
to  Waldron  Street,  Block  1969,  Lot  2,  Corona,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Larry  Meltzer. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 


THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll .  5 

Negative: .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
October  7,  1958,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
November  27,  1973,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
7,  1958,  as  amended  through  December  5,  1961,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.”  (N.B.  1314-58) 


391-58-BZ 

APPLICANT — Lama  and  Vassalotti  for  Bernard  Benson, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  November 
13,  1973 — decision  of  the  Borough  Superintendent,  previ¬ 
ously  granted  on  condition  under  Section  7h  of  the  Zoning 
Resolution,  permitting  in  a  retail  and  residence  use  district, 
the  extension  into  the  residence  portion  of  the  plot  of  a 
parking  lot  for  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED— 1312-1318  Taylor  Avenue,  east 
side  97.27  feet  north  of  Westchester  Avenue,  Block  3878, 
Lot  9,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
December  9,  1958,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
November  27,  1973,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Decem¬ 
ber  9,  1958,  as  amended  through  December  10,  1968,  only  as 
to  the  term  of  variance,  so  that  as  amended  this  portion  of 
the  resolution  shall  read : 

“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  on  condition  that  the 
lot  shall  be  surfaced  with  clean  gravel  or  steam  cinders, 
treated  with  a  binder  and  properly  rolled,  in  compliance 
with  the  resolution  adopted  by  the  Board  on  December 
9,  1958 ;  that  bumpers  shall  be  installed  in  accordance 
with  the  rules  and  regulations  of  the  Department  of 
Buildings;  that  the  sidewalk  in  front  of  this  lot  shall  be 
paved  for  its  full  width,  in  accordance  with  the  rules  and 
regulations  of  the  Department  of  Highways ;  that  other 
than  as  herein  amended  the  resolution  above  cited  shall 
be  complied  with  in  all  respects ;  and  that  a  new  Cer¬ 
tificate  of  Occupancy  shall  be  obtained”  (Alt.  342-58). 
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434-68-BZ 

APPLICANT — Lama  and  Vassalotti  for  Paul  Wiener, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution,  permitting  in  a  C6-2  dis¬ 
trict,  in  an  existing  18  story  and  penthouse  building,  the 
erection  of  an  enlargement  to  the  fourth  floor  for  use  as 
clothing  store  that  increases  the  degree  of  non-compliance 
in  lot  area  requirement,  encroaches  on  the  required  open 
space  requirements  and  without  additional  loading  berth. 

PREMISES  AFFECTED— 101-111  Seventh  Avenue,  157- 
163  West  16th  Street,  northeast  corner,  Block  792,  Lot  1, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
October  29,  1968,  on  certain  conditions ;  and 
Whereas,  time  to  obtain  permits  and  complete  work  was 
extended  on  October  15,  1969;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
29,  1968  as  amended  through  October  15,  1969,  by  adding 
thereto : 

“that  with  reference  to  the  decision  of  the  Borough  Su¬ 
perintendent  dated  November  16,  1973,  acting  on  Alt. 
Applic.  803-73,  Objections  A-l,  A-3  and  A-4,  the  fourth 
floor  of  this  building  shall  substantially  conform  to  re¬ 
vised  drawings  of  proposed  conditions  marked  ‘Received 
August  27,  1973’,  two  sheets,  on  condition  that  other 
than  as  herein  amended  the  resolution  above  cited  shall 
be  complied  with  in  all  respects”  (Alt.  803-73). 


435-68-A 

APPLICANT — Lama  and  Vassalotti  for  Paul  Wiener, 
owner. 

SUBJECT- — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  re-  Appeal  pursuant  to  Section  310  of  the  Mul¬ 
tiple  Dwelling  Law  for  variance  of  Section  26,  subd.  8  of 
the  Multiple  Dwelling  Law  re  bulk,  required  open  spaces 
and  minimum  dimensions  of  yard  or  courts ;  previously 
granted  on  condition. 

PREMISES  AFFECTED— 101-111  Seventh  Avenue,  157- 
163  West  16th  Street,  northeast  corner,  Block  792,  Lot  1, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll .  5 

Negative: .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
May  13,  1969,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  May  13, 
1969,  by  adding  thereto  : 

“that  with  reference  to  the  decision  of  the  Borough 
Superintendent  dated  November  16,  1973,  acting  on  Alt. 
Applic.  803-73,  Objection  A-2,  the  fourth  floor  of  this 
building  shall  conform  to  the  requirements  of  the  reso¬ 
lution  adopted  this  day  under  Cal.  No.  434-68-BZ,  on 
condition  that  other  than  as  herein  amended  the  resolu¬ 
tion  above  cited  shall  be  complied  with  in  all  respects.” 
(Alt.  803-73) 

311-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Sun  Oil  Company, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Section 
11-412  of  the  Zoning  Resolution,  permitting  in  an  R5  dis¬ 
trict,  the  reduction  in  floor  area  and  reconstruction  of  an 
automotive  service  station  with  accessory  uses  previously 
before  the  Board. 

PREMISES  AFFECTED — 1901  to  1911  Cropsey  Avenue, 
northeast  corner  of  19th  Avenue,  Block  6439,  Lot  5,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll .  5 

Negative: .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
October  12,  1971,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  work  was 
extended  last  on  October  17,  1972;  and 
Whereas,  the  resolution  was  amended  on  January  23,  1973 ; 
and 

Whereas,  the  applicant  requested  a  further  amendment  of 
the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
12,  1971,  as  amended  through  January  23,  1973,  by  adding 
thereto : 

“that  the  gasoline  pumps  shall  conform  to  revised  draw¬ 
ing  of  proposed  conditions  marked  ‘Received  October  19, 
1973’,  one  sheet,  on  condition  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied  with 
in  all  respects.”  (Misc.  1075-73) 

528-71-BZ 

APPLICANT — Larry  Meltzer  for  Exxon  Corporation, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  October  3, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  72-21  and  11-412  of  the 
Zoning  Resolution,  permitting  in  an  R3-2  district,  the  en¬ 
largement  in  lot  area  and  reconstruction  of  an  automotive 
service  station  with  accessory  uses. 
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PREMISES  AFFECTED— 133-44  150th  Street  and  149-17 
North  Conduit  Avenue,  northwest  corner,  Block  12116, 
Lot  1,  South  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  I^arry  Meltzer. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll .  5 

Negative: .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
October  3,  1972,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
3,  1972,  only  as  to  the  time  to  complete  the  work,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  562-71) 


993-57-BZ 

APPLICANT — Atkin  and  Bassolino  for  Bestofall  Realty 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — to  withdraw  the 
application  to  reopen  and  extend  the  term  of  variance  which 
expired  June  24,  1973 — decision  of  the  Borough  Superin¬ 
tendent  ;  previously  granted  on  condition  under  Section  7f, 
7i  and  7 a  of  the  Zoning  Resolution,  permitting  in  a  business 
use  district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  office,  sales,  storage  room,  lubritorium,  auto 
wash,  minor  auto  repairs  and  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles  with  business  entrances 
and  show  windows  within  75  feet  of  the  residence  use  dis¬ 
trict. 

PREMISES  AFFECTED — 4728-4736  White  Plains  Road, 
and  701-707  St.  Ouens  Street,  northeast  corner,  Block  5113, 
Lot  21,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  to  reopen  and  extend 
the  term  of  the  variance  withdrawn  at  the  request  of  the 
applicant. 

THE  VOTE—  . 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll .  5 

Negative: .  0 


184-73-SM 

APPLICANT — Stricon  Products  Limited,  owner. 
SUBJECT — For  consideration  to  reopen  to  obtain  additional 


information  and  tests. 

APPEARANCES— 

For  Applicant :  R.  E.  Marsden. 

THE  VOTE  TO  REOPEN— 

Affirmative:  .  0 

Negative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 
Commissioner  Carroll .  5 


THE  RESOLUTION— 

W  hereas,  the  Board  has  obtained  additional  information 
and  tests  for  consideration  to  reopen  Calendar  Number 
184-73-SM. 

Resolved,  that  the  Board,  having  reviewed  the  information 
submitted  by  Stricon  Products,  Limited,  including  additional 
tests,  results,  and  other  data,  determines  that  its  approval 
dated  September  11,  1973  for  the  ultimate  stress  splicer  should 
not  be  reopened,  and  said  approval  stands  as  granted  Sep¬ 
tember  11,  1973. 

130-73-BZ 

APPLICANT — Alphonse  J.  Calvanico  for  John  Lagana,  Jr., 
Trustee,  Russo’s  Drive  In,  Incorporated,  lessee. 

SUBJECT — Application  February  27,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  mainte¬ 
nance  of  a  one  story  enlargement  to  a  restaurant  that  in¬ 
creases  the  degree  of  non-compliance. 

PREMISES  AFFECTED — 1677  Hylan  Boulevard,  north 
side,  75.56  feet  east  of  Harold  Avenue,  Block  5408,  Lot  43, 
Annadale,  Borough  of  Richmond.  Community  Board  #4. 

APPEARANCES— 

For  Applicant:  David  C.  Winters  and  John  Lagana,  Jr. 
For  Opposition:  Vito  DePalo,  Anna  DePalo  and  Thelma 
Grimm. 

ACTION  OF  BOARD — Laid  over  to  December  11,  1973, 
at  10  A.M.,  for  decision ;  applicant  to  submit  additional 
information;  previously  inspected;  hearing  closed. 


266-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Home  Care  Prod¬ 
ucts,  Incorporated,  owner. 

SUBJECT — Application  April  30,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-01  (b)  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R3-2  district,  the 
erection  of  a  one  story  enlargement  to  an  existing  paper 
products  manufacturing  establishment  previously  before  the 
Board  that  increases  the  degree  of  non-conformity  and 
non-compliance. 

PREMISES  AFFECTED — 115-58  Dunkirk  Street,  west 
side,  80.32  feet  north  of  Newburg  Street,  Block  10315,  Lot 
134,  St.  Albans,  Borough  of  Queens.  Community  Board 
#12. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  December  4,  1973,  at 
10:00  A.M.,  for  decision;  hearing  closed. 


296-73-BZ 

APPLICANT — Leosard  F.  Rothkrug  for  Joseph  &  Lillian 
Costa,  owner,  American  Motors  Realty  Corporation,  lessee. 

SUBJECT — Application  May  17,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C2-1  and  R3-2  district,  the 
erection  of  a  one  story  automobile  sales  and  service  estab¬ 
lishment  with  open  sales  and  storage  of  new  and  used  cars 
and  accessory  parking. 

PREMISES  AFFECTED — 2160  and  2180  Hylan  Boulevard 
and  1  to  30  Zwicky  Avenue,  northeast  corner  Block  3691, 
Lots  1,  3,  5,  7,  9,  11,  14,  18  and  41,  Grant  City,  Borough  of 
Richmond. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition :  Charles  H.  Burger. 

ACTION  OF  BOARD — Laid  over  to  January  8,  1974,  at 
10  A.M.,  for  continued  hearing. 
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APPLICANT — Dominick  Salvati  and  Son  for  Patrick  Fitz¬ 
gerald,  owner. 

SUBJECT — Application  August  3,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-3  district,  in  an  existing 
three  story  building,  the  enlargement  in  area  of  the  first 
floor  restaurant  that  increases  the  degree  of  non-compliance 
in  floor  area  ratio. 

PREMISES  AFFECTED — 148  7th  Avenue,  west  side,  70 
feet  north  of  Garfield  Place,  Block  963,  Lot  60,  Borough  of 
Brooklyn.  Community  Board  #6. 

APPEARANCES— 

For  Applicant :  Anthony  M.  Salvati. 

For  Opposition :  Ann  C.  Katz,  Plelen  Coronges  and  Mary 
Munisteri. 

ACTION  OF  BOARD — Laid  over  to  December  11,  1973,  at 
10 :00  A.M.,  for  continued  hearing ;  applicant  to  submit 
additional  information. 


459-73-BZ 

APPLICANT — Harry  A.  Yarish  for  Joseph  Angelone, 
owner. 

SUBJECT — Application  August  10,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  73-50  of  the  Zoning 
Resolution,  to  permit  in  a  C8-1  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  supermarket  that  will 
encroach  on  the  required  yard  along  a  district  boundary. 

PREMISES  AFFECTED — 2424/48  Flatbush  Avenue,  west 
side,  80  feet  south  of  Avenue  T,  Block  8542,  Lot  46,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #18. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

For  Opposition:  Robert  Raduazzo  and  John  Najarian. 

ACTION  OF  BOARD — Laid  over  to  January  8,  1974,  at 
10 :00  A.M.,  for  decision ;  applicant  to  submit  additional 
information. 


479-73-BZ 

APPLICANT - Ingram  S.  Carrier  for  Thomas  E.  &  Robert 

J.  Halloran,  owners,  ABC  Elastic  Corporation,  contract 
purchaser. 

SUBJECT — Application  August  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  11-413 
of  the  Zoning  Resolution,  to  permit  in  a  C2-3  district,  the 
change  in  occupancy  of  an  existing  one  story  building 
previously  before  the  Board  from  foundry  products  finish¬ 
ing  and  storage  of  patterns  to  a  clothing  manufacturing 
establishment. 

PREMISES  AFFECTED — 889  Metropolitan  Avenue,  north 
side,  100  feet  west  of  Olive  Street,  Block  2912,  Lot  30, 
Borough  of  Brooklyn.  Community  Board  #1. 

APPEARANCES— 

For  Applicant:  Ingram  S.  Carner,  Thomas  E.  Halloran, 
Jr.,  Robert  J.  Halloran  and  Morris  Freund. 

For  Opposition:  John  A.  Sanpietro,  Frances  E.  Sake,  Alice 
Burns,  Christina  Novellivo,  Grace  Casale,  Nick  S.  Amato 
and  Pasqua  Cocace. 

ACTION  OF  BOARD — Laid  over  to  December  11,  1973, 
at  10:00  A.M.,  for  decision;  hearing  closed;  applicant  to 
submit  additional  information. 


480-73-BZ 

APPLICANT — Ingram  S.  Carner  for  Thomas  E.  &  Robert 
J.  Halloran,  owners,  Martin  Dellacona  &  James  Smith, 
contract  purchaser. 


SUBJECT — Application  August  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  11-413  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  and  C2-3  district  the 
change  in  use  of  an  iron  foundry  previously  before  the 
Board,  to  a  private  sanitation  and  carting  establishment 
with  accessory  repairs. 

PREMISES  AFFECTED — 890  Metropolitan  Avenue,  south 
side,  97.8  feet  west  of  Olive  Street,  Block  2916,  Lots  32 
and  33,  Borough  of  Brooklyn.  Community  Board  #1. 

APPEARANCES— 

For  Applicant:  Ingram  S.  Carner,  Thomas  E.  Halloran, 
Jr.,  Robert  J.  Halloran,  Martin  Dellacona,  Jr.  and  James 
Smith. 

For  Opposition:  John  H.  Sanpietro,  Frances  E.  Soci, 
Alice  Burns,  Christina  Novellivo,  Grace  Casole,  Nick 
S.  Amato  and  Pasqua  Cocace. 

ACTION  OF  BOARD — Laid  over  to  December  11,  1973, 
at  10:00  A.M.,  for  continued  hearing.  The  applicant  to 
review  Sections  11-413  and  52-35  of  the  Z.  R. ;  and  to  sub¬ 
mit  corrected  drawings  and  additional  data  requested  by 
the  Board. 


481-73-BZ 

APPLICANT — Samuel  J.  Kisseloff  for  C  AC  Realty  Cor¬ 
poration,  owner. 

SUBJECT- — Application  August  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  on  a  plot  pre¬ 
viously  before  the  Board,  the  enlargement  in  lot  area  and 
the  erection  of  a  new  structure  to  be  occupied  with  offices 
for  an  open  contractors  establishment  with  accessory  park¬ 
ing  of  10  trucks. 

PREMISES  AFFECTED — 1775  Allerton  Avenue,  north¬ 
west  corner  of  Wickham  Avenue,  Block  4803,  Lot  19, 
Borough  of  The  Bronx.  Community  Board  #12. 

APPEARANCES— 

For  Applicant :  Samuel  J.  Kisseloff. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  January  8,  1974,  at 
10:00  A.M.,  at  the  request  of  the  Community  Planning 
Board. 


525-73-BZ 

APPLICANT — Peter  Casini  for  William  T.  Allaire,  owner. 

SUBJECT — Application  September  24,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R2  district,  on  a  plot  with 
less  than  the  required  lot  area  and  lot  with,  the  erection 
of  a  two  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio  and  has  less  than  the  required  open  space  ratio. 

PREMISES  AFFECTED — 33-64  191st  Street,  west  side, 
200  feet  north  of  35th  Avenue,  Block  5259,  Lot  38,  Flush¬ 
ing,  Borough  of  Queens.  Community  Board  #11. 

APPEARANCES— 

For  Applicant:  Peter  Casini. 

For  Opposition :  Arthur  H.  Machen,  Hugh  Freeman, 

Mary  N.  McGeever,  George  T.  Donohue,  Patricia  B. 

Machen,  N.  W.  Zappo,  Valentine  V.  Reisig,  Nunzio  J. 

Vulpio,  Arthur  J.  and  Catherine  Sullivan,  Warren  S. 

Low,  Jr.,  Linde  Uihlein,  Airon  Evangelista  and  Iran  F. 

Spiuxhoff. 

ACTION  OF  BOARD — Laid  over  to  December  11,  1973, 
at  10  A.M.,  for  continued  hearing. 


526-73-BZ 

APPLICANT — Peter  Casini  for  William  T.  Allaire,  owner. 
SUBJECT — Application  September  24,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21-  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  maintenance 
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of  a  two  family  dwelling  that  will  exceed  the  permitted 
lloor  area  ratio  and  have  less  than  the  required  open  space 
ratio  and  lot  area  per  dwelling  unit. 

PREMISES  AFFECTED — 33-60  191st  Street,  west  side, 

238.6  feet  north  of  35th  Avenue,  Block  5259,  Lot  36,  Flush¬ 
ing,  Borough  of  Queens.  Community  Board  #11. 

ACTION  OF  BOARD — Laid  over  to  December  11,  1973,  at 
10  :00  A.M.,  for  continued  hearing. 

527-73-BZ 

APPLICANT — Peter  Casini  for  William  T.  Allaire,  owner. 
SUBJECT — Application  September  24,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  on  a  plot  with  less 
than  the  required  lot  area  and  lot  width,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio  and  has  less  than  the  required  open  space  ratio. 
PREMISES  AFFECTED— 33-56  191st  Street,  west  side, 

281.6  feet  north  of  35th  Avenue,  Block  5259,  Lot  33,  Flush¬ 
ing,  Borough  of  Queens.  Community  Board  #11. 

ACTION  OF  BOARD — Laid  over  to  December  11,  1973,  at 
10 :00  A.M.,  for  continued  hearing. 


grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R3-2  district,  in  an  existing  two  story  mixed  building,  the 
conversion  of  the  second  floor  from  an  apartment  to  offices, 
on  condition  that  all  work  shall  substantially  conform  to 
drawings  filed  with  this  application  marked  “Received  May 
2,  1973”,  8  sheets;  and  that  all  laws,  rules  and  regulations 
applicable  be  complied  with,  and  that  substantial  construction 
be  completed  within  one  year  from  the  date  of  this  resolution. 


287-73-BZ 

APPLICANT — Nicholas  J.  Salvadeo  for  Salvatore  J. 
Morreale,  owner. 

SUBJECT — Application  May  10,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl -2  and  R3-2  district,  the  erec¬ 
tion  of  a  one  story  building  for  use  as  retail  stores  with 
accessory  parking  in  the  open  area. 

PREMISES  AFFECTED — 1789  Richmond  Road,  west  side, 
180.25  feet  south  of  Four  Corners  Road,  Block  890,  Lot 
32,  Borough  of  (Dongan  Hills)  Richmond.  Community 
Board  #3. 


1 


l 


■ 


274-73-BZ 

APPLICANT — Diffendale  &  Kubec  for  Brooks  &  Farris, 
Incorporated,  owner. 

SUBJECT — Application  May  2,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  in  an  existing  two 
story  mixed  building,  the  conversion  of  the  second  floor 
from  an  apartment  to  offices. 

PREMISES  AFFECTED — 1146  Forest  Avenue,  southeast 
corner  of  Dubois  Avenue,  Block  352,  Lot  30,  (West 
Brighton),  Borough  of  Richmond.  Community  Board  #1. 

APPEARANCES— 

For  Applicant:  Peter  W.  Diffendale. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Commissioner  Hornstein, 


Commissioner  Walsh  and  Commissioner  Carroll .  4 

Negative:  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
November  13,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  November  27,  1973;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  24,  1973,  acting  on  Alt.  Applic.  26/1973,  reads: 

“1.  Proposed  conversion  of  second  floor  from  dwell¬ 
ing,  Use  Group  3,  to  offices,  Use  Group  6  is  contrary  to 
Section  22-00  of  the  Zoning  Resolution  in  an  R3-2  Zone. 

2.  No  structural  alteration  shall  be  made  to  a  build¬ 
ing  substantially  occupied  by  a  non-conforming  use,  per 
Section  52-22  of  the  Zoning  Resolution.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 


APPEARANCES— 

For  Applicant:  Nicholas  J.  Salvadeo. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll .  5 

Negative: .  o 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
November  7,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  November  20,  1973;  then  to  November 
27,  1973 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  10,  1973,  acting  on  N.B.  Applic.  579/1973,  reads: 

“1.  Proposed  construction  of  Retail  Stores  (Use 
Group  6)  on  a  lot  zoned  R3-2  and  Cl-2  is  contrary  to 
Section  22-00  of  the  Zoning  Resolution. 

2.  Since  there  are  no  applicable  bulk  regulations  for 
commercial  uses  in  a  residence  zone  this  application  is 
referred  to  the  Board  of  Standards  and  Appeals  for  their 
consideration.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
a  Cl-2  and  R3-2  district,  the  erection  of  a  one  story  building 
for  use  as  retail  stores  with  accessory  parking  in  tire  open 
area,  on  condition  that  all  work  shall  substantially  conform 
to  drawings  filed  with  this  application  marked  “Received  May 
10,  1973”,  4  sheets ;  and  that  all  laws,  rules  and  regulations 
applicable  be  complied  with,  and  that  substantial  construction 
be  completed  within  one  year  from  the  date  of  this  resolution. 
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387-73-BZ 

APPLICANT — McGee  &  Morsellino  for  Joseph  P.  Barone, 
owner  ;  Burger  King,  lessee. 

SUBJECT — Application  June  22,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  one  story  eating  and  drinking  establishment  that  en¬ 
croaches  on  the  required  front  yard  and  with  accessory 
parking  in  the  open  area  with  curb  cuts  within  50  feet 
intersecting  streets. 

PREMISES  AFFECTED— 189-09  Northern  Boulevard, 
northeast  corner  of  189th  Street,  Block  5365,  Lots  1,  5 
and  7,  Flushing,  Borough  of  Queens.  Community  Board 
#11. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition :  George  T.  Donahue. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 


Affirmative :  .  0 

Negative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 
Commissioner  Carroll  .  5 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  October  16,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  November  7,  1973 ;  then  to  November 
13,  1973;  then  to  November  27,  1973;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  30,  1973,  acting  on  N.B.  Applic.  446/1973,  reads : 

“1.  Proposed  eating  and  drinking  establishment  with 
accessory  parking  on  a  plot  located  in  an  R3-2  district 
is  contrary  to  Sec.  32-15  of  the  Zoning  Resolution. 

2.  Proposed  building  less  than  lO'-O"  from  bldg,  line 
constitutes  encroachment  on  front  yard  contrary  to  Sec. 
23-45  Zoning  Resolution. 

3.  Curb  cuts  within  50'  of  street  intersection  used 
as  entrance  or  exit  for  accessory  parking  is  contrary  to 
Sec.  25-63  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  finding(s)  b  and  c,  under 
Section  72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  May  30,  1973,  acting  on  N.B.  Applic.  446/1973,  Ob¬ 
jection  Nos.  1,  2,  and  3,  be  and  it  hereby  is  affirmed  and  that 
the  application  be  and  it  hereby  is  denied. 


418-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Howard  J.  Heller 
and  Mary  Colitti,  owners. 

SUBJECT — Application  July  10,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  R3-1  district,  in  an  existing  two 
story  building,  the  conversion  and  alteration  of  the  second 
floor  apartment  for  medical  office  use. 

PREMISES  AFFECTED — 100-20  159th  Avenue,  southwest 
corner  of  101st  Street,  Block  14180,  Lot  10,  Howard  Beach, 
Borough  of  Queens.  Community  Board  #10. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition:  None. 


RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Commissioner  Hornstein, 


Commissioner  Walsh  and  Commissioner  Carroll  .  4 

Negative:  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  October  30,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  November  13,  1973,  then  to  Novem¬ 
ber  27,  1973 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  21,  1973,  acting  on  Alt.  Applic.  104/1973,  reads: 

“1.  A  structural  alteration  in  a  building  occupied 
by  a  non-conforming  use  is  contrary  to  Sec.  52-22  of 
the  Zoning  Resolution. 

2.  A  medical  office  in  the  2nd  story  is  not  permitted 
above  the  ceiling  of  1st  story  as  per  Sec.  22-14  of  the 
Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  ap¬ 
plicant  is  therefore  entitled  to  relief  on  the  grounds  of  prac¬ 
tical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an 
R3-1  district,  in  an  existing  two  story  building,  the  conver¬ 
sion  and  alteration  of  the  second  floor  apartment  for  medical 
office  use,  on  condition  that  all  work  shall  substantially  con¬ 
form  to  drawings  filed  with  this  application  marked  “July 
10,  1973”,  3  sheets,  and  “November  23,  1973”  one  sheet; 
and  that  all  laws,  rules  and  regulations  applicable  be  com¬ 
plied  with,  and  that  substantial  construction  be  completed 
within  one  year  from  the  date  of  this  resolution. 

Adjourned:  12:55  P.M. 

John  B.  Cincotta,  Executive  Director 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  NOVEMBER  27,  1973,  2  P.M. 

Present:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 
Commissioner  Carroll. 


1-38-SR 

APPLICANT — Rules  for  Arc  and  Gas  Welding  and  Oxygen 
Cutting  of  Steel  Covering  the  Specifications  for  Design, 
Fabrication  and  Inspection  of  Arc  and  Gas  Welded  Steel 
structures  and  the  qualification  of  Welders  and  Supervisors. 

APPEARANCES— 

For  Applicant :  None. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  December  11,  1973,  at 
2  P.M. 


107-73-SM 

APPLICANT — Airstream  Products  Company,  Incorporated, 
owner. 
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SUBJECT — Application  February  20,  1973 — Airstream 

Louvers  and  dampers,  approval  of. 

APPEARANCES— 

For  Applicant :  Robert  A.  Ronkel. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll .  5 

Negative: .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
107-73-SM — Airstream  Products  Company,  Incorporated, 
Philadelphia,  Pennsylvania,  filed  for  approval  of  the  Air¬ 
stream  Duct  Defender  Damper  under  the  provisions  of 
Articles  5  and  13  and  RS5  and  13  of  the  Building  Code  of 
the  City  of  New  York. 

PROPOSED  USE:  Three  hour  fire  rated  damper. 

DESCRIPTION :  The  damper  is  a  spring-loaded  sliding- 
blade  type.  It  is  mounted  horizontally  in  a  ceiling  air  duct 
outlet  which  does  not  exceed  144  square  inches  in  area.  The 
blade  slides  in  a  “U”  shaped  frame  and  is  pulled  closed  by 
two  springs.  The  blade  is  held  open  by  a  165  °F  fusible  link. 
The  damper  assembly  is  provided  with  a  mechanical  latch. 

INSPECTION  AND  TEST :  The  damper  was  tested  by 
Underwriters’  Laboratories  and  achieved  a  three  hour  fire 
rating  (File  R6679-1,  Assignment  70NK3562,  on  file). 

RECOMMENDATIONS:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Airstream  Duct  Defender  Damper 
as  a  three  hour  fired  rated  damper  under  the  provisions  of 
Articles  5  and  13  and  RS  5  and  13  of  the  Building  Code  of 
the  City  of  New  York  and  as  a  component  of  the  following 
Underwriters’  Laboratories  assemblies  (1970)  :  three  hour 
fire  rated  floor-ceiling  Design  Nos. — 1,  10,  11,  25,  39,  49,  54, 
59,  65,  74,  95,  200,  211,  218,  224,  226;  two  hour  fire  rated  floor¬ 
ceiling  Design  Nos. — 24,  34,  36,  53,  58,  59,  60,  62,  64,  70,  71, 
72,  73,  78,  79,  80,  81,  84,  87.  88,  92,  95,  96,  98,  205,  208,  211,  212, 
213,  214,  216,  218,  220,  223,  226,  230,  233,  234,  240,  242,  246, 
247,  253,  256,  261,  264,  268,  273,  274,  278,  279,  281,  282,  283, 
287,  288,  293,  299,  303,  306,  307,  309,  312;  1)4  hour  fire  rated 
floor-ceiling  Design  Nos. — 7,  12,  16,  18,  21,  23,  24,  27,  30,  31 ; 
one  hour  fire  rated  floor -ceiling  Design  Nos. — 22,  23,  26,  30, 
31,  35,  39,  43,  45,  48,  51,  52;  two  hour  fire  rated  roof-ceiling 
Design  Nos. — 6,  9,  13,  14,  22,  24;  1)4  hour  fire  rated  roof¬ 
ceiling  Design  No.  3 ;  one  hour  fire  rated  roof-ceiling  Design 
Nos. — 3,  4,  6,  8,  11,  12,  13,  16;  and  Y  hour  fire  rated  roof¬ 
ceiling  Design  No.  1.  The  dampers  shall  be  permanently 
labeled :  ‘‘Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Calendar  Number  107- 
73-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  wth  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


108-73-SA 

APPLICANT — Keene  Corporation  Pump  and  Meter  Divi¬ 
sion,  owner. 

SUBJECT— Application  February  20,  1973 — Keene  Model 
484,  and  514  dispensing  pumps  and  981  postpay  system, 
approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

N egative :  .  q 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
108-73-SA — Keene  Corporation,  Pump  and  Meter  Division, 
Greeneville,  Tennessee,  filed  for  approval  of  Keene  Model 
Nos.  484  and  514  Dispensing  Pumps  under  the  provisions 
of  Chapter  19  of  the  Administrative  Code  and  C26-107.2  of 
the  Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Pumps  for  dispensing  motor  fuel. 

DESCRIPTION :  Specific  models  and  the  significance  of 
the  model  designations  are  as  follows : 

Series  484  and  514  Pumps  and  Dispensers 


484E 

514E 

484ED 

514EO 

484ED1 

514ED1 

484ED2 

514ED2 

484ER 

5  HER 

484ERO 

514ER0 

484ERD1 

514ERD1 

484ERD2 

514ERD2 

484 — 48"  high  unlighted  series  pumps  and  dispensers 
514 — 51"  high  lighted  series  pumps  and  dispensers 
E — electric  reset 

O — offset  computer,  single  pump  or  dispenser 
R — remote  dispenser  for  use  with  submersible  pumps 
D1 — two  hose  single  product  pump  or  dispenser 
D2 — two  hose  two  product  pump  or  dispenser 

INSPECTION  AND  TEST :  The  pumps  are  approved  by 
Underwriters’  Laboratories  (File  MH1816). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Keene  Model  Nos.  484  and  514  Dis¬ 
pensing  Pumps,  suffixed  as  shown  above  under  the  provisions 
of  Chapter  19  of  the  Administrative  Code  and  C26-107.2  of 
the  Building  Code  of  the  City  of  New  York.  The  pumps 
shall  be  permanently  labeled:  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  108-73-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  or  previous  approvals  under  this  Calendar  Num¬ 
ber.  Failure  to  notify  the  Board  of  change  of  ownership, 
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change  of  corporate  name,  change  of  address  or  to  submit 
the  annual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 
Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 

157-73-SM 

APPLICANT — Superior  Fireplace  Company,  owner. 
SUBJECT — Application  March  12,  1973 — Fireform  Model 
G-436  approval  of. 

APPEARANCES— 

For  Applicant :  A1  Comelitti. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE — 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
157-73-SM — Superior  Fireplace  Company,  Fullerton,  Cali¬ 
fornia,  filed  for  approval  of  the  Fireform  Model  G-436  fire¬ 
place  under  the  provisions  of  Article  5  and  14  and  RS  5  and 
14  of  the  Building  Code  of  the  City  of  New  York. 
PROPOSED  USE:  Factory  built  gas  fired  fireplace. 
DESCRIPTION  :  The  natural  gas  fired  fireplace  provides 
16,000  BTU/HR  and  is  operated  by  a  remote  push  button 
system.  It  is  either  36)4"  wide  (Standard  Model)  or  48)4" 
wide  (Wide  Model).  The  safety  controls  shut  off  gas  sup¬ 
ply  if  the  vent  is  blocked,  if  the  unit  overheats,  or  if  the 
pilot  light  goes  out.  Clearance  from  the  fireplace  opening  to 
combustible  materials  is  6". 

INSPECTION  AND  TEST :  The  fireplace  is  approved  by 
the  American  Gas  Association. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Fireform  Model  G-436  fireplace 
to  be  vented  in  accordance  with  Article  15  of  the  Building 
Code  under  the  provisions  of  Articles  5  and  14  and  RS  5  and 
14  of  the  Building  Code  of  the  City  of  New  York.  The  fire¬ 
places  shall  be  permanently  labeled :  “Approved  by  the  Board 
of  Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  157-73-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


APPLICANT — G.  A.  L.  Manufacturing  Corporation,  owner. 
SUBJECT — Application  May  2,  1973 — Type  VR  Interlock 
for  manually  operated  doors.  Approval  of. 


For  Applicant:  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
273-73-SM — G.  A.  L.  Manufacturing  Corporation,  Bronx, 
New  York,  filed  for  approval  of  the  Type  VR  Interlock 
under  the  provisions  of  Articles  18  and  RS  18  of  the  Build¬ 
ing  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Interlock  for  vertically  sliding  ele¬ 
vator  doors. 

DESCRIPTION :  The  interlock  is  used  on  bi-parting,  ver¬ 
tically  sliding  doors  which  are  operated  manually  from  the 
inside  of  the  car.  The  interlock  consists  of  a  switch  assem¬ 
bly,  locking  member,  and  a  center  latch.  The  interlock  switch 
assembly  is  electrically  connected  in  series  with  the  hoist¬ 
way  switches,  which  prevents  the  normal  operation  of  the 
car  unless  all  hoistway  doors  are  locked  in  the  closed  posi¬ 
tion.  The  contracts  of  the  interlock  switch  are  opened  by 
the  locking  member  when  a  hoistway  door  is  opened  and  are 
maintained  in  the  open  position  by  gravity. 

INSPECTION  AND  TEST  :  The  interlock  has  been  tested 
and  approved  by  Underwriters’  Laboratories  (File  SA595, 
Project  72NK7669A,  on  file). 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Type  VR  Interlock  for  vertically 
sliding  elevator  doors  under  the  provisions  of  Article  18  and 
RS  18  of  the  Building  Code  of  the  City  of  New  York.  The 
interlocks  shall  be  permanently  labeled :  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  Number  273-73-SM”. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  an¬ 
nual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


273-73-SM 


APPEARANCES— 
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APPLICANT — Ransburg  Corporation,  owner. 

SUBJECT — Change  of  corporate  name. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended  in  accord  with  the  report  and  recommendation  of 
the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll .  5 

Negative: .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
357-48-SA — Amendment  to  resolution  so  as  to  show  a  change 
of  corporate  name. 

Ransburg  Corporation,  Indianapolis,  Indiana,  requested  that 
the  resolution  adopted  December  14,  1965  under  Calendar 
Number  357-48-SA  be  reopened  and  amended  so  as  to  show 
a  change  of  corporate  name. 

PROPOSED  USE:  Paint  Spraying  Equipment. 
DESCRIPTION :  The  applicant  requests  that  the  corporate 
name  be  changed  from  Ransburg  Electro-Coating  Corporation 
to  Ransburg  Corporation. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  14,  1965  under 
Calendar  Number  357-48-SA  be  reopened  and  amended  to 
show  a  change  of  corporate  name  from  Ransburg  Electro- 
Coating  Corporation  to  Ransburg  Corporation  on  condition 
that  the  requirements  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricicer,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 


829-48-SA 

APPLICANT — Nu-Way  Burners,  owner. 

SUBJECT — Additional  trade  names. 

APPEARANCES— 

For  Applicant :  Joseph  La  Luna. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended  in  accord  with  the  report  and  recommendation  of 
the  Committee  on  Test. 

THE  VOTE — 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 


THE  RESOLUTION— 

W  hereas,  the  report  of  a  Committee  on  Test  reads : 
829-48-SA — Amendment  to  resolution  to  include  additional 
trade  names. 

Nu-Way  Burners,  White-Rodgers  Division,  Milan,  Illinois, 
requested  that  the  resolution  adopted  November  23,  1948  and 
amended  through  April  27,  1971  under  Calendar  Number 
829-48-SA  be  reopened  and  amended  to  include  additional 
trade  names. 

PROPOSED  USE:  Oil  burners. 

DESCRIPTION :  The  previously  approved  Model  FR-G 
oil  burner  is  also  marketed  by  the  A.  O.  Smith  Corporation, 
Kankakee,  Illinois  under  the  following  Model  Nos.: 

DCO-238,  DCO-322,  DCO-490,  DCO-700 

The  previously  approved  Model  FM-B  oil  burner  is  also 
marketed  by  Sears,  Roebuck  and  Company,  Chicago,  Illinois, 
under  the  following  Model  Nos. : 

100.787270,  100.787281,  100.787290,  100.787271 
INSPECTION  AND  TEST :  The  oil  burners  are  co-listed 
by  Underwriters’  Laboratories  for  the  A.  O.  Smith  Corpora¬ 
tion  (Ref.  No.  MP  216)  and  for  Sears,  Roebuck  and  Com¬ 
pany  (Ref.  No.  MP  2071). 

RECOMMENDATIONS:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  23,  1948  and 
amended  through  April  27,  197k  under  Calendar  Number 
829-48-SA  be  reopened  and  amended  to  include  the  addi¬ 
tional  trade  names  listed  above  on  condition  that  the  require¬ 
ments  of  the  original  resolution  and  previous  amendments 
adopted  under  this  Calendar  Number  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying-  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  corporate  name,  change  of  address  or  to 
submit  the  annual  affidavit  will  be  cause  for  revocation  of 
approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 


502-53-SM 

APPLICANT — Spraycraft  Corporation,  owner. 

SUBJECT — To  include  additional  floor-ceiling  assembly. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  q 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
502-53-SM — Amendment  to  resolution  to  include  additional 
floor-ceiling  assembly. 
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Spraycraft  Corporation,  Brooklyn,  New  York,  requested 
that  the  resolution  adopted  December  4,  1956  and  amended 
through  June  19,  1973  under  Calendar  Number  502-53-SM 
be  reopened  and  amended  to  include  an  additional  floor-ceil¬ 
ing  assembly. 

PROPOSED  USE:  Two  hour  fire  rated  floor-ceiling  as¬ 
sembly. 

DESCRIPTION :  The  assembly,  Underwriters’  Labora¬ 
tories  Design  Number  826  is  protected  with  asbestos  free 
SprayCraft-U  sprayed  fiber  fireproofing,  which  has  a  mini¬ 
mum  finished  fiber  density  of  11  pcf.  The  protection  con¬ 
sists  of  thick  fireproofing  around  the  beam  and  no  fire¬ 
proofing  under  the  deck  when  a  trench  header  is  not  included 
in  the  assembly. 

When  a  trench  header  is  included  in  the  assembly,  the  pro¬ 
tection  consists  of  thick  fireproofing  around  the  beam, 
1"  thick  fireproofing  under  the  trench  header,  and  7/16" 
thick  fireproofing  under  the  portion  of  the  deck  between  the 
trench  header  and  the  beam  nearest  to  the  trench  header. 
INSPECTION  AND  TEST:  The  assembly  is  listed  by 
Underwriters’  Laboratories  (File  R3372). 
RECOMMENDATION  :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  4,  1956  and 
amended  through  June  19,  1973  under  Calendar  Number 
502-53-SM  be  reopened  and  amended  to  include  the  addi¬ 
tional  two  hour  fire  rated  floor-ceiling  assembly  cited  above 
under  the  provisions  of  Articles  5  and  RS  5  of  the  Building 
Code  of  the  City  of  New  York  on  condition  that  the  require¬ 
ments  of  the  original  resolution  and  previous  _  amendments 
adopted  under  this  Calendar  Number  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect,  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address,  or  to  submit  the  an¬ 
nual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with 
the  above  report. 


546-58-SM 

APPLICANT — Zonolite  Construction  Products  Division, 
W.  R.  Grace  and  Company,  owner. 

SUBJECT — Change  in  brand  name. 

APPEARANCES— 

For  Applicant:  John  C.  Ottinger. 

ACTION  OF  BOARD — -Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  'Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
546-58-SM — Amendment  to  resolution  so  as  to  show  a  change 
in  brand  name. 


Zonolite  Construction  Products  Division,  W.  R.  Grace  and 
Company,  Cambridge,  Massachusetts,  requested  that  the  reso¬ 
lution  adopted  February  2,  1960  and  amended  at  various 
times  through  September  16,  1969  under  Calendar  Number 
546-58-SM  be  reopened  and  amended  so  as  to  show  a  change 
in  brand  name. 

PROPOSED  USE:  Combustible  insulation. 
DESCRIPTION :  There  has  been  no  change  in  the  mate¬ 
rials  used  nor  in  the  method  of  application.  The  request  is 
to  show  a  change  of  brand  name  from  Zonolite  Dyfoam- 
Zonolite  Polystyrene  Foam  to  Zonolite  Styrene  Foam. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  February  2,  1960  and 
amended  at  various  times  through  September  16,  1969  under 
Calendar  Number  546-58-SM  be  reopened  and  amended  so 
as  to  show  a  change  of  brand  name  from  Zonolite  Dyfoam- 
Zonolite  Polystyrene  Foam  to  Zonolite  Styrene  Foam  on 
condition  that  the  requirements  of  the  resolution  adopted 
February  2,  1960  and  amended  at  various  times  through 
September  16,  1969  under  Calendar  Number  546-58-SM  be 
complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Num¬ 
ber.  Failure  to  notify  the  Board  of  change  of  ownership, 
change  of  corporate  name,  change  of  address  or  to  submit 
the  annual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with 
the  above  report. 


55-61-SA 

APPLICANT — General  Electric  Company,  owner. 
SUBJECT — Additional  gas  fire  furnaces. 

APPEARANCES— 

For  Applicant:  E.  Schoenberg. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommendation 
of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll .  5 

Negative: .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
55-61-SA — Amendment  to  resolution  to  include  additional  gas 
fired  furnaces. 

General  Electric  Company,  New  York,  requested  that  the 
resolution  adopted  July  18,  1961  and  amended  through  Decem¬ 
ber  5,  1972  under  Calendar  Number  55-61-SA  be  reopened 
and  amended  to  include  additional  gas  fired  furnaces. 

PROPOSED  USE:  Gas  fired  furnaces. 

DESCRIPTION :  The  furnaces  are  warm  air  upflow  type. 
They  are  identical  to  models  previously  approved  under  this 
Calendar  Number,  except  for  BTU  input/output.  The  fur- 
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naccs  burn  natural  gas  or  propane  gas  when  supplied  with  a 
replacement  orifice.  The  individual  models  are  as  follows : 


Model 

BTU/Hr.  Input 

Blower  CFM 

LU045C2B 

45,000 

600 

LU060C2B 

60,000 

800 

I.U060C2C 

60,000 

1135 

LU080C2A 

80,000 

810 

LU080C2C 

80,000 

1250 

LU100C2A 

100,000 

1015 

LU100C2B 

100,000 

1380 

The  Model  Numbers  may  he  prefixed  by  “BG”  to  indicate  the 
manufacturing  department  of  General  Electric  or  suffixed  to 
indicate  minor  service  parts  changes. 

The  following  models,  the  Executive  Series,  burn  natural 
gas  only : 


Model 

LU090K 

LU0120K 

LU0150K 

LU0180K 


BTU/Hr.  Input 
90,000 
120,000 
150,000 
180,000 


The  Model  Numbers  may  be  prefixed  by  "BG”  to  indicate  the 
manufacturing  department  of  General  Electric  and  suffixed 
to  indicate  production  sequence  and  type  of  blower  motor. 
The  Executive  Series  incorporates  modulation  control.  The 
controls,  which  include  a  thermostat,  adjust  the  positions  of 
the  gas  valves  and  fan  blower  speed  to  one  of  three  levels 
to  meet  room  temperature  requirements.  Safety  features  in¬ 
clude  a  pilot  flame  failure  shutoff,  a  high  temperature  reset¬ 
table  limit  switch,  and  a  switch  to  shut  down  the  system  in 
the  event  of  fan  motor  failure. 

INSPECTION  AND  TEST :  The  furnaces  have  been  ap¬ 
proved  by  the  American  Gas  Association. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  18,  1961  and  amended 
through  December  5,  1972  under  Calendar  Number  55-61-SA 
be  reopened  and  amended  to  include  the  additional  gas  fire 
furnaces  listed  above  under  the  provisions  of  Article  14  and 
RS  14  of  the  Building  Code  of  the  City  of  New  York  on 
condition  that  the  requirements  of  the  original  resolution  and 
previous  amendments  adopted  under  this  Calendar  Number  be 
complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of_  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  .  change  of  corporate  name,  change  of  address  or  to 
submit  the  annual  affidavit  will  be  cause  for  revocation  of 
approval. 


(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 


307-63-SA 


ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Cliairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative :  .  o 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
307-63-SA — Amendment  to  resolution  so  as  to  show  a  change 
of  corporate  name. 

Ransburg  Corporation,  Indianapolis,  Indiana,  requested  that 
the  resolution  adopted  December  8,  1964  and  amended  at 
various  times  through  January  26,  1971  under  Calendar 
Number  307-63-SA  be  reopened  and  amended  so  as  to  show 
a  change  of  corporate  name. 

PROPOSED  USE:  Electro-static  paint  spray  gun. 

DESCRIPTION — The  applicant  requests  that  the  corporate 
name  be  changed  from  Ransburg  Electro- Coating  Corpora¬ 
tion  to  Ransburg  Corporation. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  8,  1964  and 
amended  at  various  times  through  January  26,  1971  under 
Calendar  Number  307-63-SA  be  reopened  and  amended  to 
show  a  change  of  corporate  name  from  Ransburg  Electro- 
Coating  Corporation  to  Ransburg  Corporation  on  condition 
that  the  requirements  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of.  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  corporate  name,  change  of  address  or  to 
submit  the  annual  affidavit  will  be  cause  for  revocation  of 
approval. 


(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 


974-63-SA 

APPLICANT — Ransburg  Corporation,  owner. 

SUBJECT — Change  of  corporate  name  and  to  make  correc¬ 
tions  in  resolution  of  January  26,  1971. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 


APPLICANT — Ransburg  Corporation,  owner. 
SUBJECT — Change  of  corporate  name. 
APPEARANCES— 

For  Applicant:  None. 


THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  o 
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THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
974-63-SA — Amendment  to  resolution  so  as  to  show  a  change 
of  corporate  name  and  to  make  corrections  in  resolution  of 
January  26,  1971. 

Ransburg  Corporation,  Indianapolis,  Indiana,  requested 
that  the  resolution  adopted  December  8,  1964  and  amended  at 
various  times  through  January  26,  1971  under  Calendar 
Number  974-63-SA  be  reopened  and  amended  so  as  to  show 
a  change  of  corporate  name  and  to  make  corrections  in 
resolution  of  January  26,  1971. 

PROPOSED  USE:  Electro-static  paint  spray  gun. 
DESCRIPTION  :  The  applicant  requests  that  the  corporate 
name  be  changed  from  Ransburg  Electro-Coating  Corpora¬ 
tion  to  Ransburg  Corporation  and  that  the  following  correc¬ 
tions  be  made  where  the  Calendar  Number  is  shown  as 
974-63-SM,  this  shall  be  changed  to  read  974-63-SA.  Fur¬ 
ther,  where  the  model  number  is  shown  as  REH323/1386Z, 
this  will  be  changed  to  read  REH323/13862. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  8,  1964  and 
amended  at  various  times  through  January  26,  1971  under 
Calendar  Number  974-63-SA  be  reopened  and  amended  to 
show  a  change  of  corporate  name  from  Ransburg  Electro- 
Coating  Corporation  to  Ransburg  Corporation  and  to  make 
those  corrections  as  described  in  the  above  description  on 
condition  that  the  requirements  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change  of 
corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 

132-65-SA 

APPLICANT — Ransburg  Corporation,  owner. 

SUBJECT — Change  of  corporate  name. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
132-65-SA — Amendment  to  resolution  so  as  to  show  a  change 
of  corporate  name. 

Ransburg  Corporation,  Indianapolis,  Indiana,  requested 
that  the  resolution  adopted  November  23,  1965  under  Calen¬ 
dar  Number  132-65-SA  be  reopened  and  amended  as  to  show 
a  change  of  corporate  name. 


PROPOSED  USE:  Paint  Spray  Gun. 

DESCRIPTION  :  The  applicant  requests  that  the  corpo¬ 
rate  name  be  changed  from  Ransburg  Electro-Coating  Cor¬ 
poration  to  Ransburg  Corporation. 

RECOMMENDATION  :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  23,  1965  under 
Calendar  Number  132-65-SA  be  reopened  and  amended  to 
show  a  change  of  corporate  name  from  Ransburg  Electro- 
Coating  Corporation  to  Ransburg  Corporation  on  condition 
that  the  requirements  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Num¬ 
ber.  Failure  to  notify  the  Board  of  change  of  ownership, 
change  of  corporate  name,  change  of  address  or  to  submit 
the  annual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 


494-60-SM 

APPLICANT — Universal  Thermo  Panel  Sales  Company, 
owner. 

SUBJECT — Dismissal — Universal  Thermo  Panel  (curtain 
wall  and  interior  partitions  in  high  rise  structures — also 
homes ) . 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 


204-63-SM 

APPLICANT — Symons  Manufacturing  Company,  owner. 
SUBJECT- — Dismissal — Symons  Slab  Shore  System. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  dismissed. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 


11-64-SA 

APPLICANT — Worthington  Corporation,  owner. 
SUBJECT — Dismissal — Worthington  Rotary  Gear  Pump — 
various  models  and  types. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed. 
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THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  . "*  q 


809-72-SM 

APPLICANT — Sidbec-Dosco,  owner. 

SUBJECT — Application  December  18,  1972 — High  Strength 
Structural  Bolts  and  Nuts  to  ASTM  A-325,  Type  1,  ap¬ 
proval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  . "*  q 


502-73-SM 

APPLICANT — Raymond  C.  Frobosilo  and  Samuel  W. 
Levine,  owners. 

SUBJECT — Application  September  7,  1973 — Protect-a- 
Blind,  retractable  barrier  for  sealing  doors,  windows,  gates, 
etc. 

APPEARANCES— 

For  Applicant:  Raymond  C.  Frobosilo. 

For  Administration:  Capt.  Palmieri,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  January  15,  1974,  at 
2  P.M.,  for  submission  of  report. 


542-73-SM 

APPLICANT — William  Bortolotti  and  Sons,  owner. 

SUBJ  ECT — Exterior  veneering  material. 
APPEARANCES— 

For  Applicant:  Sheldon  Lobel,  Paul  Nardene  and  Rudy 
Bortolotti. 

For  Opposition:  William  F.  Huscale  and  Richard  Prusin- 
ski. 

ACTION  OF  BOARD — Laid  over  to  December  4,  1973,  at 
2  P.M.,  for  decision. 


383-73-A 

APPLICANT — Alfonso  Duarte  for  Michael  Parrino,  owner. 
SUBJECT — Application  June  18,  1973 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  inadequate  egress 
from  first  and  second  floors. 

PREAIISES  AFFECTED — 2479  to  2491  Amsterdam  Ave¬ 
nue,  east  side,  428.8  feet  north  of  Washington  Bridge 
Block  2149,  Lot  16,  Borough  of  Manhattan. 

APPEARAN  CES — 

For  Applicant:  Alfonso  Duarte. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 

Commissioner  Carroll  . ; .  5 

Negative :  . [  . n 


THE  RESOLUTION— 

\\  hereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  13,  1973,  on  Alt.  Applic.  1011/73,  reads: 

Provide  two  (2)  means  of  egress  as  per 
C26.2/3.d8  A.C.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  tlie  order  and  decision  of  the  Borough 
Superintendent,  dated  September  13,  1973,  acting  on  Alt. 
Applic.  1011/73,  Objection  No.  Cl,  be  and  it  hereby  is  modi- 
ped  and  that  the  appeal  be  and  it  hereby  is  granted  that  the 
building  shall  substantially  conform  to  the  drawings  marked 
•'Received”  September  13,  1973— 1  sheet  and  November  20, 

,  1  sheet,  and  that  all  other  laws,  rules  and  regulations 

be  complied  with. 


569-73-A 

APPLICANT — Robert  H.  Levine  for  Jamco  Realty  Com¬ 
pany,  owner ;  New  York  City  Department  of  Sanitation, 
lessee. 

SUBJECT  Application  October  24,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent — re-  conversion 
of  building  use  from  mill  shop  and  warehouse  to  parking 
garage  for  trucks. 

PREMISES  AFFECTED — 129-55  51st  Street,  north  side 
206.8  feet  west  of  Second  Avenue,  Block  788,  Lot  25,’ 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug  and  Robert  H. 
Levine. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative :  . ’  [  ’  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  20,  1973  and  October  10,  1973,  on  Alt.  Applic 
725/73,  reads: 

“1.  Proposed  motor  vehicle  repair  shop  with  an 
area  exceeding  12,000  sq.  ft.  and  more  than  1  storv  in 
height  is  contrary  to  Sec.  4.2.1  of  the  Adm.  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Supermtendent,  dated  June  20,  1973  and  October  10,  1973, 
acting  on  Alt.  Applic.  725/1973,  Objection  No.  1,  be  and  it 
hereby  is  modified.  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  an  approved  standpipe  system  be 
installed  to  the  satisfaction  of  the  Building  Department,  that 
this  variance  shall  lapse  if  the  Sanitation  Department  vacates 
the  premises  and  that  the  building  shall  substantially  conform 

to  the  drawings  marked  “Received”  October  24,  1973 _ 2 

sheets  and  October  29,  1973— 1  sheet  and  that  all  other  laws, 
rules  and  regulations  be  complied  with. 


1-66- A — Vol.  Ill 

APPLICANT — Stanley  Shaw  for  Birchwood  Towers  #2 
Associates,  owner. 

SUBJECT— Application  reopened  July  17,  1973  as  Volume 
III— appeal  from  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 
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PREMISES  AFFECTED— 102-31  67th  Avenue,  66-37  102nd 
Street,  northeast  corner,  Block  2133,  Lot  16,  Forest  Hills, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Stanley  Shaw  and  G.  D.  Kelly. 

For  Administration :  C.  Palmieri,  F.  D. 

ACTION  OF  BOARD— Laid  over  to  December  4,  1973,  at 
2  P.M.,  for  decision  at  the  request  of  the  Fire  Department. 


2-66- A — Vol.  Ill 

APPLICANT— Stanley  Shaw  for  Birchwood  Towers  #1 
Associates,  owner. 

SUBJECT — Application  reopened  July  17,  1973,  as  Volume 
HI — appeal  from  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 66-36  Yellowstone  Boulevard, 
northwest  corner  of  67th  Avenue,  Block  2133,  Lot  36, 
Forest  Hills,  Borough  of  Queens. 

ACTION  OF  BOARD — Laid  over  to  December  4,  1973,  at 
2  P.M.,  for  decision  at  the  request  of  the  Fire  Department. 


300-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Louis  Nesser  585  5th  Avenue 
Corporation,  owner. 

SUBJECT — Application  May  23,  1969 — appeal  for  modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 585  5th  Avenue,  east  side,  80 
feet  north  of  East  47th  Street,  Block  1283,  Lot  4,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  C.  Palmieri,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  December  18,  1973,  at 
2  P.M.,  at  the  request  of  the  Fire  Department  for  hearing. 


541-72-A 

APPLICANT— Larry  Meltzer  for  Associated  Equities, 
owner. 

SUBJECT— Application  August  15,  1972— decision  of  the 
Borough  Superintendent,  re-  egress. 

PREMISES  AFFECTED— 137-139  Grand  Street,  south 
side,  50.1  feet  east  of  Crosby  Street,  Block  233,  Lot  10, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Larry  Meltzer. 

ACTION  OF  BOARD — Laid  over  to  December  4,  1973,  at 
2  P.M.,  for  decision. 


437-73-A 

APPLICANT — David  Kraus  and  Solomon  Sheer  for  Land¬ 
marks  Restoration  Company,  owner. 

SUBJECT — Application  July  26,  1973 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  yard,  room  opening 
passage  to  street,  rooms  in  cellar,  egress. 

PREMISES  AFFECTED— 43-47  East  10th  Street,  north 
side,  252.4  feet  west  of  Broadway,  Block  562,  Lot  36, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Solomon  Sheer,  David  Kraus  and  Doris 
Diether,  Community  Board  #2. 

For  Opposition:  None. 


ACTION  OF  BOARD— Laid  over  to  December  4,  1973,  at 
2  P.M.  for  decision;  applicant  to  submit  corrected  plans; 
hearing  closed. 

457-73-A 

APPLICANT— H.  A.  Pfeifer  for  W.  W.  Henry  Company, 
owner. 

SUBJECT — Application  August  8,  1973 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner,  re-  packaging  of  flammable 
mixture  known  as  Henry  #113  Drywall  Stud  Mastic,  in 
30  ounce  fiber  tubes  and  Henry  #117  Panel  and  Construc¬ 
tion  Adhesive,  Griptite  #117  Panel  and  Construction  Ad¬ 
hesive,  Atlantic  Building  Panel  and  Construction  Adhesive 
in  11  ounce  fiber  tubes,  not  in  compliance  with  Adm.  Code. 

APPEARANCES— 

For  Applicant :  H.  A.  Pfeifer. 

For  Administration :  C.  Palmieri,  F.  D. 

ACTION  OF  BOARD— Laid  over  to  December  4,  1973,  at 
2  P.M.  for  decision. 

467-73-A 

APPLICANT — Max  Siegel  Associates  for  Howard  Beach 
Estates,  Incorporated,  owner. 

SUBJECT — Application  August  16,  1973 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  frame  building 
within  fire  district. 

PREMISES  AFFECTED — 155-49  Bridgeton  Street,  east 
side,  80  feet  north  of  156th  Avenue,  Block  14141,  Lot  42, 
Howard  Beach,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  John  Hronec. 

ACTION  OF  BOARD — Laid  over  to  December  4,  1973,  at 
2  P.M.  for  decision. 


468-73-A 

APPLICANT — Max  Siegel  Associates  for  Howard  Beach 
Estates,  Incorporated,  owner. 

SUBJECT — Application  August  16,  1973 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  frame  building 
within  fire  district. 

PREMISES  AFFECTED — 155-45  Bridgeton  Street,  east 
side,  120  feet  north  of  156th  Avenue,  Block  14141,  Lot  144, 
Howard  Beach,  Borough  of  Queens. 

ACTION  OF  BOARD — Laid  over  to  December  4,  1973,  at 
2  P.M.  for  decision. 


469-73-A 

APPLICANT — Max  Siegel  Associates  for  Howard  Beach 
Estates,  Incorporated,  owner. 

SUBJECT — Application  August  16,  1973 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  frame  building- 
within  fire  district. 

PREMISES  AFFECTED— 155-41  Bridgeton  Street,  east 
side,  160  feet  north  of  156th  Avenue,  Block  14141,  Lot  47, 
Howard  Beach,  Borough  of  Queens. 

ACTION  OF  BOARD — Laid  over  to  December  4,  1973,  at 
2  P.M.,  for  decision. 


4 7 0-7  3- A 

APPLICANT — Max  Siegel  Associates  for  Howard  Beach 
Estates,  Incorporated,  owner. 

SUBJECT — Application  August  16,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  frame  building 
within  fire  district. 


976 


MINUTES 


PREMISES  AFFECTED — 155-33  Bridgeton  Street,  east 
side,  240  feet  north  of  156th  Avenue,  Block  14141,  Lot  51, 
Howard  Beach,  Borough  of  Queens. 

ACTION  OF  BOARD — Laid  over  to  December  4,  1973,  at 
2  P.M.,  for  decision. 


471-73-A 

APPLICANT — Max  Siegel  Associates  for  Howard  Beach 
Estates,  Incorporated,  owner. 

SUBJECT — Application  August  16,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  frame  build¬ 
ing  within  fire  district. 


PREMISES  AFFECTED — 155-37  Bridgeton  Street,  east 
side,  200  feet  north  of  156th  Avenue,  Block  14141,  Lot  50, 
Howard  Beach,  Borough  of  Queens. 

ACTION  OF  BOARD — Laid  over  to  December  4,  1973,  at 
2  P.M.,  for  decision. 


Adjourned :  3  :30  P.M. 

John  B.  Cincotta,  Executive  Director 
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^CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  November  7,  1973,  as  they 
appeared  in  Bulletin  46,  Vol.  58,  are  corrected  to  read  as 
follows : 

166-73-BZ 

APPLICANT— Joseph  A.  Gioia  for  Jabbal  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  March  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  73-50  of  the  Zoning 
Resolution,  to  permit  in  a  C8-2  district,  the  erection  of 
a  one  story  automobile  sales,  repair  and  service  establish¬ 
ment  that  will  encroach  on  the  required  yard  along  a  dis¬ 
trict  boundary. 

PREMISES  AFFECTED— 1836  McDonald  Avenue,  west 
side,  187.57  feet  south  of  Avenue  P,  Block  6632,  Lot  17, 
Borough  of  Brooklyn.  Community  Board  #13. 

APPEARANCES— 

For  Applicant:  Joseph  A.  Gioia. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  October  23,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  November  7,  1973;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  16,  1973,  acting  on  N.B.  Applic.  250/1972, 
reads : 

“1.  Provide  30  ft.  rear  yard  or  open  area  at  a  level 
not  higher  than  the  curb  level  along  the  rear  lot  line 
of  C8-2  district  which  coincides  with  the  rear  lot  line 
of  an  R-6  district  as  per  Sec.  33-292  of  the  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-50  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
under  Section  73-50  of  the  Zoning  Resolution,  to  permit  in 
a  C8-2  district,  the  erection  of  a  one  story  and  automobile 
sales,  repair  and  service  establishment  that  will  encroach 
on  the  required  yard  along  a  district  boundary  on  condition 
that  all  work  shall  substantially  conform  to  drawings  filed 
with  this  application  marked  “Received  March  16,  1973,” 
1  sheet  and  “November  1,  1973,”  1  sheet;  and  on  further 
condition  that  a  three  foot  rear  yard  and  4  foot  side  yard  be 
provided,  paved  and  maintained  to  afford  light  and  air  to 
adjoining  properties  and  a  means  of  egress  from  the  site; 
and  that  all  laws,  rules  and  regulations  applicable  be  com¬ 
plied  with  and  substantial  construction  be  completed  within 
one  year  from  the  date  of  this  resolution. 

*  Correction:  In  the  Resolved  Section  the  word  “high” 
has  been  deleted  and  “12”  foot  side  has  been  corrected  to 
read  “4”  foot  side. 


•^CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  May  8,  1973,  as  they  ap¬ 
peared  in  Bulletin  20,  Vol.  51,  are  corrected  to  read  as 
follows : 

586-71-SA 

APPLICANT — Pyrotronics,  a  division  of  Baker  Protective 
Services,  Inc.,  Baker  Industries,  Incorporated,  owner. 

SUBJECT — Application  September  1,  1971 — Pyr-A-Larm 
Fire  and  Smoke  Detection  System  (Utilizing  220  Volt 
DC  Ionization  Detectors),  approval  of. 

APPEARANCES— 

For  Applicant:  Charles  E.  Koegler  and  Nello  Di  Rezze. 

ACTION  OF  BOARD — Appliance  approved,  in  accordance 
with  the  report  and  recommendation  of  the  Committee  on 
Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
586-71-SA — Pyrotronics,  a  Division  of  Baker  Protective 
Services,  Incorporated,  Cedar  Knolls,  New  Jersey,  filed  for 
approval  of  Pyr-A-Larm  Fire  and  Smoke  Detection  System 
(utilizing  220  Volt  DC  Ionization  Detectors)  under  the  pro¬ 
visions  of  Article  17  and  RS  17  of  the  Building  Code  of  the 
City  of  New  York  and  Calendar  Number  108-16-SR. 

PROPOSED  USE:  Interior  fire  alarm  and  detection  sys¬ 
tem. 

DESCRIPTION  :  Components  of  the  system  are  as  follows: 

1.  Common  enclosure  for  Model  FIU-6  Control 
Panel  (32  zones)  and  up  to  eight  Model  ZIU-6  Zone 
Indicating  Units  (4  zones  each). 

2.  Power  Supply  Unit,  Model  458,  to  provide  emer¬ 
gency  power  if  primary  power  is  lost. 

3.  Supplementary  Relay  Panels,  Models  SRP-210 
and  SRP-410,  operated  by  FIU-6  or  ZIU-6  panels  to 
control  supplementary  equipment  such  as  air  condition¬ 
ing  fan  motors. 

4.  Zone  Coded  Panels,  ZCP-1,  ZCP-2,  ZCP-3, 

ZCP-4,  operation  of  bells  and  horns,  coded  to  indicate 
zones. 

5.  Ionization  Detectors,  Models  DIS-3/5A  and 

DIS-5B,  for  open  area  protection,  use  Americium  241 
isotope  as  the  radioactive  material. 

6.  Ionization  Detectors,  Models  DIA-6,  DIA-7, 

DIA-9,  DIA-10,  DIA-11,  CDA-1,  CDA-2,  used  in  air 
duct,  take  samples  of  air,  operate  supplementary  equip¬ 
ment. 

7.  Control  Panels,  Models  CTZ-1  and  CTZ-2,  oper¬ 
ate  one  or  two  zones  of  ionization  detectors. 

8.  Control  Panel,  Model  CSR-2 ,  operates  one  zone 
of  ionization  detectors. 

9.  Supplementary  equipment :  B  AC  Series  Bells, 

HAC  Series  Horns,  HDC  Series  Horns,  Models 

MFS-2  Manual  Fire  Station,  DTR  Series  and  DTF 
Series  Thermal  Detectors,  and  Remote  Alarm  Lamps, 
Models  RAL-1,  RAL-2,  and  RAL-5,  to  indicate  activa¬ 
tion  of  ionization  detectors. 

10.  Fire  Door  Holders,  Models  SDH-2  through 
SDH-8,  to  electromagnetically  hold  fire  doors  open  or 
release  them  when  a  signal  from  a  control  panel  is  re¬ 
ceived. 
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11.  Detector  Releasing  Unit,  Model  DRU-2  con¬ 
trols  supplementary  equipment  when  ionization  detector 
is  activated. 

INSPECTION  AND  TEST :  The  equipment  has  been 
approved  by  Underwriters’  Laboratories  (File  S522)  and  has 
been  recommended  for  approval  by  the  Division  of  Fire  Pre¬ 
vention. 

RECOMMENDATIONS :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Pyr-A-Larm  Fire  and  Smoke  De¬ 
tection  System  (utilizing  220  volt  DC  Ionization  Detectors) 
under  the  provisions  of  Article  17  and  RS  17  of  the  Building 
Code  of  the  City  of  New  York  and  Calendar  Number  108- 
16-SR  on  condition  that  the  requirements  of  the  Fire  De¬ 
partment  shall  be  complied  with.  This  equipment,  which 
represents  an  update  of  equipment  previously  approved  under 
Calendar  Number  900-56-SA,  and  the  equipment  approved 
under  Calendar  Number  900-56-SA  shall  be  permanently 
labeled :  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Calendar  Number  586- 
71-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 


the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number, 
hailure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowentiial, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 

*  Correction :  In  the  Description  Section  to  model  number 
“CSR-2”  has  been  corrected  to  read  as  shown  above  in  italics. 
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COURT  DECISION 


-  - . . &':•  V  °.f  Natchew  vs.  Klein— On  May  1  1973  the  Board  denied 

t*ic  application,  based  on  a  decision  of  the  Borough  Superintendent 
BOARD  OF  STANDARDS  AND  APPEALS  ""'K'  •  Section  <72-21  of  the  Zoning  Resolution,  to  perm/t  in  a  C8-2 

StauiWiiahce  of  an  automobile  laundry  that  has  less  than 
Uie  required  accessory  reservoir  space.  Calendar  Number  826-72-BZ, 
1  remises  244  Flatbush  Avenue  Extension,  southwest  corner  of  Gold 
Street,  Block  2060,  Lots  8,  12,  Borough  of  Brooklyn. 

T  A}.  County  Supreme  Court,  Special  Term,  Part  1,  Mr. 

Justice  Rinaldi  rendered  the  following  decision: 

H;  i.tr!  **■-,(  THUo.  lu  V-  ■  The  Court  affirmed  the  Board’s  decision  indicating 
TnQFDUf  ’R  XT’ T  tt» t xt  that  the  Court  is  bound  by  the  record  and  may  not  consider  facts 

JOSEPH  B.  KLEIN,  Chairman  outside  it.  While  the  Court  may  take  additional  testimony  it  may 

not  substitute  its  function  for  that  of  the  Board.  It  not  appearing 

r,  t-v  a  ...  .  IAN-/-7/,  t  in  1S  ,yarrant  >«?  the  record  and  a  reasonable  basis  in  law 

Philip  P.  AgUSTA,  Vice  Chairman  tor  the  Board  s  determination  it  will  not  be  disturbed. 

(New  York  Law  Journal,  November  21,  1973,  Page  191 

Howard  B.  Hornstein  -L? 

Jeremiah  T.  Walsh 


Harry  M.  Carroll 
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New  Cases  Filed  up  to  December  4,  1973 
Cal.  No.  Dept.  Premises  Affected 

630-73-BZ — B.B. — 361  Avenue  X,  northside,  60  feet  west 
of  East  1st  Street,  Bock  7176,  Lot  41,  Borough  of  Brook¬ 
lyn,  Community  Board  #13,  Alt.  No.  1101,  re-  proposed 
enlargement  of  first  floor  of  retail  store,  Cl-2  in  R-4 
district. 


631-73-BZ — B.R. — 801  Sheldon  Avenue,  north  side,  200.02 
feet  west  of  Marcy  Avenue,  Block  6884,  Lot  135,  Hugue¬ 
not,  Borough  of  Richmond,  Community  Board  #4,  N.B. 
814-65,  re-  one  frame  residence,  R3-2  district. 


632-73-A — F.D. — packaging  of  flammable  mixture  known 
as  “Fiebings  leather  dye”  in  pint,  quart,  gallon  glass  bot¬ 
tles  not  in  compliance  with  regulations  of  Administrative 
Code.  , 


633-73-BZ — B.B. — 1870  to  1886  Stillwell  Avenue,  south¬ 
west  corner  of  62nd  Street,  Block  6852,  Lot  18  Borough 
of  Brooklyn,  Community  Board  #11,  Alt.  No.  1501-73, 
re-  proposed  extension  to  upholstery  shop,  R-6  district. 


634-73-BZ — B.B. — 2844  Fulton  Street,  southwest  corner 
of  Barbey  Street,  Block  3949,  Lots  18,  22,  Borough  of 
Brooklyn,  Community  Board  #5,  N.B.  423-73,  re-  pro¬ 
posed  school  building,  R5  district. 


635-73-BZ — B.B. — 2231  to  2237  Church  Avenue,  north 
side,  329^2  feet  east  of  Flatbush  Avenue,  Block  5089,  Lot 
65,  Borough  of  Brooklyn,  Community  Board  #14,  Alt. 
No.  1558-72,  re-  reducing  salon,  C4  district. 


636-73-A — B.M. — 303  to  305  West  92nd  Street,  north  side, 
33  feet  west  of  West  End  Avenue,  Block  1252,  Lot  114, 
Borough  of  Manhattan,  letter  of  11/15/73,  re-  Revocation 
of  Building  Permit,  (Alt.  No.  1501-70). 


637-73-A — B.B. — 4919  15th  Avenue,  northeast  corner  of 
50th  Street,  Block  5453,  Lot  1,  Borough  of  Brooklyn,  Alt. 
No.  844-73,  re-  proposed  extension  to  multiple  dwelling. 


638-73-BZ — B.Q. — 115-10  thru  115-50  Dunkirk  Street, 
north  side,  240.30  feet  north  of  Newburg  Street,  Block 
10315,  Lots  135,  137,  139,  141,  156,  Borough  of  Queens, 
Community  Board  #12,  Alt.  No.  331-73,  re-  proposed  en¬ 
largement  of  woodwork  factory,  R3-2  district. 


639-73-BZ — B.Q. — 221-23  Corbett  Road,  northwest  cor¬ 
ner  of  222nd  Street,  Block  6185,  Lot  9,  Bayside,  Borough 
of  Queens,  Community  Board  #11,  N.B.  766-71,  re-  pro¬ 
posed  two  family  dwelling,  R-2  district. 


640-73-BZ — B.Q. — 221-25  Corbett  Road,  northwest  corner 
of  222nd  Street,  Block  6185,  Lot  1,  Bayside,  Borough  of 
Queens,  Community  Board  #11,  N.B.  765-71,  re-  pro¬ 
posed  four  two  family  dwellings,  R-2  district. 


641-73-BZ — -B.Q. — 221-19  Corbett  Road,  northwest  cor¬ 
ner  of  222nd  Street,  Block  6185,  Lot  11,  Bayside,  Borough 
of  Queens,  Community  Board  #11,  N.B.  767-71,  re-  pro¬ 
posed  two  family  dwelling,  R-2  district. 


642-73-BZ — B.Q. — 221-15  Corbett  Road,  northwest  cor¬ 
ner  of  222nd  Street,  Block  6185,  Lot  13,  Bayside,  Borough 
of  Queens,  Community  Board  #11,  N.B.  768-71,  re-  pro¬ 
posed  two  family  dwelling,  R-2  district. 


643-73-BZ — B.Q. — 221-11  Corbett  Road,  northwest  cor¬ 
ner  of  222nd  Street,  Block  6185,  Lot  15,  Bayside,  Borough 
of  Queens,  Community  Board  #11,  N.B.  769-71,  re-  pro¬ 
posed  two  family  dwelling,  R-2  district. 


644-73-BZ — B.M. — 2021  to  2035  Broadway,  and  201  to  215 
Amsterdam  Avenue,  northwest  corner  of  69th  Street, 
Block  1141,  Lot  1,  Borough  of  Manhattan,  Community 
Board  #7,  N.B.  41-72,  re-  plaza  area,  number  of  stories 
and  building  height,  C4-7,  R10  district. 


645-73-A — F.D. — 66-41  Grand  Avenue,  north  side,  127.94 
feet  west  of  Queens  Midtown  Expressway,  Block  2724, 
Lot  61,  Maspeth,  Borough  of  Queens,  Modification  of 
Certificate  of  Occupancy,  re-  sprinkler  system. 


646-73-A — F.D. — 66-43  to  66-45  Grand  Avenue,  north  side, 
83  feet  west  of  Queens  Midtown  Expressway,  Block 
2724,  Lot  58,  Maspeth,  Borough  of  Queens,  Modification 
of  Certificate  of  Occupancy,  re-  sprinkler  system. 


647-73-A — F.D. — 2901  White  Plains  Road,  northwest  cor¬ 
ner  of  Arnow  Avenue,  Block  4542,  Lot  1,  Borough  of  the 
Bronx,  Modification  of  Certificate  of  Occupancy,  re¬ 
sprinkler  system. 


648-73- A — F.D. — 2927  White  Plains  Road,  west  side,  125 
feet  north  of  Arnow  Avenue,  Block  4542,  Lot  20,  Borough 
of  the  Bronx,  Modification  of  Certificate  of  Occupancy, 
re-  sprinkler  system. 


649-73-SM — Williamsburg  Steel  Products  Company,  oven 
curing  of  spray  painted  metal  doors  and  parts,  manufac¬ 
tured  by  Williamsburg  Steel  Products  Company,  Mate¬ 
rial. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
9*  Buddings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
.  “Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx.-  Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


JANUARY  15,  1974,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  morning,  January  15,  1974,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

133-73-SA 

APPLICANT — Universal  Jet  Industries,  Incorporated — 
heated  air  curtain. 


140-73-SA 

APPLICANT — Preway  Incorporated — wood  burning  fire¬ 
place. 


154-73-SA 

APPLICANT — Allis-Chalmers  Corporation — pumps. 


173-73-SA 

APPLICANT — Industrial  Heating  and  Finishing  Company, 
Incorporated — oven  for  drying  and  curing  of  coatings. 


179-73-SM 

APPLICANT — Johns-Manville  Sales  Corporation — facing 
panel. 
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185-73-SM 

APPLICANT — Waco  Scaffold  and  Shoring  Company,  Divi¬ 
sion  of  Bliss  and  Laughlin  Industries,  Incorporated — equip¬ 
ment  for  shoring  and  scaffolding. 

502-73-SM 

APPLICANT — Raymond  C.  Frobosilo  and  Samuel  W.  Le¬ 
vine — retractable  barrier  for  fire  escape  windows. 


ent;  previously  granted  on  condition  under  Section  72-21 
of  the  Zoning  Resolution,  permitting  in  a  C2-2  district,  the 
erection  of  a  one  story  building  for  use  as  a  motor  vehicle 
repair  shop. 

PREMISES  AFFECTED — 3231  White  Plains  Road,  west 
side,  220.03  feet  north  of  Burke  Avenue,  Block  4595,  Lot 
40,  Borough  of  The  Bronx. 

252-68-BZ 


JOSEPH  B.  KLEIN,  Chairman 


JANUARY  22,  1974,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  morning,  January  22,  1974,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 


457-58-BZ 


APPLICANT— Harry  Appleman  and  Sadie  Appleman, 
owners. 


SUBJECT  Application  for  consideration — reopening  for  ex- 
tension  of  term  of  variance  which  expired  December  10, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  use  of  a 
vacant  plot  for  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles. 


PREMISES  AFFECTED — 2330-2334  Cambreleng  Avenue 
east  side,  274.52  feet  south  of  East  187th  Street,  Block 
3089,  Lots  18,  19,  20,  Borough  of  The  Bronx. 


903-66-BZ 


APPLICANT — Leonard  F.  Rorthkrug  for  Mildred  Rosen, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure,  reopening  for  extension  of  time  to 
complete  which  expired  July  9,  1970;  and  for  amendment — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  72-21  of  the  Zoning  Resolution, 
permitting  in  an  R5  district  the  erection  of  a  one  family 
dwelling  that  encroaches  on  the  required  side  yard 

PREMISES  AFFECTED — 5310  Avenue  I,  south  side,  75 
feet  east  of  East  53rd  Street,  Block  7779,  Lot  42,  Borough 
of  Brooklyn. 

441-31-BZ — Vol.  II 

APPLICANT— Lama  and  Vassalotti  for  Judith  Rothberg 
Executrix  for  the  Estate  of  Louis  Jablowsky,  owner. 

SUBJECT  Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section  7f 
of  the  Zoning  Resolution,  permitting  in  a  business  use  dis¬ 
trict,  the  erection  and  maintenance  of  a  gasoline  service 
station,  lubritorium,  auto  washing,  sale  of  accessories  and 
office. 

PREMISES  AFFECTED— 7702-7714  Flatlands  Avenue  and 
901-909  East  77th  Street,  southeast  corner,  Block  8014, 
Lot  1  (formerly  Lots  1,  3  and  5),  Borough  of  Brooklyn. 


APPLICANT — Herbert  Ruderman  for  Albert  Maroon 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  May  15,  1972— decision  of  the 
Borough  Superintendent ;  previously  granted  on  condition 
under  Section  11-412  of  the  Zoning  Resolution,  permitting 
in  a  C6-2  district,  the  erection  of  a  new  second  floor  in  an 
existing  five  story  garage  and  automotive  repair  shop  pre¬ 
viously  before  the  Board. 

PREMISES  AFFECTED — 354-356  West  53rd  Street,  south 
side,  175  feet  east  of  9th  Avenue,  Block  1043,  Lot  56,  Bor¬ 
ough  of  Manhattan. 

479-57-BZ 

APPLICANT — Victor  E.  Block  for  Mrs.  Dora  Leventhal, 
owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  February  18, 
1974 — decision  of  the  Borough  Superintendent,  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 2668  Marion  Avenue,  east  side, 
100  feet  south  of  East  195th  Street,  Block  3282,  Lot  22, 
Borough  of  The  Bronx. 


75-70-BZ 

APPLICANT — Atkin  and  Bassolino  for  Luke  Corcione, 
owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expired  October  3,  1973 
and  for  amendment — decision  of  the  Borough  Superintend¬ 


391-72-BZ  " 

APPLICANT  Samuel  H.  Lindenbaum  for  Congregation 
Beth  Hamedrash  Hachodosh  Talmud,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expired  September  12, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R8  district,  the  erection  of  an 
11 -story  Synagogue  and  multiple  dwelling  that  exceeds  the 
permitted  floor  area  ratio  and  lot  coverage,  has  less  than 
the  required  lot  area,  open  space  ratio,  and  lot  area  per 
room,  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 223  to  227  51st  Street,  north 
side,  260  feet  east  of  Third  Avenue  and  224  to  226  East 
52nd  Street,  Block  1325,  Lot  40,  Borough  of  Manhattan. 

381-73-BZ  ' 

APPLICANT — Weinberg  &  Kirshenbaum  for  Ferguson 
Realty  Corporation,  owner. 

SUBJECT — Application  June  20,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-50  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-1  district,  the  maintenance 
of  a  one  story  enlargement  to  an  existing  manufacturing 
building  that  will  encroach  on  the  required  yard  along  a 
district  boundary. 

PREMISES  AFFECTED — 870  to  894  East  42nd  Street, 
west  side,  297  feet  South  of  Glenwood  Road,  Block  7725, 
Lot  60,  Borough  of  Brooklyn.  Community  Board  #9. 


462-73-BZ 

APPLICANT — Frank  A.  Vaccaro  for  John  Kenemer, 
owner. 
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SUBJECT— Application  August  13,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  subdivi¬ 
sion  of  a  plot  developed  with  two  dwellings  that  creates 
non-compliance  in  floor  area  ratio,  open  space  ratio,  lot 
area  and  lot  width. 

PREMISES  AFFECTED — 951  Nugent  Avenue,  west  side, 
100  feet  south  of  Greeley  Avenue,  Block  3822,  Lot  41,  Mid¬ 
land  Beach,  Borough  of  Richmond.  Community  Board  #3. 


463-73-BZ 

APPLICANT — Frank  A.  Vaccaro  for  John  Kenemer, 
owner. 

SUBJECT — Application  August  13,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  subdivision  of 
a  plot  developed  with  two  dwellings  that  creates  non-com¬ 
pliance  in  floor  area  ratio,  open  space  ratio,  lot  area  and 
lot  width. 

PREMISES  AFFECTED — 955  Nugent  Avenue,  west  side, 
132.17  feet  south  of  Greeley  Avenue,  Block  3822,  Lot  43, 
Midland  Beach,  Borough  of  Richmond.  Community  Board 

#3. 


498-73-BZ 

APPLICANT — The  Concerto  West  Restaurant  for  Lyndale 
Operation  Company,  owner;  The  Concerto  West  Restau¬ 
rant,  lessee. 

SUBJECT — Application  August  30,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  73-241  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-4  district,  in  an  existing 
one  story  retail  store  building,  the  addition  to  the  uses  of 
one  store  occupied  as  a  restaurant  to  include  cabaret. 

PREMISES  AFFECTED — 557  West  125th  Street,  north 
side,  16  feet  west  of  Old  Broadway,  Block  1982,  Lot  1, 
Borough  of  Manhattan.  Community  Board  #9. 


609-73-BZ 

APPLICANT — Max  Siegel  Associates  for  Alison  Mortgage 
Investment  Trust,  owner  ;  Arlen  Acquisitions,  Incorporated, 
lessee. 

SUBJECT — Application  November  15,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  73-44  of  the  Zoning 
Resolution,  to  permit  in  a  C4-2  district,  in  conjunction  with 
the  erection  of  an  eleven  story  commercial  building  the  re¬ 
duction  in  the  number  of  accessory  parking  spaces  for  the 
office  use. 

PREMISES  AFFECTED— 95-25  Queens  Boulevard,  north 
side,  from  62nd  Drive  to  Junction  Boulevard,  Block  2079, 
Lot  1,  Rego  Park,  Borough  of  Queens.  Community  Board 
#6. 


619-73-BZ 

APPLICANT — Norman  Delman  for  Luna  Equities,  Incor¬ 
porated,  owner ;  Hanto  Development  Corporation,  lessee. 

SUBJECT — Application  November  20,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  erection  of  a 
one  story  eating  and  drinking  establishment  with  accessory 
signs  and  accessory  parking  in  the  open  area  with  entrances 
within  50  feet  of  intersecting  streets. 

PREMISES  AFFECTED — 2940  Cropsey  Avenue,  north¬ 
west  corner  of  Bay  53rd  Street,  Block  6949,  Lot  37,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #13. 

JOSEPH  B.  KLEIN,  Chairman 


JANUARY  22,  1974,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  morning,  January  22,  1974,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 


538-73-A 

APPLICANT — Grunig-Ferreras  for  Aniello  Palomba, 
owner. 

SUBJECT — Application  October  5,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 197  Arbutus  Avenue,  east  side, 
1925.43  feet  south  of  Amboy  Road,  Block  6517,  Lot  67, 
Bloomingdale,  Borough  of  Richmond. 


568-73-A 

APPLICANT — Baron  N.  Wood  for  Purolator  Chemical 
Corporation,  owner. 

SUBJECT- — Application  October  24,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  packaging  of  com¬ 
bustible  mixture  known  as  Purolator  Racing  Formula  Fire 
Power,  Purolator  Racing  Formula  Tune-Up,  Purolator 
Professional  Use  Tune  Up,  in  fifteen  ounce  metal  can  with 
pop-top  lid,  not  in  compliance  with  regulations  of  the  Ad¬ 
ministrative  Code  of  New  York  City. 


570-73-A 

APPLICANT — Leonard  F.  Rothkrug  for  City  of  New 
York,  Park  Department,  owner;  H.C.K.  Recreation,  In¬ 
corporated,  lessee. 

SUBJECT — -Application  October  25,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Class  E  Con¬ 
struction  within  the  fire  limits. 

PREMISES  AFFECTED — 11  East  162nd  Street,  northeast 
corner  of  Jerome  Avenue,  Block  2493,  Lot  9,  Borough  of 
The  Bronx. 


575-73-A 

APPLICANT — David  Kraus  for  Manton  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  October  31,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  sprinkler  sys¬ 
tem  instead  of  fire  escapes. 

PREMISES  AFFECTED — 345  East  21st  Street,  north  side, 
200  feet  East  of  Ninth  Avenue,  Block  745,  Lot  12,  Borough 
of  Manhattan. 


576-73-A 

APPLICANT — Martyn  &  Don  Weston  for  Penguin  House 
Tenants  Corporation,  owner. 

SUBJECT — Application  October  30,  1973 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  windows,  rear 
yard,  egress,  etc. 

PREMISES  AFFECTED — 55  East  11th  Street,  north  side, 
164  feet  east  of  University  Place,  Block  563,  Lot  48,  Bor¬ 
ough  of  Manhattan. 

JOSEPH  B.  KLEIN,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  DECEMBER  4,  1973,  10  A.M. 

Present :  Chairman  Klein, ^  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 
Commissioner  Carroll. 


The  minutes  of  the  regular  meeting  of  the  Board  held  on 

Tuesday  morning  and  afternoon,  November  13,  1973  and 

November  20,  1973,  were  approved  as  printed  in  the  Bulletins 

of  November  22,  1973  and  November  29,  1973,  Vol.  58,  Nos 

47  and  48. 

124-72-BZ  " 

rf: 

APPLICANT — Joseph  A.  Sapio  for  Ralph  V.  Cipolla,  owner. 

SUBJECT — For  consideration — dismissal  for  lack  of  prose¬ 
cution-application  February  9,  1972— decision  of  the  Bor¬ 
ough  Superintendent  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
one  story  building  for  use  as  a  clothing  manufacturing 
establishment. 

PREMISES  AFFECTED — 1442  to  1444  66th  Street,  south 
side,  282-9J4  feet  west  of  New  Utrecht  Avenue,  Block 
5762,  Lots  23,  24,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

ACT  ION  OF  BOARD — Application  dismissed  for  lack 
of  prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 

Commissioner  Carroll  .  5 

Negative :  . 0 

395-72-BZ  ' 

APPLICANT — Andrew  DiCamillo  for  Jose  A.  Torres 
owner. 

SUBJECT— For  consideration — dismissal  for  lack  of  prose¬ 
cution  application  June  9,  1972 — decision  of  the  Borough 
Superintendent,  under  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit,  in  an  R6  district,  the  erection  of  a  one  story 
and  cellar  building  for  use  as  a  retail  store. 

PREMISES  AFFECTED — 934  DeKalb  Avenue,  south  side 
310  feet  west  of  Lewis  Avenue,  Block  1601,  Lot  20,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

‘  THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative :  .  0 


599-72-BZ 

APPLICANT — Louis  Lieberman  for  Morton  Scudder, 
owner. 

SUBJECT — For  consideration — dismissal  for  lack  of  prose¬ 
cution-application  September  14,  1972— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-1  district,  the  conver¬ 
sion  of  a  one  family  dwelling  to  a  two  family  dwelling 
that  creates  non-compliance  in  floor  area  ratio  and  open 
space  ratio. 


PREMISES  AFFECTED — 4915  Beach  49th  Street,  south 
side,  140  feet  west  of  Surf  Avenue,  Block  7035,  Lot  66, 
Sea  Gate,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative  :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  . .  0 


666-59-BZ 

APPLICANT — McGee  and  Morsellino  for  Titan  Enter¬ 
prises,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  15, 
1973 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  mainte¬ 
nance  of  an  automobile  wrecking  yard,  salvage,  sale  of 
used  parts  and  sale  of  used  cars. 

PREMISES  AFFECTED — 147-23  Springfield  Lane,  north¬ 
east  corner  of  149th  Avenue,  Block  13435,  Lots  16,  18,  20, 
54,  56  and  58,  Springfield  Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Joseph  P.  Morsellino  and  Susan  N. 
Noreiku,  Comm.  Board  #13. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
March  15,  1960,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
December  4,  1970,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March  15, 
1960,  as  amended  through  May  26,  1973,  only  as  to  the  term 
of  variance,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“granted  for  a  term  of  one  year  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  on  condition  that  all 
automobiles  shall  be  kept  within  the  confines  of  the  lot ; 
that  the  disposal  of  oil  and  lubricants  shall  be  in  strict 
compliance  with  the  rules  and  regulations  of  the  Fire 
Department ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  1208-59) 

506-67-BZ 

APPLICANT — Albert  Melniker  for  Sun  Oil  Company, 
owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expired  October  3, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R5  district,  the  erection  of  an 
automotive  service  station  with  accessory  uses  including  an 
automobile  laundry  that  encroaches  on  the  required  side 
yard  and  without  the  required  screening. 
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PREMISES  AFFECTED— 685  Carey  Avenue,  northeast 
corner  of  Clove  Road,  Block  214,  Lot  1,  West  New 
Brighton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 

Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
June  29,  1971,  on  certain  conditions;  and 

Whereas,  the  resolution  was  last  amended  on  October  26, 
1971 ;  and 

Whereas,  time  to  obtain  permits  and  complete  work  was 
last  extended  on  October  3,  1972 ;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June  29, 
1971,  as  amended  through  October  3,  1972,  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  320-67) 


400-71-BZ 

APPLICANT — Albert  Melniker  for  Sophia  Maestrone, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  September  26, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  no  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-2  district,  the  rearrange¬ 
ment  of  a  shopping  center  with  accessory  parking  in  the 
open  area  previously  before  the  Board. 

PREMISES  AFFECTED — 1960  Forest  Avenue,  south  side, 
50  feet  east  of  Van  Name  Avenue,  Block  1700,  Lot  8, 
Mariners  Harbor,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

N  egative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
September  28,  1971,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  work  was 
extended  on  September  26,  1972 ;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Septem¬ 
ber  28,  1971,  as  amended  through  September  26,  1972,  only 
as  to  the  time  to  complete  the  work,  so  that  as  amended  this 
portion  of  the  resolution  shall  read : 


“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  730-67) 


389-72-BZ 

APPLICANT— Lama  and  Vassalotti  for  Benjamin  Oren- 
stein,  owner. 

SUBJECT— Application  for  consideration-reopening  for 
extension  of  time  to  complete  which  expired  November 
14,  1973 — decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition  under  Section  73-211  of  the 
Zoning  Resolution,  permitting  in  a  C2-1  district,  the  erec¬ 
tion  and  maintenance  of  an  automotive  service  station  with 
accessory  uses. 

PREMISES  AFFECTED— 2294  Forest  Avenue  and  441 
South  Avenue,  southeast  corner,  Block  1685,  Lot  20, 
Mariners  Harbor,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
November  14,  1972,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  14,  1972,  only  as  to  the  time  to  complete  the  work,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 
“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.”  (N.B. 
846-72) 


391-72-BZ 

APPLICANT — Samuel  H.  Lindenbaum  or  Congregation 
Beth  Hamedrash  Hachodosh  Talmud,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expired  September  12, 
1973 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R8  district,  the  erection  of  an 
11  story  Synagogue  and  multiple  dwelling,  that  exceeds 
the  permitted  floor  area  ratio  and  lot  coverage,  has  less 
than  the  required  lot  area,  open  space  ratio,  and  lot  area 
per  room  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 223  _  to  227  East  51st  Street, 
north  side,  260  feet  east  of  Third  Avenue  and  224  to  226 
East  52nd  Street,  Block  1325,  Lot  40,  Borough  of  Man¬ 
hattan, 

APPEARANCES— 

For  Applicant :  Howard  Zipser. 

ACTION  OF  BOARD — Laid  over  to  January  22,  1974,  at 
10  A.M.,  Special  Order  Calendar,  at  the  request  of  the 
applicant. 


341-72-A 

APPLICANT — Salamon  and  Salamon  for  Wallace  and 
Wallace  Fuel  Oil  Company,  owners. 

SUBJECT — Application  for  consideration— reopening  for 
amendment  of  resolution — appeal  from  a  decision  of  the 
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Fire  Commissioner  re-  Fuel  Oil  Transportation  trucks; 
previously  granted  on  condition. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Laid  over  to  January  15,  1973,  at 
10  A.M.,  Special  Order  Calendar,  at  the  request  of  the 
applicant. 


77-73-BZ 

APPLICANT — Andrew  Tsarsis  for  Shiloh  Homes,  Incor¬ 
porated,  owner. 

SUBJECT — Application  January  31,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection  of 
a  one  story  building  for  use  as  retail  stores  with  accessory 
parking  in  the  open  area. 

PREMISES  AbbECTED — 8301-8309  Flatlands  Avenue, 
763-775  East  83rd  Street,  northeast  corner,  Block  8004, 
Lots  7,  9,  Borough  of  Brooklyn.  Community  Board  #17. 

APPEARANCES— 

For  Applicant:  Andrew  Tsarsis. 

For  Opposition :  Monroe  Cohen  and  Lenore  Hochman 
and  Bernard  Hochman. 

ACTION  OF  BOARD — Laid  over  to  December  11,  1973,  at 
10:00  A.M.,  for  decision;  applicant  to  submit  additional 
information. 

286-73-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Interstate  Lath, 
Plaster  &  Dry  wall  Corporation,  owner. 

SUBJECT— Application  May  9,  1973— decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-21  and  73-52  of 
the  Zoning  Resolution,  to  permit  in  a  Cl -2  and  R5  dis¬ 
trict,  a  one  story  and  two  story  enlargement  to  an  existing 
one  story  building  and  the  change  in  use  from  restaurant 
to  a  building  contractors  establishment  with  offices  that 
will  encroach  on  the  required  rear  yard. 

PREMISES  AFFECTED — 1050  East  Gun  Hill  Road  and 
3340  Hone  Avenue,  southeast  corner,  Block  4638,  Lot  25, 
Borough  of  The  Bronx.  Community  Board  #13. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  January  15,  1974,  at 
10:00  A.M.,  for  continued  hearing;  applicant  to  submit 
additional  information. 

377-73-BZ 

APPLICANT — McGee  &  Morsellino  for  Samuel  Hofstein 
owner. 

SUBJECT— Application  June  19,  1973— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
two  story  and  basement  office  building  with  accessory 
parking  in  the  open  area. 

PREMISES  AFFECTED— 43-14  Little  Neck  Parkway, 
west  side,  324.53  feet  north  of  Northern  Boulevard,  Block 
8129,  Lot  44,  Little  Neck,  Borough  of  Queens.  Community 
Board  #11. 

APPEARANCES— 

For  Applicant :  Joseph  P.  Morsellino. 

For  Opposition:  Frank  and  Martha  Blana,  Naudie 
Waters,  LaRocque  Waters,  Paul  Dobnack  and  John  C. 
Tunney. 

ACTION  OF  BOARD — Laid  over  to  January  15,  1974,  at 
10:00  A.M.,  for  continued  hearing;  applicant  to  submit 
additional  information. 


384-73-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Dominick 
Petrolungo,  owner. 

SUBJECT — Application  June  20,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  maintenance  of 
a  second  floor  enlargement  to  a  one  family  dwelling  that 
creates  non-compliance  in  floor  area  ratio,  open  space  ratio 
and  encroachment  with  the  side  yard. 

PREMISES  AFFECTED — 1221  East  21st  Street,  northeast 
corner  of  Avenue  K,  Block  7603,  Lot  8,  Borough  of  Brook¬ 
lyn.  Community  Board  #14. 

APPEARANCES— 

For  Applicant:  Anthony  M.  Salvati. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  December  18,  1973,  at 
10:00  A.M.,  for  decision;  hearing  closed. 


389-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Rosario  P.  Drago; 
Drago  Funeral  Home,  owner. 

SUBJECT — Application  June  27,  1973 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-27 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  district,  the 
reconstruction  and  enlargement  in  area  of  a  funeral  estab¬ 
lishment  that  will  exceed  the  permitted  floor  area  ratio. 
PREMISES  AFFECTED — 43-10  30th  Avenue,  south  side, 
48  feet  east  of  43rd  Street,  Block  697,  Lots  68  and  115, 
Astoria,  Borough  of  Queens.  Community  Board  #1. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  January  15,  1974,  at 

10:00  A.M.,  for  continued  hearing;  applicant  to  submit 
additional  information. 


390-73-BZ 

APPLICANT — M.  Martin  Elkind  for  Vincent  Mastronardi, 
owner. 

SUBJECT — Application  June  28,  1973— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
three  story,  two  family  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  has  less  than  the  required  open  space  ratio 
and  lot  area  per  room  and  penetrates  the  sky  exposure 
plane. 

PREMISES  AFFECTED — 88-70  Ransom  Street,  west  side, 
97.08  feet  north  of  Braddock  Avenue,  Block  7968,  Lot  36, 
Bellerose,  Borough  of  Queens.  Community  Board  #13. 

APPEARANCES— 

For  Applicant:  Mr.  Martin  Elkind. 

For  Opposition :  None. 

For  Administration :  Susan  M.  Noreika,  Community  Board 
#13. 

ACTION  OF  BOARD — Laid  over  to  December  18,  1973, 
at  10:00  A.M.,  at  the  request  of  the  Community  Board. 


391-73-BZ 

APPLICANT — M.  Martin  Elkind  for  Vincent  Mastronardi, 
owner. 

SUBJECT — Application  June  28,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
three  story,  two  family  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  has  less  than  the  required  open  space  ratio 
and  lot  area  per  room  and  penetrates  the  sky  exposure 
plane. 
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PREMISES  AFFECTED— 88-68  Ransom  Street,  west  side, 
119.08  feet  north  of  Braddock  Avenue,  Block  7968,  Lot  37, 
Bellerose,  Borough  of  Queens.  Community  Board  #13. 

APPEARANCES— 

For  Applicant :  M.  Martin  Elkind. 

For  Opposition:  None. 

For  Administration:  Susan  M.  Noreika,  Comm.  Board 

#13. 

ACTION  OF  BOARD — Laid  over  to  December  18,  1973, 
at  10 :00  A.M.,  at  the  request  of  the  Community  Board. 


392-73-BZ 

APPLICANT — M.  Martin  Elkind  for  Vincent  Mastronardi, 
owner. 

SUBJECT — Application  June  28,  1973— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
three  story,  two  family  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  has  less  than  the  required  open  space 
ratio  and  lot  area  per  room  and  penetrates  the  sky  ex¬ 
posure  plane. 

PREMISES  AFFECTED— 88-64  Ransom  Street,  west  side, 
141.08  feet  north  of  Braddock  Avenue,  Block  7968,  Lot  137, 
Bellerose,  Borough  of  Queens.  Community  Board  #13. 

APPEARANCES— 

For  Applicant:  M.  M.  Elkind. 

For  Opposition:  None. 

For  Administration:  Susan  M.  Noreika,  Comm.  Board 
#13. 

ACTION  OF  BOARD— Laid  over  to  December  18,  1973,  at 
10:00  A.M.,  at  the  request  of  the  Community  Board. 


394-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Paul  and  Nunzia 
Petrone,  owners. 

SUBJECT — Application  June  19,  1973— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  conversion  of 
an  accessory  five  car  garage  to  an  automobile  repair  shop. 
PREMISES  AFFECTED— 211-21  and  211-27  45th  Road, 
north  side,  200  feet  East  of  211th  Road,  Block  1713,  Lots 
46  and  47,  Bayside,  Borough  of  Queens.  Community 
Board  #11. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug,  Paul  Petrone,  and 
Sylvester  Garamilla. 

For  Opposition:  Frances  Nawakonski,  Matilda  Miecona 
and  Kurt  Holzer. 

ACTION  OF  BOARD— Laid  over  to  January  15,  1974,  at 
10:00  A.M.,  for  continued  hearing;  applicant  to  submit 
additional  information. 


448-73-BZ 

APPLICANT — Lama,  Vassalotti  and  Ladau  for  H.  Bernard 
Shanik,  co-owner;  Queens  County  Savings  Bank,  lessee. 

SUBJECT- — Application  July  31,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-21  and  73-52  of 
the  Zoning  Resolution  to  permit  in  a  C8-1  and  R7-1  dis¬ 
trict,  in  conjunction  with  the  erection  of  a  one  story  bank, 
the  expansion  of  the  accessory  parking  into  residence  dis¬ 
trict. 

PREMISES  AFFECTED — 7602  to  7620  Northern  Boule¬ 
vard,  76-10  Northern  Boulevard  (official),  southeast  corner 
of  76th  Street,  Block  1249,  Lot  1,  Jackson  Heights,  Bor¬ 
ough  of  Queens.  Community  Board  #3. 

APPEARANCES— 

For  Applicant :  James  E.  Vassalotti. 

For  Opposition :  None. 


ACTION  OF  BOARD — Laid  over  to  December  18,  1973, 
at  10:00  A.M.,  for  decision;  hearing  closed. 


546-73-BZ 

APPLICANT — Lauria  &  Rowe  for  John  Lagana,  Jr.,  owner; 
Thomas  Mclnerney,  lessee. 

SUBJECT — Application  October  9,  1973 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  73-241 
of  the  Zoning  Resolution,  to  permit  in  an  C2-1  district, 
at  an  existing  restaurant  with  accessory  amusement  park 
and  miniature  golf  course  previously  before  the  Board, 
the  erection  of  a  one  story  enlargement  to  the  restaurant 
and  the  addition  to  the  uses  to  include  cabaret. 

PREMISES  AFFECTED — 1300  Hylan  Boulevard,  east 
side,  181.76  feet  north  of  Old  Town  Road,  Block  3224, 
Lot  14,  Grasmere,  Borough  of  Richmond.  Community 
Board  #3. 

APPEARANCES— 

For  Applicant :  Edward  Lauria  and  Thomas  Mclnerney. 
For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  December  18,  1973,  at 
10  A.M.,  for  decision;  applicant  to  submit  additional  in¬ 
formation  ;  previously  inspected ;  hearing  closed. 


503-73-BZ 

APPLICANT — Sheldon  Lobel  for  Charles  A.,  Jack  and 
Simon  Zuckerman,  owners. 

SUBJECT — Application  September  11,  1973 — decision  of 
the  Borough  Superintendent,  under  Sections  72-21  and 
73-50  of  the  Zoning  Resolution,  to  permit  in  an  Ml-1 
district,  the  erection  of  a  one  story  and  mezzanine  manu¬ 
facturing  building  that  will  exceed  the  permitted  floor 
area  ratio  and  encroaches  on  the  required  yard  along  a 
district  boundary. 

PREMISES  AFFECTED — 923  Longfellow  Avenue,  west 
side,  100  feet  south  of  Garrison  Avenue,  Block  2716,  Lot 
120,  Borough  of  The  Bronx.  Community  Board  #2. 

APPEARANCES— 

For  Applicant :  Sheldon  Lobel. 

For  Opposition:  None. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative :  .  0 


ACTION  OF  BOARD — Laid  over  to  December  18,  1973, 
at  10:00  A.M.,  for  decision;  hearing  closed;  applicant  to 
submit  additional  information. 


99-73-BZ 

APPLICANT — Otto  J.  &  Warren  A.  Sambach  for  Edward 
D.  Jamie,  owner. 

SUBJECT — Application  February  14,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  73-27  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl -2  and  R6  district,  the 
erection  of  a  two  story  building  for  use  as  a  funeral  estab¬ 
lishment  with  accessory  parking  extending  into  the  resi¬ 
dence  district. 

PREMISES  AFFECTED— 141-26  Northern  Boulevard, 
south  side,  202.54  feet  east  of  Bowne  Street,  Block  5012, 
Lot  33,  Flushing,  Borough  of  Queens.  Community  Board 

#7. 

APPEARANCES— 

For  Applicant:  Warren  P.  Sambach. 

For  Opposition:  None. 
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RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  . .  0 

THE  RESOLUTION— 


W hereas,  a  public  hearing  was  held  on  this  application  on 
October  2,  1973,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  October  16,  1973;  then  to  November  7, 
1973;  then  to  November  20,  1973;  then  to  December  4,  1973 ; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1973,  acting  on  N.B.  Applic.  2/1973, 
reads : 

“1.  Proposed  erection  of  a  funeral  establishment 
(U.  G.  7)  mapped  in  a  Cl-2  in  an  R6  district  is  contrary 
to  32-16  Z.  R. 

2.  Proposed  accessory  parking  for  a  funeral  estab¬ 
lishment  (U.  G.  7)  mapped  in  a  Cl-2  in  an  R6  and  an  R6 
distriot  is  contrary  to  32-16  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  and  Section  73-27  of  the  Zoning  Resolution, 
and  that  the  applicant  is  therefore  entitled  to  relief  on  the 
grounds  of  practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  and  Section  73-27  of  the  Zoning  Resolution,  to 
permit  in  a  Cl-2  and  R6  district,  the  erection  of  a  two- 
story  and  basement  building  for  use  as  a  funeral  establish¬ 
ment  with  accessory  parking  extending  into  the  residence 
distriot  on  condition  that  all  work  shall  substantially  conform 
to  drawings  filed  with  this  application  marked  “Received” 
February  14,  1973 — 5  sheets,  October  10,  1973 — 6  sheets  and 
November  28,  1973 — 1  sheet;  and  that  all  laws,  rules  and 
regulations  applicable  be  complied  with,  and  that  substantial 
construction  be  completed  within  one  year  from  the  date  of 
this  resolution. 


229-73-BZ 

APPLICANT — Alfonso  Duarte  for  Ferndale  Farms,  Incor¬ 
porated  and  Gimpel  Farms,  Incorporated,  owner. 
SUBJECT — Application  April  18,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  M2-1  district,  the  con¬ 
version  of  an  existing  two  story  building  from  a  milk 
processing  plant  to  a  school  and  dormitory. 

PREMISES  AFFECTED — 50-60  Hinsdale  Street,  west 
side,  75  feet  north  of  Liberty  Avenue,  Block  3681,  Lot 
1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfonso  Duarte,  Michael  J.  Russo,  H.  A. 

Kotcher,  and  David  Margulis. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  November  20,  1973,  after  due  notice  by  publication  in 
the  Bulletin;  laid  over  to  December  4,  1973;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  28,  1973,  acting  on  Alt.  Applic.  298/71,  reads: 

“1.  Proposed  change  of  occupancy  from  milk  pas¬ 
teurizing  and  bottling,  Use  Group  17,  school  and  dor¬ 
mitory,  Use  Group  #3,  in  an  M2-1  district  is  contrary 
to  Sec.  22-13  of  the  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical  diffi¬ 
culty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  M2-1 
district,  the  conversion  of  an  existing  two-story  building  from 
a  milk  processing  plant  to  a  school  and  dormitory  on  condi¬ 
tion  that  all  work  shall  substantially  conform  to  drawings 
filed  with  this  application  marked  “Received”  April  18,  1973 
— 4  sheets  and  September  5,  1973 — 1  sheet  and  that  all  laws, 
rules  and  regulations  applicable  be  complied  with,  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 


266-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Home  Care  Prod¬ 
ucts,  Incorporated,  owner. 

SUBJECT — Application  April  30,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-01  (b)  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R3-2  district,  the 
erection  of  a  one  story  enlargement  to  an  existing  paper 
products  manufacturing  establishment  previously  before 
the  Board  that  increases  the  degree  of  non-conformity  and 
non-compliance. 

PREMISES  AFFECTED — 115-58  Dunkirk  Street,  west 
side  80.32  feet  north  of  Newburg  Street,  Block  10315,  Lot 
134,  St.  Albans,  Borough  of  Queens.  Community  Board 
#12. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

N  egative :  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
November  27,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  December  4,  1973 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  5,  1973,  acting  on  Alt.  Applic.  1266/1972, 
reads : 

“1.  Proposed  enlargement  to  existing  factory  build¬ 
ing  within  a  residential  R3-2  zone,  is  contrary  to  Sec. 
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52-22  Z.R.  and  approval  granted  by  B.S.A.  under  Cal. 
No.  207-68  BZ. 

2.  F.A.R.  and  O.S.R.  are  contrary  to  Sec.  23-141 

Z.R. 

3.  Proposed  enlargement  within  the  required  rear 
yard  is  contrary  to  Sec.  23-44  Z.R. 

4.  Proposed  enlargement,  with  no  sideyard,  is  con¬ 
trary  to  Sec.  23-464  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  prac¬ 
tical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
a  R3-2  district,  the  erection  of  a  one  story  enlargement  to 
an  existing  paper  products  manufacturing  establishment  pre¬ 
viously  before  the  Board,  that  increases  the  degree  of  non¬ 
conformity  and  non-compliance  on  condition  that  all  work 
shall  substantially  conform  to  drawings  filed  with  this  appli¬ 
cation  marked  “Received”  April  30,  1973 — 7  sheets ;  and  that 
all  laws,  rules  and  regulations  applicable  be  complied  with, 
and  that  substantial  construction  be  completed  within  one 
year  from  the  date  of  this  resolution. 


331-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Herbert,  Korn- 
spun,  Jack  Levi  &  Arnold  Haber,  owners. 

SUBJECT — Application  May  29,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C4-4,  Ml-1  and  R7-1  district, 
in  an  existing  two  story  building  previously  before  the 
Board,  the  addition  of  apparel  manufacturing  on  the  second 
floor. 

PREMISES  AFFECTED — 451-53  East  Tremont  Avenue, 
north  side,  125  feet  west  of  Washington  Avenue,  Block 
3034,  Lot  52,  Borough  of  The  Bronx.  Community  Board 
#6. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  November  20,  1973,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  December  4,  1973 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  10,  1973,  acting  on  Alt.  Applic.  454/1971,  reads: 
“6.  Proposed  apparel  and  other  textile  products 
manufacturing,  Use  Group  17,  on  the  second  floor  and 
in  an  R7-1  and  C4-4  districts  is  contrary  to  B.S.A.  Cal. 
#393-66  BZ  and  Section  22-00  and  32-00  of  Zoning 
Resolution  and  is  hereby  denied.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 


Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a  C4-4, 
Ml-1  and  R7-1  district,  in  an  existing  two-story  building 
previously  before  the  Board,  the  addition  of  apparel  manu¬ 
facturing  on  the  second  floor  on  condition  that  all  work  shall 
substantially  conform  to  drawings  filed  with  this  application 
marked  “Received”  May  29,  1973 — 7  sheets;  and  that  all 
laws,  rules  and  regulations  applicable  be  complied  with,  and 
that  substantial  construction  be  completed  within  one  year 
from  the  date  of  this  resolution. 


APPLICANT — Larry  Meltzer  for  Isidore  &  Sarah  Margel, 
owners ;  Leonard  Goldberg  Developers,  Incorporated, 
lessee. 

SUBJECT — Application  June  1,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit- in  a  C8-1  and  R5  district,  in  con¬ 
junction  with  the  erection  of  retail  stores  the  expansion  of 
the  accessory  parking  area  into  the  residence  district  with 
curb  cuts  within  50  feet  of  intersecting  streets. 

PREMISES  AFFECTED— 2371/2395  Flatbush  Avenue  and 
1935/1947  East  51st  Street,  northeast  corner,  Block  8529, 
Lots  4,  7,  8,  Borough  of  Brooklyn.  Community  Board 
#18. 

APPEARANCES— 

For  Applicant :  Larry  Meltzer. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
November  20,  1973,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  December  4,  1973,  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  4,  1973,  acting  on  N.B.  Applic.  440/972,  reads: 

“1.  On  a  plot  partially  in  a  C8-1  District  and  par¬ 
tially  in  an  R5  District,  the  extension  of  the  accessory 
parking  area  of  the  conforming  retail  stores  into  the  R5 
District  is  contrary  to  Section  22.00  and  Section  77-11 
of  the  Zoning  Resolution. 

2.  The  location  of  a  curb  cut  for  accessory  parking 
for  more  than  ten  (10)  cars  within  50'-0"  of  the  inter¬ 
section  of  Flatbush  Avenue  and  East  51st  Street  is  con¬ 
trary  to  Section  36-53  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical  diffi¬ 
culty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 


338-73-BZ 
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grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a  C8-1 
and  R5  district,  in  conjunction  with  the  erection  of  retail 
stores,  the  expansion  of  the  accessory  parking  area  into  the 
residence  district  with  curb  cuts  within  50  feet  of  inter¬ 
secting  streets  on  condition  that  all  work  shall  substantially 
conform  to  drawings  filed  with  this  application  marked  “Re¬ 
ceived”  June  1,  1973 — 5  sheets  and  November  29,  1973 — 1 
sheet ;  and  that  all  laws,  rules  and  regulations  applicable  be 
complied  with,  and  that  substantial  construction  be  completed 
within  one  year  from  the  date  of  this  resolution. 


516-73-BZ 

APPLICANT — Sheldon  Label  for  Ercole  Fabbri,  owner. 
SUBJECT — Application  September  14,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection 
of  a  two  story  and  basement  two  family  dwelling  that 
encroaches  on  the  required  front  yard. 

PREMISES  AFFECTED — 18-06  26th  Avenue,  southeast 
corner  of  18th  Street,  Block  886,  Lot  32,  Astoria,  Borough 
of  Queens.  Community  Board  #1. 

APPEARANCES— 

For  Applicant:  Sheldon  Lobel. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNTY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
November  20,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  December  4,  1973;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  17,  1973,  acting  on  N.B.  Applic.  553/1973, 
reads : 

“1.  Front  yard  proposed  is  contrary  to  Sec.  23-45 
of  the  Zoning  Resolution.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a  R5 
district,  the  erection  of  a  two-story  and  basement,  two  family 
dwelling  that  encroaches  on  the  required  front  yard  on  condi¬ 
tion  that  all  work  shall  substantially  conform  to  drawings 
filed  with  this  application  marked  “Received”  September  14, 
1973 — 8  sheets;  and  that  all  laws,  rules  and  regulations  ap¬ 
plicable  be  complied  with,  and  that  substantial  construction  be 
completed  within  one  year  from  the  date  of  this  resolution. 


Adjourned:  12:20  P.M. 

John  B.  Cincotta,  Executive  Director 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  DECEMBER  4,  1973,  2  P.M. 

Present:  Chairman  Klein,  Vice  Chairman  Agusta, 

Commissioner  Hornstein,  Commissioner  Walsh  and 
Commissioner  Carroll. 

542-73-SM 

APPLICANT — William  Bortolotti  and  Sons,  owner. 
SUBJECT — Exterior  veneering  material. 
APPEARANCES— 

For  Applicant :  Sheldon  Lobell  and  Paul  Narbone. 

For  Opposition:  Wm.  F.  Huschle. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE — 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Plornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
542-73-SM — William  Bortolotti  and  Sons,  Troy,  Michigan, 
filed  for  approval  of  Pretest  Precast  Aggregate  Panels  under 
the  provisions  of  Article  5  of  the  Building  Code  of  the  City 
of  New  York. 

PROPOSED  USE:  Exterior  veneering  material. 
DESCRIPTION  :  The  exterior  veneer  ranges  in  thickness 
from  to  4".  The  insulated  panels  range  in  thickness 
from  2"  to  4".  The  core  consists  of  polyurethane  or  foamed 
glass.  The  facing  on  each  side  consists  of  a  matrix  of  83% 
sand  and  17%  polyester  resin  binder,  with  fiberglass  rein¬ 
forcement.  Natural  aggregates  are  embedded  in  the  matrix 
on  the  exposed  side  of  the  panel. 

INSPECTION  AND  TEST:  The  panels  were  tested  by 
Testing  Engineers  and  Consultants,  Incorporated,  Troy, 
Michigan.  Load  test  results  showed  that  they  withstood  a 
maximum  load  of  35  psf  (equivalent  to  85  mpr  wind).  Re¬ 
sults  of  an  ASTM  136-65  test  showed  the  panels  to  be  non- 
combustible.  The  panels  were  tested  by  Southwest  Research 
Institute,  San  Antonio,  Texas,  and  achieved  a  flame  spread 
rating  of  13  and  a  smoke  developed  rating  of  66. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Pretest  Precast  Aggregate  Panels  as 
a  non-combustible  exterior  veneering  material  under  the 
provisions  of  Article  5  of  the  Building  Code  of  the  City  of 
New  York  on  condition  that  the  panels  shall  be  secured  to 
exterior  walls  in  accordance  with  the  requirements  of  the 
Department  of  Buildings.  The  panels  shall  be  permanently 
labeled :  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Calendar  Number  542-73- 
SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  ownership, 
change  of  corporate  name,  change  of  address  or  to  submit  the 
annual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

1-66-A — Vol.  Ill 

APPLICANT — Stanley  Shaw  for  Birchwood  Towers  #2 
Associate,  owner. 

SUBJECT — Application  reopened  July  17,  1973  as  Volume 
III — appeal  from  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — T 02-3 1  67th  Avenue,  66-37  102nd 
Street,  northeast  corner,  Block  2133,  Lot  16,  Forest  Hills, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Stanley  Shaw. 

For  Administration:  C.  Palmieri,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
August  13,  1971,  reads: 

“On  January  29,  1965  you  received  an  order  #0838-5  to 
install  an  approved  wet  automatic  sprinkler  system  in 
the  garage,  storeroom  in  cellar  and  storeroom  at  lobby 
level  of  the  premises  located  at  102-30  66th  Road,  County 
of  Queens. 

The  Fire  Department  deems  the  lack  of  adequate 
ventilation  and  the  lack  of  adequate  fire  protection  be¬ 
cause  of  the  failure  to  install  an  approved  automatic 
sprinkler  system  in  these  premises  as  constituting  a 
condition  eminently  perilous  to  life. 

Pursuant  to  Section  491a-2.2.0  of  Chapter  19  of  the 
Administrative  Code  of  the  City  of  New  York,  you  are 
hereby  ordered  to  vacate  the  garage  and  storerooms  in 
cellar  and  at  lobby  level,  forthwith  by  discontinuing  the 
use  of  the  garages  for  the  storage  of  motor  vehicles  and 
discontinuing  the  use  of  the  storerooms  by  Employees 
or  other  persons.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
August  13,  1971,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
sprinkler  and  smoke  heads  be  connected  to  a  control  panel 
in  office  level  “D”  of  garage  2  and  3 ;  that  the  sprinkler  and 
smoke  heads  be  provided  with  a  central  office  connection ; 
that  the  presently  installed  ventilation  equipment  be  in¬ 
creased  100  percent,  with  installation  of  new  louvers  and  new 
ventilation  fans  as  located  remote  from  the  presently  installed 
equipment ;  on  further  condition  that  the  plans  indicating  the 
requirements  of  the  Fire  Department  be  submitted  to  the 
Fire  Department  for  their  approval ;  on  further  condition 
that  the  building  shall  substantially  conform  to  drawings 
marked  “Received  October  25.  1973”,  30  sheets:  and  that  all 
laws,  rules  and  regulations  shall  be  complied  with. 


2-66-A— Vol.  Ill 

APPLICANT — Stanley  Shaw  for  Birchwood  Towers  #1 
Associate,  owner. 

SUBJECT — Application  reopened  July  17,  1973  as  Volume 
III — appeal  from  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 66-36  Yellowstone  Boulevard, 


northwest  corner  of  67th  Avenue,  Block  2133,  Lot  36, 
Forest  Hills,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Stanley  Shaw. 

For  Administration:  C.  Palmieri,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
August  13,  1971,  reads : 

“On  January  28,  1965  you  received  an  order  #0770-5 
to  install  an  approved  wet  automatic  sprinkler  system  in 
the  garage  and  storerooms  in  cellar  and  at  lobby  level 
of  the  premises  located  at  66-36  Yellowstone  Blvd., 
County  of  Queens. 

The  Fire  Department  deems  the  lack  of  adequate 
ventilation  and  the  lack  of  adequate  fire  protection  be¬ 
cause  of  the  failure  to  install  an  approved  automatic 
sprinkler  system  in  these  premises  as  constituting  a 
condition  eminently  perilous  to  life. 

Pursuant  to  Section  491a-2.2.0  of  Chapter  19  of  the 
Administrative  Code  of  the  City  of  New  York,  you  are 
hereby  ordered  to  vacate  the  garage  and  storerooms  in 
cellar  and  at  lobby  level,  forthwith  by  discontinuing  the 
use  of  the  garages  for  the  storage  of  motor  vehicles  and 
discontinuing  the  use  of  the  storerooms  by  Employees 
or  other  persons.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
August  13,  1971,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
sprinkler  and  smoke  heads  be  connected  to  a  control  panel  in 
office  level  “D”  of  garage  2  and  3 ;  that  the  sprinkler  and 
smoke  heads  be  provided  with  a  central  office  connection ;  that 
the  presently  installed  ventilation  equipment  be  increased 
100  percent,  with  installation  of  new  louvers  and  new  venti¬ 
lation  fans  as  located  remote  from  the  presently  installed 
equipment ;  on  further  condition  that  the  plans  indicating  the 
requirements  of  the  Fire  Department  be  submitted  to  the  Fire 
Department  for  their  approval ;  on  further  condition  that  the 
building  shall  substantially  conform  to  drawings  marked 
“Received  October  25,  1973”,  30  sheets;  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with. 


541-72-A 

APPLICANT — Larry  Meltzer  for  Associated  Equities, 
owner. 

SUBJECT — Application  August  15,  1972 — decision  of  the 
Borough  Superintendent,  re-  egress. 

PREMISES  AFFECTED— 137-139  Grand  Street,  south 
side,  50.1  feet  east  of  Crosby  Street,  Block  233,  Lot  10, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Commissioner  Hornstein, 
Commissioner  Walsh  and  Commissioner  Carroll  ....  4 
Negative:  Vice  Chairman  Agusta  . - .  1 
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THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  11,  1972  on  Alt.  Applic.  390-72,  reads: 

“C8 — Provide  two  (2)  acceptable  means  of  egress 
from  the  upper  floors  of  the  building  in  accordance  with 
Section  271  of  the  Labor  Law.  Fire  escape  not  acceptable 
as  a  second  means  of  egress  from  a  factory  building  ex¬ 
ceeding  six  stories  in  height.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  Borough  Superintendent, 
dated  August  11,  1972,  acting  on  Alt.  Applic.  390-72,  Objec¬ 
tion  No.  C8,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  housekeeping  be  satisfactory  to  the  Fire 
Commissioner ;  that  all  doors  leading  to  exits  be  kept  open- 
able  during  normal  working  hours;  that  the  copy  of  the 
recorded  agreement  be  filed  with  the  Department  of  Build¬ 
ings  ;  on  further  condition  that  the  building  shall  substantially 
conform  to  drawings  marked  “Received  November  10,  1972,” 
6  sheets ;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 

437-73-A 

APPLICANT — David  Kraus  and  Solomon  Sheer  for  Land¬ 
marks  Restoration  Company,  owner. 

SUBJECT — Application  July  26,  1973 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  yard,  room  opening 
passage  to  street,  rooms  in  cellar,  egress. 

PREMISES  AFFECTED — 43-47  East  10th  Street,  north 
side,  252.4  feet  west  of  Broadway,  Block  562,  Lot  36, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Solomon  Sheer,  David  Kraus,  Ruth  Wit¬ 
tenberg,  CB  #2  and  Doris  Diether,  CB  #2. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Commissioner  Hornstein, 


Commissioner  Walsh  and  Commissioner  Carroll . 4 

Negative:  Vice  Chairman  Agusta  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  13,  1973,  on  Alt.  Applic.  292/73,  reads: 

“A22 — Provide  a  30  foot  yard  Sec.  26  Sub.  5  M.D.L. 

A23 — Rooms  opening  on  a  yard  less  than  30  feet  is 
contrary  to  Sec.  30  Sub.  2  M.D.L. 

A27 — Provide  a  passage  to  street  from  yard  Sec.  26 
Sub.  5  M.D.L. 

A30 — The  proposed  non-fireproof  Multiple  Dwelling 
in  excess  of  75  feet  is  contrary  to  Sec.  141  M.D.L. 

A31 — Provide  fireproof  first  floor  above  the  cellar  as 
per  Sec.  143  M.D.L. 

A32 — Provide  two  means  of  egress  from  apartments 
—Sec.  146  M.D.L. 

A33 — Submitted  plans  dated  11/12/73  indicates 
Recreation  rooms  at  the  rear  of  the  cellar  arranged  as 
living  rooms  and  are  contrary  to  Sec.  34  M.D.L.  as  a 
30  foot  yard  is  not  provided.” 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeals  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  November  13,  1973,  acting  on  Alt.  Applic.  292/73, 
Objection  Nos.  A22,  A23,  A27,  A30,  A31,  A32  and  A33, 


be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  recreation  rooms  in 
the  cellar  be  used  in  conjunction  with  the  first  floor  apart¬ 
ments  ;  on  further  condition  that  the  building  shall  substan¬ 
tially  conform  to  drawings  marked  “Received  July  26,  1973”, 
10  sheets,  and  “November  23,  1973”,  9  sheets;  and  that  all 
laws,  rules  and  regulation  shall  be  complied  with. 

440-73-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Spiridoula  Alfogianis. 
SUBJECT— Application  July  26,  1973— for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 163-15  Oak  Avenue,  northwest 
corner  of  163rd  Place,  Block  5493,  Lot  1,  Flushing,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  C.  Palmieri,  F.  D. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 

Commissioner  Carroll  .  5 

Negative :  . !!.!.!.  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
July  23,  1973,  to  modify  C.O.  Applic.  Q  182705,  reads: 
“Application  is  hereby  made  to  the  Board  of  Standards 
and  Appeals  in  accordance  with  the  provisions  of  Section 
1804.4.C.6  of  the  City  Charter  to  modify  the  certificate  in 
relation  to  the  following  building : 

163-15  Oak  Avenue,  Flushing,  Queens  11358 — Certificate 
#Q  182705. 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be 
granted  under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner 
for  modification  of  the  Certificate  of  Occupancy  be  and  it 
hereby  is  granted,  and  that  the  Certificate  of  Occupancy  be 
modified  to  require  an  approved  automatic  sprinkler  system 
throughout  the  main  building;  and  that  all  other  laws,  rules 
and  regulations  applicable  shall  be  complied  with. 

442-73-A 

APPLICANT — Morris  Feinstein  for  John  Buccieri,  owner. 
SUBJECT — Application  July  27,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 120  Androvette  Street,  south¬ 
west  corner  of  Kreischer  Street,  Block  7596,  Lot  42, 
Charleston,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Morris  Feinstein. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  19,  1973,  on  N.B.  Applic.  1260/73,  reads : 

“1.  Proposed  Building  does  not  face  on  a  mapped 
street  which  is  contrary  to  Section  36  of  the  General 
City  Law. 
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2.  Proposed  Building  does  not  have  at  least  8%  of 
perimeter  of  bldg,  facing  a  street  or  frontage  space  per 
C26-401.1  of  Admin.  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  July  19,  1973,  acting  on  N.  B.  Applic.  1260/73,  Objec¬ 
tion  Nos.  1  and  2,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General  City 
Law,  and  that  the  appeal  be  and  it  hereby  is  granted  on  con¬ 
dition  that  the  sidewalk,  curb,  curb  cut  and  pavement  to  the 
middle  of  the  street  be  in  accordance  with  the  standards  of 
the  Department  of  Highways ;  that  the  building  shall  sub¬ 
stantially  comply  with  drawings  marked  “Received  July  27, 
1973”,  one  sheet,  and  “November  28,  1973”,  one  sheet;  and 
that  all  laws,  rules  and  regulations  shall  be  complied  with. 

454-73-A 

APPLICANT — Leonard  F.  Rothkrug  for  The  Alley  Com¬ 
pany,  owner, 

SUBJECT — Application  August  6,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Interpretation 
of  Zoning  matter — subdivision  of  lot. 

PREMISES  AFFECTED — 7  MacDougal  Alley,  north  side, 
79.6  feet  east  of  MacDougal  Street,  Block  551,  Lot  122, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug,  Doris  Diether,  CB 
#2  and  Ruth  Wittenberg  CB  #2. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  25,  1973,  on  Alt.  Applic.  1418/70,  reads: 

“7.  Proposed  new  lot  does  not  meet  minimum  re¬ 
quirements  for  lot  area  and  width  Z.R.  23-32. 

8.  Proposed  rear  yard  of  ll'-lO"  does  not  meet  mini¬ 
mum  requirement  of  30  ft.  for  depth  Z.R.  24-36.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  July  25,  1973,  acting  on  Alt.  Applic.  1418/70,  Objection 
Nos.  7  and  8  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  building  shall 
substantially  conform  to  drawings  marked  “Received  Septem¬ 
ber  13,  1973”,  one  sheet ;  and  that  all  laws,  rules  and  regu¬ 
lations  shall  be  complied  with. 

455-73-A 

APPLICANT — Leonard  F.  Rothkrug  for  The  Ronile  Com¬ 
pany,  owner. 

SUBJECT — Application  August  6,  1973 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  Interpretation 
of  Zoning  matter — subdivision  of  lot,  lot  line,  windows  and 
rear  yard  contrary  to  M.D.  Law. 

PREMISES  AFFECTED— 24  West  8th  Street,  south  side, 
72.10  feet  east  of  MacDougal  Street,  Block  551,  Lot  22, 
Borough  of  Manhattan. 

APPEARANCES— 


For  Applicant:  Leonard  F.  Rothkrug,  Doris  Diether,  CB 
#2  and  Ruth  Wittenberg,  CB  #2. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative :  .  0 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  25,  1973,  on  Alt.  Applic.  1417/70,  reads: 

“C3 — A  13'-0"  yard  is  required  as  per  Section  172 
of  the  Multiple  Dwelling  Law. 

C4 — Proposed  decrease  in  lot  area  increases  the  de¬ 
gree  of  non-compliance  as  to  lot  area  per  room  as  per 
Section  54-311  of  the  Zoning  Resolution. 

C5— Lot  line  windows  used  for  ventilation  is  con¬ 
trary  to  Section  173  of  the  M.D.L.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  July  25,  1973,  acting  on  Alt.  Applic.  1417/70,  Objec¬ 
tion  Nos.  C3,  C4  and  C5,  be  and  it  is  hereby  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  substantially  conform  to  drawings  marked 
“Received  September  13,  1973”,  one  sheet;  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with. 


APPLICANT — H.  A.  Pfeifer  for  W.  W.  Henry  Company, 
owner. 

SUBJECT — Application  August  8,  1973 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner,  re-  packaging  of  flamma¬ 
ble  mixture  known  as  Henry  #113  Dry  wall  Stud  Mastic, 
in  30  ounce  fiber  tubes  and  Henry  #117  Panel  &  Construc¬ 
tion  Adhesive,  Griptite  #117  Panel  &  Construction  Adhe¬ 
sive,  Atlantic  Building  Panel  &  Construction  Adhesive  in 
11  ounce  fiber  tubes,  not  in  compliance  with  Adm.  Code. 


Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
June  13th,  1973,  on  Folder  #122 — Pending,  reads: 

“We  regret  to  inform  you  that  your  application  to  regis¬ 
ter  your  products  (1)  Henry  #117  Panel  &  Construction 
Adhesive  (2)  Griptite  #117  Panel  &  Construction  Ad¬ 
hesive  (3)  Atlantic  Building  Panel  &  Construction  Ad¬ 
hesive,  which  are  classified  as  flammable  mixtures  (F.P. 
Below  75°F.  T.O.C.)  in  containers  as  fellows:  11  fl.  os. 
Fiber  tubes  is  disapproved.  Such  containers  are  not  in 
compliance  with  our  regulations  to  wit :  C19.59.0.C 

NYC  Adm.  Code  requires  that  flammable  mixtures  in 
the  above  mentioned  quantities  be  packaged  in  metal 
containers  equipped  with  replaceable  tops  or  caps.” 

and 

“We  regret  to  inform  you  that  your  application  to  reg¬ 
ister  your  product  ‘Henry  #113  Drywall  Stud  Mastic’ 
a  flammable  mixture  (F.P.  below  75°F.  T.O.C.)  in 


THE  VOTE- 


APPEARANCES— 

For  Applicant :  None. 

For  Administration:  C.  Palmieri,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 


THE  RESOLUTION— 


THE  RESOLUTION— 


457-73-A 
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containers  as  follows :  30  fl.  os.  Fiber  tubes  is  disap¬ 
proved.  Such  containers  are  not  in  compliance  with  our 
regulation  to  wit:  C-19.59.0.C  NYC  Adm.  Code  requires 
that  flammable  mixtures  in  the  above  mentioned  quantity 
be  packaged  in  metal  containers  equipped  with  replace¬ 
able  tops  or  caps.” 
and 

Whereas,  the  drawing  and  sample  of  the  container  were 
reviewed  by  the  Board,  and  it  was  determined  that  the  Ap¬ 
peal  be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
June  13,  1973,  acting  on  Folder  #122 — Pending,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  for  the  11  ounce  container  only,  and  the  approval 
for  the  30  ounce  container  is  hereby  denied,  on  condition 
that  the  container  comply  with  drawing  filed  “August  8, 
1973”,  one  sheet;  on  further  condition  that  the  label  on  the 
container  be  in  such  style  and  wording  as  is  satisfactory  to 
the  Fire  Commissioner;  and  that  in  all  other  respects,  all 
laws,  rules  and  regulations  applicable  shall  be  complied  with. 

467-73-A 

APPLICANT — Max  Siegel  Associates  for  Howard  Beach 
Estates,  Incorporated,  owner. 

SUBJECT — Application  August  16,  1973 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  frame  building 
within  fire  district. 

PREMISES  AFFECTED — 155-49  Bridgeton  Street,  east 
side,  80  feet  north  of  156th  Avenue,  Block  14141,  Lot  42, 
Howard  Beach,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  John  M.  Hronec. 

For  Opposition :  None. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  10,  1973,  on  N.B.  Applic.  494/73,  reads: 

“1.  Proposed  Class  11-D  Building  located  within 
the  fire  district  is  contrary  to  Section  C26-403.1.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  10,.  1973,  acting  on  N.  B.  Applic.  494/73,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  hereby  is  granted  on  condition  that  the  building  shall 
substantially  conform  to  drawings  marked  “Received  August 
16,  1973”,  8  sheets:  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


468-73- A 

APPLICANT — Max  Siegel  Associates  for  Howard  Beach 
Estates,  Incorporated,  owner. 

SUBJECT — Application  August  16,  1973 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  frame  building 
within  fire  district. 

PREMISES  AFFECTED— 155-45  Bridgeton  Street,  east 
side,  120  feet  north  of  156th  Avenue,  Block  14141,  Lot  144, 
Howard  Beach,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  John  M.  Hronec. 


ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  10,  1973,  on  N.B.  Applic.  493/73,  reads : 

“1.  Proposed  Class  II-D  Building  located  within  the 
fire  district  is  contrary  to  Section  C26-403.1.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  10,  1973,  acting  on  N.B.  Applic.  493/73,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  building  shall 
substantially  conform  to  drawings  marked  “Received  August 
16,  1973,”  8  sheets;  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


469- 7 3- A 

APPLICANT — Max  Siegel  Associates  for  Howard  Beach 
Estates,  Incorporated,  owner. 

SUBJECT — Application  August  16,  1973 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  frame  building 
within  fire  district. 

PREMISES  AFFECTED — 155-41  Bridgeton  Street,  east 
side,  160  feet  north  of  156th  Avenue,  Block  14141,  Lot  42, 
Howard  Beach,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  John  M.  Hronec. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  10,  1973,  on  N.B.  Applic.  492/73,  reads : 

“1.  Proposed  Class  II-D  Building  located  within  the 
fire  district  is  contrary  to  Section  C26-403.1.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  10,  1973,  acting  on  N.B.  Applic.  492/73,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  building  shall 
substantially  conform  to  drawings  marked  “Received  August 
16,  1973,”  8  sheets;  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


470-73-A 

APPLICANT — Max  Siegel  Associates  for  Howard  Beach 
Estates,  Incorporated,  owner. 

SUBJECT — Application  August  16,  1973 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  frame  building 
within  fire  district. 

PREMISES  AFFECTED — 155-33  Bridgeton  Street,  east 
side,  240  feet  north  of  156th  Avenue,  Block  14141,  Lot  51, 
Howard  Beach,  Borough  of  Queens. 
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APPEARANCES— 

For  Applicant:  John  M.  Hronec. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  10,  1973,  on  N.B.  Applic.  490/73,  reads : 

“1.  Proposed  Class  II-D  Building  located  within 
the  fire  district  is  contrary  to  Section  C26-403.1.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  10,  1973,  acting  on  N.  B.  Applic.  490/73,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the  build- 
ign  shall  substantially  conform  to  drawings  marked  “Re¬ 
ceived  August  16,  1973”,  8  sheets ;  and  that  all  laws,  rules 
and  regulations  shall  be  complied  with. 

471-73-A 

APPLICANT — Max  Siegel  Associates  for  Howard  Beach 
Estates,  Incorporated,  owner. 

SUBJECT — Application  August  16,  1973 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  frame  building 
within  fire  district. 

PREMISES  AFFECTED — 155-37  Bridgeton  Street,  east 
side,  200  feet  north  of  156th  Avenue,  Block  14141,  Lot  50, 
Howard  Beach,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  John  M.  Hronec. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  10,  1973,  on  N.B.  Applic.  491/73,  reads: 

“1.  Proposed  Class  II-D  Building  located  within 
the  fire  district  is  contrary  to  Section  C26-403.1.” 

and 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  10,  1973,  acting  on  N.B.  Applic.  491/73,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  substantially  conform  to  drawings  marked 
“Received  August  16,  1973”,  8  sheets;  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with. 


304-73-A 

APPLICANT — Jas.  H.  Matthews  &  Company  for  Compo 
Industries,  owner. 

SUBJECT — Application  May  17,  1973 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  Packaging  of  in¬ 
flammable  mixture  known  as  Matthews  566  Sealer  in 


plastic  squeeze  bottle,  not  in  compliance  wdth  regulations 
of  the  Administrative  Code  of  New  York  City. 


For  Applicant :  None. 

For  Administration:  C.  Palmieri,  F.  D. 

ACTION  OF  BOARD — Appeal  withdrawn,  at  the  request 
of  the  owner. 


Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 


APPLICANT — Joseph  B.  Raia  for  P.  P.  Ching,  owner. 

SUBJECT — Application  August  17,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 565  Oakdale  Street,  north  side, 
100  feet  west  of  Arden  Avenue,  Block  5391,  Lot  45,  Anna- 
dale,  Borough  of  Richmond. 


For  Applicant:  Joseph  B.  Raia. 

ACTION  OF  BOARD — Laid  over  to  December  11,  1973,  at 
2  P.M.,  for  decision;  applicant  to  submit  corrected  draw¬ 
ings  and  additional  information;  hearing  closed. 


APPLICANT — Jerome  L.  Grushkin  for  John  Holley,  owner. 

SUBJECT— Application  August  20,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 53  Hanover  Avenue,  north  side, 
150  feet  east  of  Trenton  Court,  Block  6701,  Lot  29,  Prin¬ 
cess  Bay,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Jerome  L.  Grushkin. 

ACTION  OF  BOARD — Laid  over  to  December  11,  1973, 
at  2  P.M.,  for  decision;  applicant  to  submit  corrected 
drawings  and  additional  information;  hearing  closed. 


APPLICANT — Jerome  L.  Grushkin  for  Vincent  Mercurio, 
owner. 

SUBJECT — Application  August  28,  1973 — filed  pursuant  to 
Section  35  of  the  General  City  Law  re-  building  not  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED — 19  Balfour  Street,  northeast 
corner  of  Lansing  Street,  Block  3401,  Lot  20,  South  Beach, 
Borough  of  Richmond. 


For  Applicant:  Jerome  L.  Grushkin,  Anthony  R.  Caputo 
and  Vincenzo  Mercurio. 

ACTION  OF  BOARD — Laid  over  to  December  11,  1973, 
at  2  P.M.,  for  decision ;  hearing  closed. 


Adjourned:  2:40  P.M. 

John  B.  Cincotta,  Executive  Director 


APPEARANCES— 


APPEARANCES— 


495-73-A 


APPEARANCES— 


THE  VOTE— 


472-73-A 


475-73-A 
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^CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  October  30,  1973,  as  they 
appeared  in  Bulletin  45,  Vol.  58,  are  corrected  to  read  as 
follows : 

25-73-SM 

APPLICANT — United  States  Gypsum  Company,  owner. 
APPEARANCES— 

For  Applicant :  E.  V.  Salvo. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
25-73-SM — United  States  Gypsum  Company,  New  York, 
filed  for  approval  of  the  U.  S.  G.  Area  Separation  Wall,  Solid 
Type  (two  hour  fire  rated)  under  the  provisions  of  Article 
5  and  RS  5  of  the  Building  Code  of  the  City  of  New  York. 

PROPOSPED  USE:  Two  hour  fire  rated  wall  assembly 
(combustible). 

DESCRIPTION :  The  combustible  wall  consists  of  54" 
Sheetrock  Firecode  C  nail  attached  to  wood  studs  on  one 
side  and  2"  U.  S.  G.  laminated  gypsum  coreboard  centered 
betzveen  the  studs.  The  coreboard  is  erected  with  “H”  studs 
and  20  gauge  “J”  runners  to  the  full  height  of  the  area. 
Lateral  support  is  provided  where  required  by  20  gauge  steel 
clip  angles  secured  to  each  stud  and  the  wood  framing.  All 
concealed  openings  in  the  wall  are  firestopped  at  each  floor 
with  U.  S.  G.  Thermafiber  Insulation  2"  thick  compressed  to 
1"  thick. 


INSPECTION  AND  TEST :  The  wall  assembly  was  ap¬ 
proved  with  a  two  hour  fire  rating  by  the  Building  Officials 
and  Code  Administrators  (Report  No.  72-47,  on  file)  based 
on  fire  tests  performed  by  the  Ohio  State  University  En¬ 
gineering  Experiment  Station  (Report  Nos.  T-1339  and 
T-4422,  on  file). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  U.  S.  G.  Area  Separation  Wall, 
Solid  Type  as  a  two  hour  fire  rated  combustible  wall  as¬ 
sembly  under  the  provisions  of  Article  5  and  RS  5  of  the 
Building  Code  of  the  City  of  New  York. 

Plans  submitted  to  the  Department  of  Buildings  showing 
proposed  uses  of  this  construction  shall  include  illustrations 
which  adequately  describe  the  assembly  and  shall  state  that 
the  assembly  is  approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Calendar  Number 
25-73-SM. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 
Stuart  Lowenthal, 

Asst.  Engr., 
Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

*Correction :  In  the  Description  Section  the  matter  in  italics 
has  been  corrected  to  read  as  shown  above. 
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^CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  October  30,  1973,  as  they 
appeared  in  Bulletin  45,  Vol.  58,  are  corrected  to  read  as 
follows : 

743-70-SA 

APPLICANT — The  Majestic  Company,  owner. 

SUBJECT — Additional  fireplace. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

N  egative :  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
743-70-SA — Amendment  to  resolution  to  include  additional 
fireplaces. 

The  Majestic  Company,  Huntington,  Indiana,  requested 
that  the  resolution  adopted  March  9,  1971  under  Calendar 
Number  743-70-SA  be  reopened  and  amended  to  include 
additional  fireplaces. 

PROPOSED  USE:  Factory  built  fireplaces. 
DESCRIPTION  :  Details  of  the  wood  burning  fireplaces  are 
as  follows : 

Tudor  Model  WHW32 — steel  base  frame  supports  hearth 
pan,  combustion  dome,  and  back  liners,  wall  hung,  36"  clear¬ 
ance  to  combustible  side  walls,  9"  chimney  sections,  1"  clear¬ 
ance  from  chimney  to  enclosing  wall,  fireplace  and  chimney 
overall  height  32'  or  less. 

Regency  Models  RFW36 — freestanding,  36"  wide  rec¬ 
tangular  base,  conical  hood,  round  flue  collar,  8"  chimney 
with  2"  clearance  to  combustibles,  fireplace  rear  24"  clear¬ 
ance  to  combustibles,  fireplace  sides  18"  clearance  to  com¬ 
bustibles. 

Firehood  Model  FFW38 — freestanding,  black  iron  exterior, 
pedestal  type  base,  38"  overall  width,  9"  chimney  with  35' 
maximum  height  and  1"  clearances  to  combustibles,  24" 
clearance  from  chimney  connector  to  combustibles,  19"  clear¬ 
ance  from  outside  back  jacket  to  combustibles,  36"  clearance 
from  outside  side  jacket  to  combustibles  Firehood  Model 
FFW45- — same  as  Firehood  Model  FFW,  except  for  45" 
overall  width  and  11"  chimney. 

Aztec  Models  AZT32  and  AZT36 — steel  bell-shaped  main 
body,  supported  on  pedestal  type  base,  32"  (AZT32)  or  36" 
(AZT36)  maximum  outside  diameter,  7"  (AZT32)  or  9" 
(AZT36)  flue,  4 YZ'  clearance  from  rear  to  combustibles, 
31^2"  clearance  from  sides  to  combustibles. 

Manchester-Pierce  Models  MPW34T  and  MPW34R — 
rectangular  freestanding  steel  fireplaces,  top  or  rear  outlet, 
7"  chimney,  36"  and  18"  clearances  from  combustibles  to 
sides  and  rear,  respectively. 

Mercury  Models  MFIV36  and  MFW42 — freestanding  or 
hung,  inverted  cone-shaped,  steel  construction,  10"  (MFW36) 


or  12"  (MFW42)  chimney  50"  (MFW36)  or  52"  (MFW42) 
clearances  to  combustibles. 

Athena  Model  AFW39 — installed  in  corner  with  back  9" 
from  combustibles  and  chimney  connector  1614"  from  com¬ 
bustibles,  9"  or  10"  chimney,  steel  construction. 

Venus  Model  VFW36 — installed  adjacent  to  wall  with  rear 
9"  from  combustibles,  flue  connector  17"  from  combustibles, 
and  side  36"  from  adjacent  wall,  9"  or  10"  chimney,  steel 
construction. 

Jupiter  Models,  JFW24,  JFW30,  JFW38— 24",  30",  or  38" 
diameters,  respectively,  7",  7",  or  10"  chimneys,  respectively, 
steel  construction,  18"  from  rear  to  combustibles,  30"  from 
sides  to  combustibles. 

Majestic-Thulman  Model  S  Chimneys — steel  construction 
used  with  above  listed  fireplaces  in  accordance  with  fol¬ 
lowing: 

Chimney  Chimney  Clearances  to 

Size  (in.)  Height  (ft.)  Combustible  (in.) 


7  less  than  9  0 

7  9  to  35  1 

8  to  35  2 

9  to  35  1 

10  to  35  1 


INSPECTION  AND  TEST:  The  fireplaces  and  chimneys 
have  been  approved  by  the  International  Conference  of 
Building  Officials  (Report  No.  1581  on  file). 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  9,  1971  under 
Calendar  Number  743-70-SA  be  reopened  and  amended  to 
include  the  additional  fireplaces  listed  above,  Models  Tudor 
WHW32,  Regency  RFW36,  Firehood  Models  FFW38  and 
FFW45,  Aztec  Models  AZT32  and  AZT36,  Manchester- 
Pierce  MPW34T  and  MPW34R,  Mercury  MFW36  and 
MFW42,  Athena  AFW39,  Venus  VFW36,  Jupiter  JFW24, 
JFW30,  JFW38,  with  Majestic-Thulman  Model  S  Chimneys, 
under  the  provisions  of  Articles  5  and  15  of  the  Building 
Code  of  the  City  of  New  York  on  condition  that  the  require¬ 
ments  of  the  original  resolution  adopted  under  this  Calendar 
Number  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 


(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 


Stuart  Lowenthal, 

Asst.  Engr., 


Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

^Correction :  In  the  Description  Section  the  model  numbers 
have  been  corrected  to  read  as  shown  above  in  italics. 
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COURT  DECISION 

Matter  of  Valerio  vs.  Klein— -On  March  27,  1973  the  Board  denied 
on  a  decision  of  the  Borough  Superintendent, 

£  i.1,  _  r7 _ : _  n _ i 


BOARD  OF  STANDA] 


oLtfae  ^Zoning  Resolution,  to  permit  in  a  C2-1 
jn  of,  armaiitomotive  service  station  with  accessory 
irmbet-  M&frKSS-BZ-Vol.  II,  Premises  240-10  Merrick 
souffle  rtsi  corner  of  Brookville  Boulevard,  Block  13204, 
Lot  104,  Rosedale,  Borough  of  Queens. 


JOSEPH  B.  KLEIN,  Chairman 
Philip  P.  Agusta,  Vice  Chairman 


At  Queens  County  Supreme  Court,  Special  Term,  Part  1,  Mr. 

Justice  Dubin  rendered  the  following  decision: 

“  ■  -  •  The  petitioners  are  seeking  to  vacate  the  determina¬ 
tion  of  the  Board.  Accordingly,  petitioners  application  is  granted 
but  only  to  the  extent  that  the  Board’s  determination  is  vacated 
and  the  matter  is  remanded  to  the  respondents  for  such  further 
proceedings  as  the  Board  deems  appropriate,  at  the  conclusion  of 
which  they.  shall  comply  with  Section  73-02  of  the  Zoning 
Resolution  in  specifying  the  findings  underlying  their  determi¬ 
nation. 


Howard  B.  Hornstein 


Board’s  motion  is  denied.  Settle  judgment. 
(New  York  Law  Journal,  November  27,  1973,  Page  18) 


Jeremiah  T.  Walsh  _ _  _ _ 
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Docket. 

Notice  of  Hearing  of  Calendar. 

Minutes  of  Regular  Meeting,  Tuesday  Morning,  Decem¬ 
ber  11,  1973,  Affecting  Calendar  Numbers — 


705-51-BZ 

151-73-BZ 

525-73-BZ 

296-58-BZ 

152-73-A 

526-73-BZ 

853-59-BZ 

316-73-BZ 

527-73-BZ 

803-61-BZ 

396-73-BZ 

547-73-BZ 

862-68-BZ 

403-73-BZ 

548-73-A 

590-57-BZ 

451-73-BZ 

77-73-B  Z 

148-73-A 

480-73-BZ 

130-73-BZ 

297-72-BZ — 

496-73-BZ 

265-73-BZ 

Vol.  II 

524-73-BZ 

479-73-BZ 

Minutes  of  Regular  Meeting,  Tuesday  Afternoon, 

ber  11,  1973, 

Affecting  Calendar 

Numbers — 

1-38-SR 

383-71-SA 

227-73-A 

1702-61-SM 

478-71-SM 

472-73-A 

314-52-SM 

740-71-SM 

475-73-A 

154-59-SA 

184-72-SA 

495-73-A 

523-64-SA 

417-72-SM 

573-73-A 

934-64-SA 

507-72-SM 

407-73-A 

760-67-SM 

4-73-SM 

549-73-A 

72-69-SM 

287-71-SM 

562-73-A 

330-71-SM 

693-64-SM 

589-73-A 

381-71-SA 

96-46-SM 

UNlVtKbil  r  ur  iLunt 
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Correction  Affecting  Calendar  Number — 
280-55-BZ 
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DOCKET 

New  Cases  Filed  up  to  December  11,  1973 
Cal.  No.  Dept.  Premises  Affected 

650-73-A — B.Q. — 136-19  Whitestone  Expressway,  south¬ 
west  corner  of  28th  Avenue,  Block  4339,  Lots  65,  73, 
Whitestone,  Borough  of  Queens,  letter  of  11/5/73,  B.N. 
77-73,  re-  Revocation  of  Building  permit. 


651-73-SM — Martin  Fireproofing  Corporation,  fibroplank 
and  fibrochanl  roof  deck  material,  manufactured  by 
Martin  Fireproofing  Corporation,  Material. 


652-73-A — B.R. — Eunice  Place,  east  side,  100  feet  south 
of  Willcox  Street,  Block  1703,  Lot  4,  Mariner’s  Harbor, 
Borough  of  Richmond,  N.B.  1745-73,  re-  building  not 
fronting  legal  street,  General  City  Law. 


653-73-A — B.R. — Eunice  Place,  east  side,  126.50  feet 
south  of  Willcox  Street,  Block  1703,  Lot  3,  Mariner’s 
Harbor,  Borough  of  Richmond,  N.B.  1746-73,  re-  build¬ 
ing  not  fronting  legal  street,  General  City  Law. 


654-73-A — B.R. — Eunice  Place,  northeast  corner  of  Over¬ 
look  Avenue,  Block  1703,  Lot  1,  Mariner’s  Harbor,  Bor¬ 
ough  of  Richmond,  N.B.  1751-73,  re-  building  not  front¬ 
ing  legal  street,  General  City  Law. 


655-73-A — B.R. — Eunice  Place,  east  side,  27.81  feet  north 
of  Overlook  Avenue,  Block  1703,  Lot  2,  Mariner’s  Har¬ 
bor,  Borough  of  Richmond,  N.B.  1752-73,  re-  building 
not  fronting  legal  street,  General  City  Law. 


656-73-A — B.R. — Sanders  Street,  northwest  corner  of 
Overlook  Avenue,  Block  1703,  Lot  79,  Mariner’s  Harbor, 
Borough  of  Richmond,  N.B.  1747-73,  re-  building  not 
fronting  legal  street,  General  City  Law. 


657-73-A — B.R. — Sanders  Street,  west  side,  31.47  feet 
north  of  Overlook  Avenue,  Block  1703*,  Lot  78,  Mariner’s 
Harbor,  Borough  of  Richmond,  N.B.  1748-73,  re-  building 
not  fronting  legal  street,  General  City  Law. 


658-73-A — B.R. — Sanders  Street,  west  side,  100  feet  south 
of  Willcox  Street,  Block  1703,  Lot  76,  Mariner’s  Harbor, 
Borough  of  Richmond,  N.B.  1749-73,  re-  building  not 
fronting  legal  street,  General  City  Law. 


659-73-A — B.R. — Sanders  Street,  west  side,  127.50  feet 
south  of  Willcox  Street,  Block  1703,  Lot  77,  Mariner’s 
Harbor,  Borough,  of  Richmond,  N.B.  1750-73,  re-  building 
not  fronting  legal  street,  General  City  Law. 


660-73-BZ — B.Bx. — 2566  Hone  Avenue,  east  side,  93  feet 
south  of  Allerton  Avenue,  Block  4451,  Lot  33,  Borough 
of  The  Bronx,  Community  Board  #12,  Alt.  No.  310-73, 
re-  proposed  conversion  from  doctors  office  and  one 
family  residence  to  two  family  residence,  R5  district. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


JANUARY  29,  1974,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  January  29,  1974,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 


365-72-BZ 

APPLICANT — Samuel  H.  Lindenbaum  for  72nd  Street  As¬ 
sociates,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extention  of  time  to  complete  which  expired  December  12, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R10,  Cl-5  within  R10,  Cl-9 
and  R8  district,  on  a  plot  with  a  four  story  building,  the 
erection  of  a  38  story  mixed  building  that  exceeds  the 
permitted  floor  area  ratio  in  the  R10  district  and  encroaches 
on  the  minimum  distance  between  buildings. 

PREMISES  AFFECTED— 201-209  East  71st  Street  and 
1231-1247  Third  Avenue,  northeast  corner  and  200-204 
East  72nd  Street,  Block  1426,  Lots  1,  5,  Borough  of  Man¬ 
hattan. 


269-37-BZ 

APPLICANT — S.  Peter  LaRosa  for  Ralph  Widmaier  and 
Helen  Ruettgers,  owners. 

SUBJECT — -Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  November  26, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7i  of  the  Zoning 
Resolution,  permitting  in  a  business  use  district,  a  motor 
vehicle  repair  shop. 

PREMISES  AFFECTED— 1325  Webster  Avenue,  west 
side,  197  feet  north  of  East  169th  Street,  Block  2887,  Lot 
177,  Borough  of  The  Bronx. 


489-38-BZ — Vol.  Ill 

APPLICANT — Larry  Meltzer  for  Exxon  Corporation, 
owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  June  3,  1973 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7e  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district,  the  extension  to  an 
existing  gasoline  service  station  accessory  building  for 
two  additional  service  bays  and  the  additional  use  of  minor 
auto  repairs  with  hand  tools  only,  the  parking  of  motor 
vehicles  awaiting  service,  installation  of  two  additional 
550  gallon  gasoline  tanks  and  one  additional  dispensing 
pump. 

PREMISES  AFFECTED — 219-01  North  Conduit  Avenue, 
northeast  corner  of  Springfield  Boulevard,  Block  13085, 
Lot  4,  Springfield,  Borough  of  Queens. 


74-44-BZ 

APPLICANT — Larry  Meltzer  for  Linjan  Realty  Corpo¬ 
ration,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  September  17,  1973 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7i  of  the  Zoning  Resolution, 
permitting  in  a  business  use  district,  the  maintenance  of 
a  motor  vehicle  repair  shop. 
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PREMISES  AFFECTED— 375  South  1st  Street,  north 
side,  63  feet  4  inches  east  of  Grand  Street  Extension  and 
206  Grand  Street  Extension,  Block  2399,  Lot  23,  Borough 
of  Brooklyn. 


241-47-BZ 

APPLICANT — Morton  S.  Cahn  for  Ridgewood  Real  Estate 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  October  1,  1973 — 
decision  of  the  Borough  Superintendent;  previously  granted 
on  condition  under  Section  7e  of  the  Zoning  Resolution 
permitting  in  a  residence  use  district,  the  extension  of 
existing  structure  (knitting  mill). 

PREMISES  AFFECTED— 1623  to  1625  Hancock  Street, 
northwest  side,  245  feet  northeast  of  Wyckoff  Avenue, 
Block  3548,  Lot  97,  Ridgewood,  Borough  of  Queens. 


679-67-BZ 

APPLICANT — Herbert  Gallin  for  Sadie  Heller,  owner. 

SUBJECT — Application  for  consideration— request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  November  14,  1972 — decision  of 
the  Borough  Superintendent ;  previously  granted  on  con¬ 
dition  under  Section  72-21  of  the  Zoning  Resolution,  per¬ 
mitting  in  an  R7-1  district,  in  an  existing  one  story  building 
occupied  as  a  restaurant,  the  addition  to  the  uses  to  in¬ 
clude  cabaret. 

PREMISES  AFFECTED — 1884  Crotona  Avenue,  east  side, 
40.5  feet  south  of  Fairmount  Place,  Block  2950,  Lot  16, 
Borough  of  The  Bronx. 

— 

310-73-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Anchors 
Aweigh,  Incorporated,  owner ;  John  Stalluppi,  lessee. 

SUBJECT — Application  May  22,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  and  R3-1  district,  the 
addition  to  the  uses  of  an  existing  automobile  showroom 
and  salesroom  to  include  automobile  and  motorcycle  repair. 

PREMISES  AFFECTED— 161-49  Cross  Bay  Boulevard, 
northeast  corner  of  162nd  Avenue,  Block  14189,  Lots  60, 
66  and  68,  Howard  Beach,  Borough  of  Queens.  Com¬ 
munity  Board  #10. 


506-73-BZ 

APPLICANT — Joseph  Nirenberg  for  Joe  Bueti,  owner; 
Jimmie  Della  Monicu,  lessee. 

SUBJECT — Application  September  12,  1973 — decision  of 
the  Borough  Superintendent,  under  Section  73-241  of  the 
Zoning  Resolution,  to  permit  in  a  C2-2  district,  for  a  term 
of  5  years,  in  an  existing  three  story  building,  the  addi¬ 
tion  to  the  uses  of  the  first  floor  restaurant  to  include 
cabaret. 

PREMISES  AFFECTED — 9024  4th  Avenue,  northwest 
corner  of  91st  Street,  Block  6081,  Lot  73,  Borough  of 
Brooklyn.  Community  Board  #10. 


606-73- BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Rose  Associates,  owner. 

SUBJECT— Application  November  14,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 


ing  Resolution,  to  permit  in  a  Cl -9  district,  the  erection 
of  a  two  story  enlargement  to  an  existing  16  story  mixed 
building  for  an  accessory  swimming  pool  and  related 
facilities  that  increases  the  degree  of  non-compliance  in 
floor  area  ratio. 

PREMISES  AFFECTED — 240  East  76th  Street  and  1441 
to  1455  Second  Avenue,  southwest  corner,  Block  1430,  Lot 
21,  Borough  of  Manhattan.  Community  Board  #8. 


634-73-BZ 

APPLICANT — Joseph  C.  Schmitt  for  Board  of  Education — 
Office  of  School  Biuldings,  owner. 

SUBJECT — Application  November  29,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-5  and  R5  district,  the 
erection  of  a  four  story  elementary  school  that  penetrates 
the  sky  exposure  plane. 

PREMISES  AFFECTED — 2844  Fulton  Street,  southwest 
corner  of  Barbey  Street,  Block  3949,  Lots  18-22,  Borough 
of  Brooklyn.  Community  Board  #5. 

JOSEPH  B.  KLEIN,  Chairman 


JANUARY  29,  1974,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  afternoon,  January  29,  1974,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 


148-73-A 

APPLICANT — Albert  Melniker  for  Standard  Boat  Com¬ 
pany  Incorporated,  owner. 

SUBJECT — Application  March  6,  1973 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  discontinue  the  use  of 
tote  tanks  for  storage  of  lubricating  oil. 

PREMISES  AFFECTED — 1483  Richmond  Terrace,  north 
side,  95.77  feet  east  of  Broadway,  Block  184,  Lot  275,  West 
New  Brighton,  Borough  of  Richmond. 


579-73-A 

APPLICANT — Fach,  Sipp  &  Hall  for  Solomon  Scharf, 
owner. 

SUBJECT — Application  November  1,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  revocation  of 
permit. 

PREMISES  AFFECTED — 51  Oakville  Street,  north  side, 
50  feet  east  of  Soren  Street,  Block  1985,  Lot  114,  Seaview, 
Borough  of  Richmond. 


598-73-A 

APPLICANT — Max  Siegel  Associates  for  Howard  Beach 
Estates,  Incorporated,  owner. 

SUBJECT — Application  November  14,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  frame  building 
within  the  fire  district. 

PREMISES  AFFECTED— 155-17  Bridgeton  Street,  east 
side,  160  feet  south  of  155th  Avenue,  Block  14141,  Lot  160, 
Howard  Beach,  Borough  of  Queens. 


599-73-A 

APPLICANT — Max  Siegel  Associates  for  Howard  Beach 
Estates,  Incorporated,  owner. 


CALENDAR 


SUBJECT — Application  November  14,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  frame  building 
within  the  fire  district. 

PREMISES  AFFECTED — 155-21  Bridgeton  Street,  east 
side,  200  feet  south  of  155th  Avenue,  Block  14141,  Lot  58, 
Howard  Beach,  Borough  of  Queens. 


600-73-A 

APPLICANT — Max  Siegel  Associates  for  Howard  Beach 
Estates,  Incorporated,  owner. 

SUBJECT — Application  November  14,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  frame  building 
within  the  fire  district. 

PREMISES  AFFECTED — 155-25  Bridgeton  Street,  east 
side,  240  feet  south  of  155th  Avenue,  Block  14141,  Lot  54, 
Howard  Beach,  Borough  of  Queens. 


601-73-A 

APPLICANT — Max  Siegel  Associates  for  Howard  Beach 
Estates,  Incorporated,  owner. 

SUBJECT — Application  November  14,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  frame  building 
within  the  fire  district. 


PREMISES  AFFECTED— 155-29  Bridgeton  Street,  east 
side,  280  feet  north  of  156th  Avenue,  Block  14141,  Lot  53, 
Howard  Beach,  Borough  of  Queens. 


602-73-A 

APPLICANT — Max  Siegel  Associates  for  Howard  Beach 
Estates,  Incorporated,  owner. 

SUBJECT — Application  November  14,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  frame  building 
within  the  fire  district. 

PREMISES  AFFECTED — 155-57  Bridgeton  Street,  north¬ 
east  corner  of  156th  Avenue,  Block  14141,  Lot  38,  Howard 
Beach,  Borough  of  Queens. 


636-73-A 

APPLICANT— M.  Martin  Elkind  for  303-305  West  92nd 
Street  Realty  Corporation,  owner. 

SUBJECT — Application  November  30,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  revocation  of 
permit  #1501/70. 

PREMISES  AFFECTED — 303  West  92nd  Street,  north 
side,  33  feet  west  of  West  End  Avenue,  Block  1252,  Lot 
114,  Borough  of  Manhattan. 

JOSEPH  B.  KLEIN,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  DECEMBER  11,  1973,  10  A.M. 

Present :  Chairman  Klein,  Vice  Chairman  Agusta, 

Commissioner  Hornstein,  Commissioner  Walsh  and 
Commissioner  Carroll. 

The  minutes  of  the  regular  meeting  of  the  Board  held  on 
Tuesday  morning  and  afternoon,  November  27,  1973,  were 
approved  as  printed  in  the  Bulletin  on  December  6,  1973, 
Vol.  58,  No.  49. 


705-51-BZ 

APPLICANT — Lama  and  Vassalotti  for  American  Oil  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Sections 
7f,  7i  and  7h  of  the  Zoning  Resolution,  permitting  in  a 
business  use  district,  the  erection  and  maintenance  of  a 
gasoline  service  station,  lubritorium,  car  washing,  storage 
and  sale  of  accessories,  motor  vehicle  repairs  and  office,  and 
to  permit  the  parking  of  cars  waiting  to  be  serviced. 

PREMISES  AFFECTED — 163-15  Northern  Boulevard  and 
40-02  to  40-14  164th  Street,  northwest  corner  and  163-14 
to  163-22  Station  Road,  Block  5338,  Lot  1,  Flushing,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta. 

Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
June  3,  1952,  on  certain  conditions;  and 

Whereas,  the  term  of  variance  was  extended  on  January 
7,  1969;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June  3, 
1952,  as  amended  through  January  7,  1969,  by  adding  thereto: 
“that  the  accessory  building  shall  substantially  conform 
to  revised  drawing  of  proposed  conditions  marked  ‘Re¬ 
ceived  November  5,  1973’,  one  sheet,  on  condition  that 
other  than  as  herein  amended  the  resolution  above  cited 
shall  be  complied  with  in  all  respects.”  (N.B.  5123-51 
and  B.N.  1697-73) 


296-58-BZ 

APPLICANT — Charles  G.  Meyer,  Jr.  for  Cord  Meyer 
Development  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  November  25, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7e,  7f,  7h  and  7i  of  the 
Zoning  Resolutions,  permitting  in  a  retail  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station, 
lubritorium,  car  washing — non-automatic,  auto  repairs  with 
hand  tools  only,  office,  sale  and  storage  of  auto  accessories, 
parking  of  more  than  five  (5)  cars  waiting  to  be  serviced, 
with  a  ground  sign  in  a  retail  use  district,  this  gas  station 
to  be  used  in  conjunction  with  a  retail  shopping  center. 

PREMISES  AFFECTED — 23-50  Bell  Boulevard,  westside, 
363.05  feet  south  of  23rd  Avenue,  Block  5900,  Lot  100, 
Bayside,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
November  25,  1958,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
December  11,  1973,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  25,  1958,  only  as  to  the  term  of  variance,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.”  (N.  B.  576-68) 


853-59-BZ 

APPLICANT — Reverend  G.  Dewey  Sands  for  Swedish 
Evangelical  Immanuel  Church,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  April  13,  1970 — decision 
of  the  Borough  Superintendent ;  previously  granted  on 
condition  under  Section  7h  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  residence  use  district,  the  parking  and  storage 
of  nine  (9)  passenger  cars. 

PREMISES  AFFECTED— 986  East  181st  Street,  south 
side,  71.92  feet  west  of  Byrant  Avenue,  Block  3133,  Lots 
17  and  18,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  G.  Dewey  Sands. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
May  17,  1960,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  December  11,  1973,  after  due  notice  by  publication  in 
the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  May  17,  1960,  as  amended  through 
April  13,  1965  only  as  to  the  term  of  the  variance,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“ granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  . ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.”  (Alt.  1119-59) 

803-61-BZ 

APPLICANT — Robert  F.  Germain  for  Gulf  Oil  Company, 
owner. 
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SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Sections 
7e,  7f  and  7i  of  the  Zoning  Resolution,  permitting  in  a 
retail  use  district,  the  erection  and  maintenance  of  a  gaso¬ 
line  service  station,  lubritorium,  car  washing,  minor  motor 
vehicle  repairs  with  hand  tools  only,  sale  of  accessories 
and  the  parking  of  more  than  five  motor  vehicles  with  a 
free  standing  sign. 

PREMISES  AFFECTED— 1416  Hylan  Boulevard,  218 
Reid  Avenue,  southeast  corner,  Block  3350,  Lot  30,  Dongan 
Hills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Robert  F.  Germain. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
November  14,  1961,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  work  was 
last  extended  on  March  14,  1967 ;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  14,  1961,  as  amended  through  March  14,  1967,  by  adding 
thereto : 

“that  the  gasoline  pumps  shall  conform  to  revised  draw¬ 
ing  of  proposed  conditions  marked  ‘Received  October 
11,  1973’,  one  sheet,  on  condition  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects”  (N.B.  564-61). 


862-68-BZ 

APPLICANT- — Samuel  H.  Lindenbaum  for  East  Hills 
Property  Company,  long  term  lessee;  Jack  Goodstein,  Mil- 
ton  Schwartz  and  Morton  M.  Rosenfeld,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution,  permitting  in  a  Cl-9  and 
R8  district,  the  erection  of  a  31  story  mixed  building  that 
exceeds  the  permitted  floor  area  ratio  and  has  less  than 
the  required  lot  area  per  room. 

PREMISES  AFFECTED — 471-487  Third  Avenue,  north¬ 
east  corner  of  East  32nd  Street,  200-206  East  33rd  Street, 
Block  913,  Lots  1,  2,  3,  4,  5,  59,  61,  63,  64,  65,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Howard  A.  Zipser. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  'Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
March  18,  1969,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  work  was 
last  extended  on  April  6,  1971 ;  and 


Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
lhereby  reopen  and  amend  the  resolution  adopted  on  March 
18,  1969,  as  amended  through  April  6,  1971,  by  adding  thereto: 
“that  the  existing  building,  redesigned,  rearranged  and 
constructed  in  accordance  with  plans  approved  by  the 
Department  of  Buildings,  and  for  which  a  temporary 
Certificate  of  Occupancy  was  issued,  shall  substantially 
conform  to  revised  drawings  of  proposed  conditions 
marked  ‘Received  October  29,  1973’,  five  sheets,  on  con¬ 
dition  that  other  than  as  herein  amended  the  resolution 
above  cited  shall  be  complied  with  in  all  respects”  (N.B. 
7-68). 


590-57-BZ 

APPLICANT — Roy  I.  Rosenbaum  for  Samuel  Mindel, 
owner. 

SUBJECT — Application  for  consideration — to  withdraw  the 
application  to  reopen  and  extend  the  term  of  variance  which 
expired  April  15,  1973 — decision  of  the  Borough  Superin¬ 
tendent,  previously  granted  on  condition  under  Sections  7f 
and  7i  of  the  Zoning  Resolution  permitting  in  a  retail  use 
district,  the  construction  and  maintenance  of  a  gasoline 
service  station  with  lubritorium,  incidental  car  washing 
(non-automatic),  minor  motor  vehicle  repairs  with  hand 
tools  only  (no  welding  or  spraying),  storage  and  sale  of 
accessories  and  incidental  parking  of  more  than  five  (5) 
motor  vehicles  awaiting  service  with  incidental  ground 
signs. 

PREMISES  AFFECTED- — 43-32  to  43-38  222nd  Street  and 
221-11  to  221-19  Northern  Boulevard,  northwest  corner, 
Block  632 7,  Lots  40  and  42,  Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Application  to  reopen  and  extend 
the  term  of  variance  withdrawn  at  the  request  of  the  appli¬ 
cant. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  Q 


148-73-A 

APPLICANT — Albert  Melniker  for  Standard  Boat  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT — For  consideration — dismissal  for  lack  of  prose¬ 
cution — application  March  6,  1973 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  discontinue  the  use  of 
tote  tanks  for  storage  of  lubricating  oil. 

PREMISES  AFFECTED — 1483  Richmond  Terrace,  north- 
side,  95.77  feet  east  of  Broadway,  Block  184,  Lot  275,  West 
New  Brighton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Dorothy  M.  Melniker. 

ACTION  OF  BOARD — Application  taken  off  dismissal  cal¬ 
endar  and  referred  to  examiner. 


297-72-BZ — Vol.  II 

APPLICANT — Leonard  F.  Rothkrug  for  Johnad  Realty 
Corporation,  owner ;  Ford  Leasing  Development  Company, 
lessee. 

SUBJECT— Application  reopened  May  29,  1973  as  Volume 
II — decision  of  the  Borough  Superintendent,  under  Sec¬ 
tions  11-412  and  73-49  of  the  Zoning  Resolution,  to  permit 
in  a  C8-1  and  R6  district,  at  an  existing  automotive  sales 
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and  service  establishment  previously  before  the  Board,  the 
expansion  of  the  use  of  the  existing  nonrstorage  garage  to 
include  roof  parking. 

PREMISES  AFFECTED— 630-646  East  Fordham  Road, 
southwest  corner  of  Belmont  Avenue,  Block  3078,  Lots  48, 
57,  Borough  of  The  Bronx.  Community  Board  #6. 

APPEARANCES— 

For  Applicant :  None. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  January  15,  1974.  at 
10 :00  A.M.,  at  the  request  of  the  Community  Planing 
Board. 


151-73-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Benenson  Capital  Company,  Charles  B.  Benen- 
son,  Laurence  A.  Tisch  and  Preston  R.  Tisch,  owners. 

SUBJECT — Application  March  7,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  and  Section  666  of  the  NYC  Charter  to  per¬ 
mit  in  a  C2-5  district,  on  a  plot  with  an  existing  electric 
substation,  the  erection  of  a  31  story  mixed  building  that 
exceeds  the  permitted  floor  area  ratio,  has  less  than  the 
required  open  space  ratio  and  lot  area  per  room,  en¬ 
croaches  on  the  required  rear  yard  equivalent  and  pene¬ 
trates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 313  to  341  East  63rd  Street, 
north  side,  150  feet  west  of  First  Avenue,  and  10  East  64th 
Street.  Block  1438,  Lots  10,  14,  44,  Borough  of  Manhat¬ 
tan.  Community  Board  #8. 

APPEARANCES— 

For  Applicant :  Howard  Zipser. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  January  22,  1974,  at 
10:00  A.M.,  at  the  request  of  the  applicant  for  continued 
hearing. 


152-73-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Benerson  Capital  Company,  Charles  B.  Benen¬ 
son,  Laurence  A.  Tisch  and  Preston  R.  Tisch,  owners. 

SUBJECT — Application  March  7,  1973 — filed  pursuant  to 
Multiple  dwelling  law  re-  rear  yard. 

PREMISES  AFFECTED— 313  to  341  East  63rd  Street, 
north  side,  150  feet  west  of  first  Avenue,  and  10  East  64th 
Street,  Block  1438,  Lots  10,  14,  44,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Howard  Zipser. 

ACTION  OF  BOARD — Laid  over  to  January  22,  1974,  at 
10  :00  A.M.,  at  the  request  of  the  applicant  for  continued 
hearing. 

316-73-BZ 

APPLICANT — Charles  M.  Spindler  for  Richard  J.  Grever, 
owner. 

SUBJECT — Application  May  24,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  reconstruction 
of  an  automotive  service  station  with  accessory  uses. 

PREMISES  AFFECTED — 31-02  68th  Street,  southwest 
corner  of  31st  Avenue,  Block  1138,  Lot  27,  Jackson  Heights, 
Borough  of  Richmond.  Community  Board  #  . 

APPEARANCES— 

For  Applicant :  B.  J.  Amato. 

For  Opposition :  None. 


ACTION  OF  BOARD — Laid  over  to  January  8,  1974,  at 
10:00  A.M.,  for  decision,  hearing  closed;  applicant  to  fur¬ 
nish  additional  information. 


396-73-BZ 

APPLICANT — Norman  Garner  for  Dorado  House  Flush¬ 
ing,  Incorporated,  owner. 

SUBJECT — Application  July  2,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-62  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  in  an  existing  six 
story  building,  the  conversion  of  the  Doctor’s  offices  into 
two  apartments  that  creates  non-compliance  in  floor  area 
ratio  and  open  space  ratio. 

PREMISES  AFFECTED— 140-51/59  34th  Avenue,  north 
side,  255  feet  west  of  Parsons  Boulevard,  Block  4981,  Lot 
69,  Flushing,  Borough  of  Queens.  Community  Board  #7. 

APPEARANCES— 

For  Applicant:  Norman  Garner. 

For  Opposition:  William  Neprylyck. 

ACTION  OF  BOARD — Laid  over  to  January  8,  1974,  at 
10 :00  A.M.,  for  decision,  hearing  closed ;  applicant  to  sub¬ 
mit  additional  information. 


403-73-BZ 

APPLICANT — Millard  Bresin  for  James  D’albro,  owner; 
Amoco  Oil  Company,  lessee. 

SUBJECT — Application  June  24,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  11-412  and  73-211  of 
the  Zoning  Resolution,  to  permit  in  a  C2-3  district,  the 
reconstruction  of  an  automotive  service  station  with  ac¬ 
cessory  uses  previously  before  the  Board. 

PREMISES  AFFECTED— 2317  Coney  Island  Avenue, 
southeast  corner  of  Avenue  “T”,  Block  7315,  Lot  1,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #15. 

APPEARANCES— 

For  Applicant:  Millard  Bresin. 

For  Opposition:  Lottie  Glick,  Miriam  Cobert  and  Arthur 
Schuer. 

ACTION  OF  BOARD — Laid  over  to  January  8,  1974,  at 
10:00  A.M.,  for  decision,  hearing  closed;  applicant  to  sub¬ 
mit  additional  information. 


451-73-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Patrick  Fitz¬ 
gerald,  owner. 

SUBJECT — Application  August  3,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-3  district,  in  an  existing 
three  story  building,  the  enlargement  in  area  of  the  first 
floor  restaurant  that  increases  the  degree  of  non-compliance 
in  floor  area  ratio. 

PREMISES  AFFECTED — 148  7th  Avenue,  west  side,  70 
feet  north  of  Garfield  Place,  Block  963,  Lot  60,  Borough 
of  Brooklyn.  Community  Board  #6. 

APPEARANCES— 

For  Applicant :  Harriet  Jacobs  and  Leonard  O.  Perez. 
For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  December  18,  1973, 
for  decision ;  hearing  closed. 


480-73-BZ 

APPLICANT — Ingram  S.  Carner  for  Thomas  E.  and 
Robert  J.  Halloran,  owners,  Martin  Dellacona  and  James 
Smith,  contract  purchaser. 

SUBJECT — Application  August  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  11-413  of  the 
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Zoning  Resolution,  to  permit  in  an  R6  and  C2-3  district 
the  change  in  use  of  an  iron  foundry  previously  before 
the  Board,  to  a  private  sanitation  and  carting  establish¬ 
ment  with  accessory  repairs. 

PREMISES  AFFECTED — 890  Metropolitan  Avenue,  south 
side,  97.8  feet  west  of  Olive  Street,  Block  2916,  Lots  32 
and  33,  Borough  of  Brooklyn.  Community  Board  #1. 

APPEARANCES— 

For  Applicant :  Ingram  S.  Carner,  Thomas  F.  Halloran, 
Jr.,  Alfred  A.  Marra,  Robert  J.  Halloran  and  Martin 
Dellacona,  Jr. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  January  8,  1974,  at 
10:00  A.M.,  for  decision,  hearing  closed;  applicant  to  sub¬ 
mit  additional  information. 


496-73-BZ 

APPLICANT — Harry  A.  Yarish  for  Marie  Holdrith, 
owner. 

SUBJECT — Application  August  24,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C8-1  district,  the  erection 
of  a  two  story  and  cellar  building  for  use  as  a  furniture 
showroom  that  exceeds  the  permitted  floor  area  ratio,  has 
less  than  the  required  accessory  parking,  and  without  the 
required  loading  berth. 

PREMISES  AFFECTED — 2414  to  2420  Flatbush  Avenue, 
southeast  corner  of  Avenue  T,  Block  8542,  Lot  41,  Borough 
of  Brooklyn.  Community  Board  #18. 

APPEARANCES— 

For  Applicant :  B.  J.  Amato. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  January  15,  1974,  at 
10:00  A.M.,  for  decision,  hearing  closed;  applicant  to  sub¬ 
mit  additional  information. 


524-73-BZ 

APPLICANT — McGee  &  Morsellino  for  Dodar  Realty  Cor¬ 
poration,  owner,  Jascal  Realty  Corporation,  lessee. 

SUBJECT— Application  September  26,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection  of 
a  one  story  office  building  with  accessory  parking  in  the 
open  area. 

PREMISES  AFFECTED — 1575  Gun  Hill  Road,  northwest 
corner  of  Kingsland  Avenue,  Block  4786,  Lot  20,  Borough 
of  The  Bronx.  Community  Board  #12. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  Gustav  Giehl. 

ACTION  OF  BOARD— Laid  over  to  January  22,  1974,  ar 
10:00  A.M.,  at  the  request  of  the  Community  Planning 
Board. 


525-73-BZ 

APPLICANT — Peter  Casini  for  William  T.  Allaire,  owner. 

SUBJECT — Application  September  24,  1973' — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  on  a  plot  with  less 
than  the  required  lot  area  and  lot  width,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio  and  has  less  than  the  required  open  space  ratio. 

PREMISES  AFFECTED — 33-64  191st  Street,  west  side, 
200  feet  north  of  35th  Avenue,  Block  5259,  Lot  38,  Flush¬ 
ing,  Borough  of  Queens.  Community  Board  #11. 


APPEARANCES— 

For  Applicant:  Peter  Casini  and  Robert  Blake. 

For  Opposition :  Arthur  H.  Macheu,  Hugh  Freeman,  Mary 
M.  McGuver,  Patricia  B.  Macheu,  W.  S.  Low,  Jr., 
Nunzio  J.  Vulpio,  Val  Reisig,  Arthur  Sullivan,  Catherine 
Sullivan,  B.  Harry  Mertor  and  George  T.  Donahue. 
ACTION  OF  BOARD— Laid  over  to  January  8,  1974,  at 
10 :00  A.M.,  for  decision ;  hearing  closed. 


526-73-BZ 

APPLICANT — Peter  Casini  for  William  T.  Allaire,  owner. 

SUBJECT — Application  September  24,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R2  district,  the  maintenance 
of  a  two  family  dwelling  that  will  exceed  the  permitted 
floor  area  ratio  and  have  less  than  the  required  open  space 
ratio  and  lot  area  per  dwelling  unit. 

PREMISES  AFFECTED — 33-60  191st  Street,  west  side, 
238.6  feet  north  of  35th  Avenue,  Block  5259,  Lot  36,  Flush¬ 
ing,  Borough  of  Queens.  Community  Board  #11. 

APPEARANCES— 

For  Applicant:  Peter  Casini  and  Robert  Blake. 

ACTION  OF  BOARD— Laid  over  to  January  8,  1974,  at 
10:00  A.M.,  for  decision;  hearing  closed. 


527-73-BZ 

APPLICANT — Peter  Casini  for  William  T.  Allaire,  owner. 

SUBJECT — Application  September  24,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  on  a  plot  with  less 
than  the  required  lot  area  and  lot  width,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio  and  has  less  than  the  required  open  space  ratio. 

PREMISES  AFFECTED — 33-56  191st  Street,  west  side, 
281.6  feet  north  of  35th  Avenue,  Block  5259,  Lot  33,  Flush¬ 
ing,  Borough  of  Queens.  Community  Board  #11. 
APPEARANCES— 

For  Applicant :  Peter  Casini  and  Robert  Blake. 

ACTION  OF  BOARD — Laid  over  to  January  8,  1974,  at 
10:00  A.M.,  for  decision;  hearing  closed. 


547-73-BZ 

APPLICANT — Samuel  J.  Kisseloff  for  the  City  of  New 
York,  owner. 

SUBJECT — Application  October  11,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  RIO  district,  the  conver¬ 
sion  of  an  existing  6  story  garage  building  to  residential 
use  that  has  less  than  the  required  inner  court. 
PREMISES  AFFECTED — 2  West  90th  Street,  south  side, 
100  feet  west  of  Central  Park  West,  Block  1203,  Lot  37, 
Borough  of  Manhattan.  Community  Board  #7. 

APPEARANCES— 

For  Applicant :  Samuel  J.  Kisseloff  and  Arie  L.  Melamillo. 
For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  January  15,  1974,  at 
10:00  A.M.,  for  continued  hearing;  applicant  to  submit 
additional  information. 


548-73-A 

APPLICANT — Samuel  J.  Kisseloff  for  the  City  of  New 
York,  owner. 

SUBJECT — Application  October  11,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  rear  yard  and 
interior  court. 
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PREMISES  AFFECTED— 2  West  90th  Street,  south  side, 
100  feet  west  of  Central  Park  West,  Block  1203,  Lot  37, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff  and  Arie  L.  Melamillo. 
ACTION  OF  BOARD — Laid  over  to  January  15,  1974,  at 
10:00  A.M.,  for  continued  hearing;  applicant  to  submit 
additional  information. 


77-73-BZ 

APPLICANT — Andrew  Tsarsis  for  Shiloh  Homes,  Incor¬ 
porated,  owner. 

SUBJECT — Application  January  31,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  R5  district,  the  erection  of 
a  one  story  building  for  use  as  retail  stores  with  accessory 
parking  in  the  open  area. 

PREMISES  AFFECTED — 8301-8309  Flatlands  Avenue, 
763-775  East  83rd  Street,  northeast  corner,  Block  8004, 
Lots  7,  9,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Andrew  Tsarsis. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
September  18,  1973,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  October  16,  1973 ;  then  to  November 
20,  1973;  then  to  December  4,  1973;  then  to  December  11, 
1973 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  25,  1973,  acting  on  N.B.  Applic.  428/1972, 
reads : 

“1.  The  proposed  stores,  Use  Group  6,  in  an  R5 
district  are  contrary  to  Section  22-00  and  32-15  of  the 
Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applic¬ 
ant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R5 
district,  the  erection  of  a  one  sitory  building  for  use  as  retail 
stores  with  accessory  parking  in  the  open  area  on  condition 
that  all  work  shall  substantially  conform  to  drawings  marked 
“Received”  January  31,  1973 — 1  sheet  and  December  6,  1973 — 
4  sheets  and  on  jurther  condition  that  trees  be  planted  along 
the  83rd  Street  frontage,  that  there  shall  be  no  openings  in 
the  wall  adjoining  the  easement  other  than  indicated  on 
drawing  No.  4,  that  the  open  easement  shall  be  properly 
paved  and  maintained  and  that  all  laws,  rules  and  regulations 
applicable  be  complied  with,  and  that  substantial  construction 
be  completed  within  one  year  from  the  date  of  this  resolution. 


130-73-BZ 

APPLICANT — Alphonse  J.  Calvanico  for  John  Lagana,  Jr., 
Trustee,  Russo’s  Drive  In,  Incorporated,  lessee. 

SUBJECT — Application  February  27,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  maintenance 
of  a  one  story  enlargement  to  a  restaurant  that  increases 
the  degree  of  non-compliance. 

PREMISES  AFFECTED — 4677  Hylan  Boulevard,  north 
side,  75.56  feet  east  of  Harold  Avenue,  Block  5408,  Lot  43, 
Annadale,  Borough  of  Richmond.  Community  Board  #4. 

APPEARANCES— 

For  Applicant :  David  C.  Winters. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE — 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
November  7,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  November  27,  1973 ;  then  to  December 
11,  1973 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  7,  1973,  acting  Alt.  Applic.  13/1973,  reads: 

“1.  Proposed  construction  of  charcoal  grill  and  ma¬ 
sonry  chimney  constitutes  a  structural  alteration  of  a 
non-conforming  building  and  is  contrary  to  Sec.  52-22  of 
the  Zoning  Resolution. 

2.  Plans  filed  show  increase  in  size  of  building  con¬ 
trary  to  plans  filed  under  Alt.  417/58  and  contrary  to 
Sec.  52-22  of  the  Zoning  Resolution. 

4.  Proposed  extension  of  a  non-conforming  use 
(Use  Group  6A)  in  an  R3-2  zone  is  contrary  to  Section 
22-00  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district,  the  maintenance  of  a  one  story  enlargement  to  a 
restaurant  that  increases  the  degree  of  non-conformity  on 
condition  that  all  work  shall  substantially  conform  to  draw¬ 
ings  filed  with  this  application  marked  “Received  February 
27,  1973 — 5  sheets,  August  23,  1973 — 1  sheet  and  December 
5,  1973 — 1  sheet”  and  that  all  laws,  rules  and  regulations 
applicable  be  complied  with,  and  that  substantial  construc¬ 
tion  be  completed  within  one  year  from  the  date  of  this 
resolution. 


265-73-BZ 

APPLICANT — Guerino  Salerni  for  Nicholas  and  Margaret 
Joseph,  owners. 

SUBJECT — Application  May  1,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-50  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-2  district,  the  erection  of  a 
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one  story  enlargement  to  an  existing  warehouse  that  en¬ 
croaches  on  the  required  yard  along  a  district  boundary. 
PREMISES  AFFECTED— 41-31  39th  Street,  east  side, 
198.95  feet  north  of  43rd  Avenue,  Block  187,  Lot  9,  Long 
Island  City,  Borough  of  Queens.  Community  Board  #2. 

APPEARANCES— 

For  Applicant:  Guerino  Salerni,  and  Nicholas  Joseph. 
For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Homstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
October  23,  1973,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  November  20,  1973;  then  to  December  11, 
1973 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent 
dated  April  3,  1973,  acting  on  Alt.  Applic,  1323/1972,  reads : 

“1.  Proposed  enlargement  encroaches  on  required 
open  area  along  rear  lot  line  contrary  to  Sec.  43-302  of 
Z.  R. 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-50  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
under  Section  73-50  of  the  Zoning  Resolution,  to  permit  in  an 
Mlr2  district  the  erection  of  a  one  story  enlargement  to  an 
existing  warehouse  that  encroaches  on  the  required  yard 
along  a  district  boundary  on  condition  that  all  work  shall 
substantially  conform  to  drawings  filed  with  this  application 
marked  “Received  May  1,  1973 — 5  sheets  and  October  12, 
1973 — 3  sheets;”  and  on  further  condition  that  there  shall  be 
no  wall  or  roof  opening  within  the  proposed  enlargement 
and  that  all  laws,  rules  and  regulations  applicable  be  com¬ 
plied  with,  and  that  substantial  construction  be  completed 
within  one  year  from  the  date  of  this  resolution. 


479-73-BZ 

APPLICANT — Ingram  S.  Carner  for  Thomas  E.  and 
Robert  J.  Halloran,  owners,  ABC  Elastic  Corporation, 
contract  purchaser. 

SUBJECT — Application  August  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  11-413 
of  the  Zoning  Resolution,  to  permit  in  a  C2-3  district, 
the  change  in  occupancy  of  any  existing  one  story  build¬ 
ing  previously  before  the  Board  from  foundry  products 
finishing  and  storage  of  patterns  to  a  clothing  manu¬ 
facturing  establishment. 

PREMISES  AFFECTED — 889  Metropolitan  Avenue,  north 
side,  100  feet  west  of  Olive  Street,  Block  2912,  Lot  30, 
Borough  of  Brooklyn.  Community  Board  #1. 

APPEARANCES— 

For  Applicant:  Ingram  S.  Carner,  David  Weiss,  Thomas 
and  Robert  Halloran,  and  Alfreda  Marra. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
October  30,  1973,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  November  27,  1973;  then  to  December  11, 
1973 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  9,  1973,  acting  on  Alt.  Applic.  1057/1973,  reads : 

“1.  Proposed  change  of  use  from  storage  of  pattern 
U.G.  16,  factory  for  finishing  of  foundry  products,  no 
casting  or  molding  on  premises,  U.G.  17  to  textiles, 
spiraling  or  weaving  manufacturing,  dyeing,  printing, 
knit  goods  yarn,  thread  or  cordage  U.G.  17  is  contrary 
to  Cal.  #954-67-BZ  and  must  be  referred  to  BSA.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a  C2-3 
district,  the  change  in  occupancy  of  an  existing  one  story 
building  previously  before  the  Board  from  foundry  products, 
finishing  and  storage  of  patterns  to  a  clothing  manufacturing 
establishment  on  condition  that  all  work  shall  substantially 
conform  to  drawings  filed  with  this  application  marked 
“Received”  August  16,  19 73 — 4  sheets  and  December  5,  1973 
— 1  sheet  and  on  further  condition  that  there  shall  be  no  dye¬ 
ing  or  printing  of  textiles  on  the  premises  and  that  all  laws, 
rules  and  regulations  applicable  be  complied  with,  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 

Adjourned:  12:40  P.M. 

John  B.  Cincotta,  Executive  Director. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  DECEMBER  11,  1973,  2  P.M. 

Present:  Chairman  Klein,  Vice  Chairman  Agusta, 

Commissioner  Hornstein,  Commissioner  Walsh  and 
Commissioner  Carroll. 


1-38-SR 

APPLICANT — Rules  for  Arc  and  Gas  Welding  and  Oxy¬ 
gen  Cutting  of  Steel  Covering  the  Specifications  for  De¬ 
sign,  Fabrication  and  Inspection  of  Arc  and  Gas  Welded 
Steel  structures  and  the  qualification  of  Welders  and 
Supervisors. 

ACTION  OF  BOARD — Laid  over  to  January  15,  1974. 

1702-61-SM 

APPLICANT — Welbilt  Corporation,  owner. 

SUBJECT — To  include  additional  gas  ranges. 

APPEARANCES— 

For  Applicant :  Allan  Rosenberg. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accord  with  the  report  and  recommenda¬ 
tion  of  the  Committee  on  Test. 


1010 
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THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

1 702-61 -SM  :  Amendment  to  resolution  to  include  additional 
gas  ranges. 

Welbilt  Corporation,  Maspeth,  New  York,  requested  that 
the  resolution  adopted  December  12,  1961  and  amended 
through  April  4,  1967  under  Calendar  Number  1702-61-SM 
be  reopened  and  amended  to  include  additional  gas  ranges. 
DESCRIPTION :  The  gas  ranges  are  similar  to  previously 
approved  models.  The  differences  are  minor  styling  changes. 
Each  model  corresponds  to  a  similar  previously  approved 
model  which  it  replaces  as  follows : 


New 

Old 

New 

Old 

Model  No. 

Model  No. 

Model  No. 

Model  No. 

6B1E 

1622W 

2T1 A 

1111W 

6B1D 

1622W 

5V1H 

5525 

6B2A 

1622W 

5V2H 

5535 

6B2E 

1622W 

5V3G 

5545 

6B2D 

1622W 

5V2K 

5545 

6B3A 

1622W 

SV3J 

5545 

6B3E 

1622W 

5V1K 

5545 

6B3D 

1622W 

5T1H 

5325 

6A2H 

1662W 

5T2H 

5335 

6A3G 

1662W 

5T3G 

5345 

6F2H 

1611 W 

5T2K 

5345 

6F3G 

161 1W 

5T3J 

5345 

6K3N 

1572W 

5T1K 

5345 

6K3L 

1572W 

5  VI A 

5120 

6K3P 

1572W 

5V1D 

5121 

6F3L 

1872W 

5V1E 

5124 

6A3L 

1S72W 

5V2A 

5135 

6A3M 

1572W 

5V2D 

5135 

3G12 

3226 

5V2E 

5134 

3M33 

3266 

5V3B 

5145 

3L4P 

3277 

5V3C 

5145 

3L44 

3267 

5V3F 

5144 

3L34 

3267 

5T1 A 

5321 

1H21 

1922 

5T1D 

5321 

1H31 

1933 

5T1E 

5324 

8P37 

1908 

5T2A 

5335 

8E35 

1908 

5T2D 

5335 

8E22 

1906 

5T2E 

5334 

8E26 

1906 

5T3B 

5345 

8E16 

1902 

5T3C 

5345 

8E3F 

1902 

2B1 A 

1211W 

5K3M 

5268 

5A1H 

5625 

5K3L 

5268 

5A2H 

5635 

5K4L 

5278 

5A3G 

'5645 

5A3L 

5268 

5A3J 

5645 

5L4P 

5278 

5A1K 

5645 

4I3L 

4278 

5A2K 

5645 

4J3P 

4278 

5A6G 

5445 

4B2H 

4635 

5A4G 

5445 

4B3G 

4635 

5A5G 

5425 

4B1 A 

4221 

5A3M 

5248 

4B1D 

4221 

5A1A 

5220 

4B1E 

4221 

5A1D 

5221 

4B2A 

4221 

SA1E 

5224 

4B2D 

4221 

5A2A 

5235 

4B2E 

4221 

5A2D 

5235 

4B3B 

4221 

5A2E 

5234 

4B3C 

4221 

5  A3  A 

5245 

4B3F 

4221 

5A3C 

5245 

6A1A 

1622W 

5A3F 

5244' 

6A1E 

1622W 

5B1A 

5421 

6A1D 

1622W 

5B1D 

5425 

6A2A 

1622W 

5B1E 

5424 

6A2E 

1622W 

New 

Old 

New 

Old 

Model  No. 

Model  No. 

Model  No. 

Model  No. 

5B2A 

5435 

6A2D 

1622W 

5B2D 

5435 

6A3B 

1622W 

5B2E 

5434 

6A3F 

1622W 

5B3A 

5445 

6A3C 

1622W 

5B3C 

5445 

6F1A 

1622W 

5B3F 

6444 

6F1E 

1622W 

5L3P 

5268 

6F1D 

1622W 

5L4N 

5278 

6B1A 

1622W 

5T3F 

5344 

6T2A 

1511W 

6V1A 

1522W 

6T2E 

1511W 

6V1E 

1562W 

6T2D 

1511W 

6V1D 

1522W 

6T3A 

1511W 

6V2A 

1522W 

6T3E 

1511W 

6V2E 

1522W 

6T3D 

1511W 

6V2D 

1522W 

6V2H 

1552W 

6V3B 

1522W 

6V3G 

1572W 

6V3F 

1522W 

8V16 

1901 

6V3C 

1522W 

8V15 

1903 

6T1A 

1511W 

8V36 

1905 

6T1E 

1511W 

8V35 

1907 

6T1D 

1511W 

The  models  are  suffixed  with  the  following  designations : 
A — avocado  color 
B — levelling  legs 
C — coppertone  color 

D — all  glass  exterior  lower  oven  door  and  continuous  clean¬ 
ing  oven 

E — hinged  main  top 
F — continuous  cleaning  oven 
G — gold  color 

J — all  glass  exterior  lower  oven  door 
M — hi-lo  valves 
R — chrome  color 

T — hi-lo  valves  and  pressure  regulator,  match-lit  only 
W — white  color 

Y — continuous  cleaning  oven  and  pressure  regulator,  match- 
lit  only 

Z — -pressure  regulator,  match-lit  only 

INSPECTION  AND  TEST:  The  gas  ranges  have  been 
approved  by  the  American  Gas  Association. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  12,  1961  and 
amended  through  April  4,  1967  under  Calendar  Number 
1702-61-SM  be  reopened  and  amended  to  include  the  addi¬ 
tional  gas  ranges  listed  above  under  the  provisions  of  Article 
14  and  RS  14  of  the  Building  Code  of  the  City  of  New 
York  on  condition  that  the  requirements  of  the  original 
resolution  and  previous  amendments  adopted  under  this  Cal¬ 
endar  Number  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  an¬ 
nual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with 
the  above  report. 
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314-52-SM 

APPLICANT — U.  S.  Plywood,  a  Division  of  Champion 
International,  owner. 

SUBJECT — To  include  additional  panels. 
APPEARANCES— 

For  Applicant:  C.  A.  Stevens. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended,  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE — 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Homstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

N egative :  .  0 

THE  RESOLUTION— 


W hereas,  the  report  of  a  Committee  on  Test  reads : 
314-52-SM:  Amendment  to  resolution  to  include  additional 
panels. 

U.  S.  Plywood,  a  Division  of  Champion  International,  re¬ 
quested  that  the  resolution  January  20,  1953  and  amended 
through  October  27,  1970  under  Calendar  Number 

314-52-SM  be  reopened  and  amended  to  include  additional 
panels. 

PROPOSED  USE:  Wood  particleboard  panel  for  interior 
finish  (combustible). 

DESCRIPTION :  The  panel,  Untreated  Novoply,  is  a  three 
ply  wood  particleboard  consisting  of  dense  outer  plies  of  pine 
fiber  over  a  core  of  medium  density  fir  and  pine  particles. 
The  wood  materials  are  combined  with  a  synthetic  resin  and 
bonded  together  under  heat  and  pressure.  The  panels  are 
from  }£"  to  2"  in  thickness  and  up  to  4'  x  16'  or  6'  x  12'  in 
size. 

A  1/28"  thick  hardwood  veneer  may  be  laminated  to  the 
panel  and  finished  with  varnish  or  a  vinyl  film. 
INSPECTION  AND  TEST :  The  panels  have  been  tested 
by  Underwriters’  Laboratories  and  achieved  the  following 
results : 

Smoke 

Flamespread  Developed 


Rating  Rating 

Untreated  Novoply  200  190 

(H" — 9/16"  thick) 

Untreated  Novoply  170  145-300 

(s/8"—2"  thick) 

Hardwood  Faced  Novoply  160-190  165-245 


RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  January  20,  1953  and 
amended  through  October  27,  1970  under  Calendar  Number 
314-52-SM  be  reopened  and  amended  to  include  additional 
panels,  Untreated  Novoply  and  Hardwood  Faced  Novoply, 
as  Class  C  interior  finish  under  the  provisions  of  Article  5 
and  RS  5  of  the  Building  Code  of  the  City  of  New  York 
on  condition  that  the  requirements  of  the  original  resolution 
and  previous  amendments  adopted  under  this  Calendar  Num¬ 
ber  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 


Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with 
the  above  report. 

154-59-SA 

APPLICANT — The  Dexter  Company,  owner. 

SUBJECT — Change  of  owner-manufacturer. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended,  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

154-59-SA — Amendment  to  resolution  as  to  change  of  owner- 
manufacturer. 

The  Dexter  Company,  Fairfield,  Iowa,  requested  that  the 
resolution  adopted  December  8,  1959  and  amended  at  various 
times  to  December  5,  1972  under  Calendar  Number  154- 
59-SA  be  reopened  and  amended  so  as  to  show  a  change  of 
owner-manufacturer. 

PROPOSED  USE:  Commercial  washing  machine — 16  lb. 
capacity. 

DESCRIPTION :  There  has  been  no  change  in  the  mate¬ 
rials  used  nor  in  the  method  of  manufacture  of  the  material. 

The  Dexter  Company,  an  Iowa  Corporation,  have  sub¬ 
mitted  an  affidavit  showing  that  they  have  purchased  on 
February  15,  1972  all  rights  and  assets,  etc.  if  the  Fairfield 
operations  of  the  Philco-Ford  Corporation  and  the  Philco- 
Ford  Corporation,  a  Delaware  Corporation,  have  submitted 
an  affidavit  showing  they  have  sold  on  February  15,  1972, 
all  rights  and  assets  etc.  of  the  Philco-Ford  Corporation 
locate  in  Fairfield,  Iowa,  to  the  Dexter  Company. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  8,  1959  and 
amended  at  various  times  to  December  5,  1972  under  Cal¬ 
endar  Number  154-59-SA  be  reopened  and  amended  so  as 
to  show  a  change  of  owner-manufacturer,  new  owner-manu¬ 
facturer  being  the  Dexter  Company  on  condition  that  the 
requirements  of  the  resolution  adopted  December  8,  1959 
and  amended  at  various  times  through  December  5,  1972 
under  Calendar  Number  154-59-SA  are  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 
Stuart  Lowenthal, 

Asst.  Engr., 
Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 
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523-64-SA 

APPLICANT — Speed  Queen,  a  Division  of  McGraw  Edi¬ 
son  Co.,  owner. 

SUBJECT — Additional  models  of  clothes  dryers. 
APPEARANCES— 

For  Applicant:  D.  Eckstein. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended,  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornsitein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
523-64-SA — Amendment  to  resolution  so  as  to  revoke  some 
previously  approved  model  numbers  and  to  include  additional 
models  of  gas-fired  clothes  dryers. 

Speed  Queen,  A  Division  of  McGraw-Edison  Company, 
Ripon,  Wisconsin  requested  that  the  resolution  adopted  June 
21,  1966  and  amended  through  May  25,  1971  under  Calendar 
Number  523-64-SA  be  reopened  and  amended  so  as  to  revoke 
some  previously  approved  model  numbers  and  to  include  ad¬ 
ditional  models  of  gas-fired  clothes  dryers. 

PROPOSED  USE :  Gas-fired  clothes  dryers. 
DESCRIPTION:  The  requested  models: 

Domestic  Type  Dryers 

DG9030  -  DG9031  -  DG6240  -  DG6241  -  DG6181  - 
DG3800  -  DG3680  -  DG3681  -  DG3350  -  DG3341  -  DG3331  - 
DG3300  -  DG3250  -  DG3240  -  DG1037  -  DG1031. 
Commercial  Type  Dryers 

CG3381  -  CG3371  -  CG3370  -  CG3650  -  CG2661  -  CG2660. 
These  dryers  are  basically  the  same  as  the  presently  ap¬ 
proved  models  differing  only  as  to  styling,  trim,  time  cycles 
or  indicia. 

The  model  numbers  of  previously  approved  models  which  do 
not  appear  in  the  amendment  are  to  be  revoked. 

INSPECTION  AND  TEST :  All  the  above  models  are 
A.  G.  A.  certified. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  21.  1966  and  amended 
through  May  25,  1971  under  Calendar  Number  523-64-SA 
be  reopened  and  amended  so  as  to  revoke  some  previously 
approved  model  numbers  and  to  include  additional  models  of 
gas-fired  clothes  dryers  listed  above  on  condition  that  the 
requirements  of  the  original  resolution  and  previous  amend¬ 
ments  adopted  under  Calendar  Number  523-64-SA  are  com¬ 
plied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer.  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 


934-64-SA 

APPLICANT — Temco,  Incorporated,  owner. 

SUBJECT — Change  of  owner-manufacturer. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended,  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative :  .  q 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

934-64-SA — Amendment  to  resolution  so  as  to  show  a  change 
of  owner-manufacturer. 

Temco,  Incorporated,  Subsidiary  of  Texas  Clay  Industries, 
Incorporated  Nashville,  Tennessee,  requested  that  the  resolu¬ 
tion  adopted  July  13,  1965  and  amended  May  30,  1972  under 
Calendar  Number  934-64-SA  be  reopened  and  amended  so  as 
to  show  a  change  of  owner-manufacturer. 

PROPOSED  USE:  Wall  mounted  gas  fired  combination 
heating  and  cooling  units. 

DESCRIPTION :  There  has  been  no  change  in  the  ma¬ 
terials  used  nor  in  the  method  of  manufacture  of  the  heating 
and  cooling  units. 

Temco,  Incorporated  (a  Texas  Corporation),  a  wholly 
owned  subsidiary  of  Texas  Clay  Industries,  Incorporated  (a 
Texas  Corporation)  did  acquire  the  assets  of  Temco,  Incor¬ 
porated  (a  Tennessee  Corporation)  from  the  Trustee  in 
Bankruptcy  on  November  10,  1970.  This  change  in  owner¬ 
ship  was  approved  by  Order  No.  31  of  the  U.  S.  District 
Court  for  the  Middle  District  of  Tennessee  on  December  16, 
1970  and  the  name  of  the  new  owner-manufacturer  is  Temco, 
Incorporated,  Subsidiary  of  Texas  Clay  Industries,  Incor¬ 
porated. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  13,  1965  and  amended 
May  30,  1972  under  Calendar  Number  934-64-SA  be  re¬ 
opened  and  amended  so  as  to  show  a  new  owner-manufac¬ 
turer,  Temco,  Incorporated,  a  Subsidiary  of  Texas  Clay 
Industries,  Incorporated  on  condition  that  the  requirements 
of  the  resolution  adopted  July  13,  1965  and  amended  May  30, 
1972  under  Calendar  Number  934-64-SA  are  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  aproval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  T est. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 
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760-67-SM 

APPLICANT — R  &  G  Sloane  Mfg.  Co.  Div.  of  Atlantic 
Research  Corp. 

SUBJECT — Additional  size  of  pipe  &  fittings. 

APPEARANCES— 

For  Applicant :  Harold  Mermel. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


WheR(Eas,  the  report  of  a  Committee  on  Test  reads: 
760-67-SM — Amendment  to  resolution  to  include  additional 
pipe  and  fittings. 

R.  &  G.  Sloane  Manufacturing  Division,  a  Subsidiary 
of  the  Susquehanna  Corporation,  Woodland  Hills,  California, 
requested  that  the  resolution  adopted  February  14,  1968  under 
Calendar  Number  760-67-SM  be  reopened  and  amended  to 
include  additional  pipe  and  fittings. 

PROPOSED  USE:  Plastic  pipe  and  fittings  for  acid  and 
chemical  wastes. 

DESCRIPTION :  The  pipe  and  fittings,  known  as  GSR 
Fuseal,  are  made  of  flame  retardant  polypropylene  plastic. 
They  are  used  for  drainage  of  corrosive  or  non-corrosive 
liquid  chemical  wastes.  The  pipe  and  fittings  are  joined  by 
use  of  electrical  fusion  coils,  made  of  conductive  metal 
wire  and  coated  with  polypropylene,  energized  by  a  variable, 
low  voltage  power  supply.  The  pipe  and  fittings  are  available 
in  the  following  sizes:  1)4",  2",  3",  4",  and  6".  The  pipe 
is  produced  in  accordance  with  Schedule  40  iron  pipe  dimen¬ 
sional  standards.  Burst  pressures  range  from  332  psi  for  1)4" 
pipe  to  176  psi  for  6"  pipe.  The  fittings  are  designed  in 
accordance  with  dimensions  for  cast  iron  screwed  drainage 
fittings.  All  fittings  have  a  minimum  burst  pressure 
of  200  psi. 

INSPECTION  AND  TEST:  The  pipe  and  fittings  have 
been  approved  by  the  National  Sanitation  Foundation  (DWV, 
EX-CW  Test  Results),  Building  Officials  and  Code  Ad¬ 
ministrators  (No.  70-12),  Southern  Building  Code  Con¬ 
gress  (Report  72132)  and  the  International  Association  of 
Plumbing  and  Mechanical  Officials  (Application  No.  10979, 
File  No.  722). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  February  14,  1968  under 
Calendar  Number  760-67-SM  be  reopened  and  amended  to 
include  additional  pipe  and  fittings,  1)4"  to  6"  GSR  Fuseal 
PPFR  (polypropylene  plastic  flame  retardant)  for  liquid 
acid  and  chemical  waste  lines  under  the  provisions  of  RS  16 
of  the  Building  Code  of  the  City  of  New  York  on  condition 
that  the  requirements  of  the  original  resolution  adopted  under 
this  Calendar  Number  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  ownership, 
change  of  corporate  name,  change  of  address  or  to  submit 
the  annual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 


Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with  the 
above  report. 


72-69-SM 

APPLICANT — Genova  Products,  owner. 

SUBJECT — To  reconsider  and  reaffirm  approval  of  plastic 
pipe  and  fittings. 

APPEARANCES— 

For  Applicant :  Edmund  Sadanow. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  reaffirmed. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Homstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
APPLICANT — Genova  Products,  Davison,  Michigan. 
SUBJECT — Reaffiirmation  of  approval  of  polyvinyl  chloride 
(PVC)  plastic  pipe  and  fittings  for  drain,  waste  and  vent 
lines,  from  l%"  to  4"  O.D.,  Schedule  40  wall  thickness. 

THE  RESOLUTION— 

Whereas,  the  Board  approved  this  material  on  November 
4,  1970  and  Article  78  proceedings  have  been  instituted  seek¬ 
ing  the  annulment  of  the  approval ;  and 

Whereas,  the  approval  has  been  remanded  to  the  Board 
(Index  No.  20483/70)  by  Hon.  Gerald  P.  Culkin,  Justice  of 
the  Supreme  Court,  New  York,  for  a  further  hearing  to 
afford  access  to  the  petitioners  in  the  Article  78  proceedings 
to  all  test  reports  and  information  regarding  the  nature  and 
conditions  upon  which  the  tests  which  were  the  basis  of  the 
approval  were  administered;  and 

Whereas,  the  Court  further  remanded  that  the  petitioners 
shall  designate  the  information  to  be  made  accessible  and  that 
the  petitioners  shall  be  given  the  opportunity  to  comment 
before  the  Board  enters  a  new  determination  on  the  matter ; 
and 

Whereas,  the  petitioners  have  been  informed  of  the  de¬ 
cision,  have  had  access  to  the  designated  information,  and 
have  been  given  the  opportunity  to  comment  on  the  informa¬ 
tion. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reaffirm  the  approval  adopted  November  4,  1970  under 
Calendar  Number  72-69-SM  of  the  plastic  pipe  and  fittings 
cited  above  on  conditions  that  the  requirements  of  the  reso¬ 
lution  adopted  November  4,  1970  under  this  Calendar  Number 
be  complied  with. 


330-71-SM 

APPLICANT — Inner-Tite,  Division  Yara  Engineering  Cor¬ 
poration. 

APPEARANCES— 

For  Applicant:  George  W.  Davis. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  . '. .  0 
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THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
330-71-SM — Imier-Tite,  Division  of  Yara  Engineering  Cor¬ 
poration,  Elizabeth,  New  Jersey,  filed  for  approval  of  Inner- 
Tite  Posilock  Service  Head  Adapters  and  Posilock  Base¬ 
ment  Tee  Adapters  under  the  provisions  of  RS-16,  PI  15.6 
of  the  Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Plastic  tube  to  steel  pipe  transition 
fittings  for  gas  service. 

DESCRIPTION:  The  fittings  are  designed  for  adapting 
polyethylene  natural  gas  service  tubing  to  steel  piping.  The 
transition  is  usually  made  just  inside  the  basement  wall  of  a 
building.  The  fittings  are  available  in  sizes  between  l/2"  and 
l%".  The  polyethylene  tubing  is  inserted  in  the  fitting  within 
a  resilient  rubber  gasket,  grip  ring,  and  follower  ring.  The 
adapter  nut  is  tightened  until  the  grip  ring  holds  the  tubing 
in  place.  The  arrangement  among  the  gasket,  gripper  ring, 
and  follower  ring  is  such  that  the  fitting  cannot  be  over- 
tightened  and  the  pressure  is  controlled  to  remain  constant 
and  prevent  pullout.  Stiffeners  are  inserted  inside  the  tubing. 
The  steel  piping  is  joined  to  the  fitting  by  standard  pipe 
threads  and  in  such  a  manner  that  the  plastic  tubing  is  com¬ 
pletely  encased  and  protected  by  a  steel  pipe  sleeve. 
INSPECTION  AND  TEST :  The  fittings,  in  sizes  between 
Yz"  and  1J4",  were  hydrostatic  and  gas  pressure  tested  at 
the  U.  S.  Testing  Laboratory,  as  certified  by  Alexander  Pot¬ 
ter  Associates.  The  fittings  withstood  a  gas  pressure  of  150 
psi  and  hydrostatic  pressures  varying  with  size :  500  psi  for 
Vz",  400  psi  for  V",  300  psi  for  1",  and  250  psi  for  V/4" 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Inner-Tite  Posilock  Service  Head 
Adapters  and  Posilock  Basement  Tee  Adapters  for  use  as 
fittings  to  adopt  polyethylene  natural  gas  service  tubing  to 
steel  piping  under  the  provisions  of  RS  16,  PI  15.6  of  the 
Building  Code  of  the  City  of  New  York  on  condition  that 
no  plastic  components  of  the  fitting  shall  be  left  exposed. 
The  fittings  shall  be  permanently  labeled :  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  Number  330-71-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  T est. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


381-71-SA 

APPLICANT — Star  Sprinkler  Corporation,  owner. 
APPEARANCES— 

For  Applicant :  Fred  A.  Gloeckler. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 


THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
381-71-SA — Star  Sprinkler  Corporation,  Philadelphia,  Penn¬ 
sylvania,  filed  for  approval  of  the  Model  F-6R  Power  Supply 
Panel  under  the  provisions  of  Article  17  and  RS  17  of  the 
Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Power  supply  for  fire  protection  equip¬ 
ment. 

DESCRIPTION:  The  power  supply  consists  of  a  step- 
down  insulated  transformer,  bridge  arranged  rectifier,  induc¬ 
tor,  solid  state  components,  and  installation  terminals  mounted 
on  a  metal  chassis  which  is  secured  inside  an  overall  metal 
enclosure  provided  with  knockouts  for  connection  to  a  per¬ 
manent  source  of  supply.  The  power  supply  provides  alter¬ 
nating  and  direct  current  at  limited  current  ratings. 
INSPECTION  AND  TEST  :  The  power  supply  is  approved 
by  Underwriters’  Laboratories  (File  R3069)  and  recom¬ 
mended  for  approval  by  the  Division  of  Fire  Prevention. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Model  F-6R  Power  Supply  Panel 
under  the  provisions  of  Articles  17  and  RS  17  of  the  Building 
Code  of  the  City  of  New  York.  The  power  supply  panel  shall 
be  permanently  labeled  :  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  381-71-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  ti  re  of  this 
anproval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Tr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


383-71-SA 

APPLICANT — Star  Sprinkler  Corporation,  owner. 
APPEARANCES— 

For  Applicant:  Fred  A.  Gloeckler. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads  : 
383-71-SA — Star  Sprinkler  Corporation,  Philadelphia,  Penn¬ 
sylvania,  filed  for  approval  of  the  Model  F  Release  Control 
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Panel  under  the  provisions  of  Article  17  and  RS  17  of  the 
Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Release  control  panel  for  fire  protec¬ 
tion  equipment. 

DESCRIPTION :  The  panel  consists  of  an  assembly  of 
solid  state  components  and  installation  terminals  mounted 
on  a  metal  chassis  secured  inside  an  overall  metal  enclosure 
provided  with  knockouts  for  connection  to  other  devices.  It 
is  used  in  conjunction  with  the  Model  F-6R  power  supply 
(Calendar  Number  381-71-SA).  The  releasing  devices  are 
used  with  fire  protection  signaling  equipment  which  is  in¬ 
stalled,  maintained,  and  operated  in  accordance  with  appli¬ 
cable  standards  of  the  National  Fire  Protection  Association. 
Facilities  are  provided  for  connection  to  actuating  devices, 
releasing  devices,  supplementary  circuits,  trouble  circuits  and 
a  tamper  switch  circuit.  In  the  normal  supervisory  condition, 
supervisory  current  flows  through  the  release,  actuating,  and 
tamper  circuits.  When  the  actuating  device  contacts  are 
closed,  the  release  circuit  increases  to  approximately  3.8  amps 
for  30  milliseconds,  which  operates  the  release  device  and 
opens  the  release  circuit.  The  trouble  circuit  current  in¬ 
creases  to  approximately  0.25  amp  to  operate  a  horn  or  bell 
and  the  supplementary  contacts  are  transferred.  When  the 
actuating  circuit  is  restored,  the  supplementary  circuit  con¬ 
tacts  are  transferred  to  the  normal  supervisory  position.  The 
trouble  circuit  is  restored  to  the  normal  supervisory  posi¬ 
tion  after  the  releasing  device  has  been  manually  reset. 
INSPECTION  AND  TEST :  The  release  control  panel  has 
been  approved  by  Underwriters’  Laboratories  (File  No.  R 
3069)  and  has  been  recommended  for  approval  by  the  Divi¬ 
sion  of  Fire  Prevention. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Model  F  Release  Control  Panel 
under  the  provisions  of  Articles  17  and  RS  17  of  the  Building 
Code  of  the  City  of  New  York.  The  panels  shall  be  perman¬ 
ently  labeled :  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Calendar  Number 
383-71-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farrtcker,  Tr., 
Asst.  Arch., 
Committee  on  T est. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 

478-71-SM 

APPLICANT — Nelson  S.  Burack  for  Inland-Ryerson  Con¬ 
struction  Products  Company,  owner. 

APPEARANCES— 

For  Applicant :  Steve  Cocheo. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recommen¬ 
dation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
478-71-SM — Amendment  to  resolution  to  include  components 
of  two  hour  fire  rated  floor-ceiling  assemblies. 

Inland-Ryerson  Construction  Products  Company,  Great 
Neck,  New  York,  requested  that  the  resolution  adopted 
October  26,  1971  and  amended  through  November  8,  1972 
under  Calendar  Number  478-71-SM  be  reopened  and  amended 
to  include  components  of  two  hour  fire  rated  floor-ceiling 
assemblies. 

PROPOSED  USE:  Components  of  two  hour  fire  rated 
floor-ceiling  assemblies. 

DESCRIPTION :  Deck  types  4J4",  6",  7^"  HF  are  used 
as  components  of  U.  L.  Design  No.  D903.  The  cellular  non- 
acoustical  deck  is  covered  with  4"  of  normal  weight  or  3"  of 
light  weight  concrete.  The  perforated  acoustical  deck  is 
covered  with  4"  of  normal  weight  or  3%"  of  light  weight 
concrete. 

For  deck  used  for  U.  L.  Design  No.  D840,  the  fluted  units 
may  be  phosphatized/painted  or  galvanized.  The  deck  may 
be  all  18",  24",  26",  28",  or  36"  wide  cellular,  all  fluted,  or 
any  blend  of  fluted  and  18",  24",  26",  28",  or  36"  wide  cellu¬ 
lar.  Shear  connector  studs,  headed  type  or  AISC  equivalent, 
may  be  optionally  used.  The  studs  are  Y in  diameter  x  3" 
long  for  114"  deep  deck  and  up  to  5f4"  long  for  3"  deep  deck. 
The  studs  are  welded  through  the  deck  to  the  top  flange  of  the 
beam. 

Deck  types  B,  BF,  BR,  l^NF,  3N,  3NF,  3HF,  2V,  3V, 
l^NFs,  S  and  SR  are  used  as  components  of  U.  L.  Design 
No.  D902.  The  fluted  units  may  be  either  phosphatized/ 
painted  or  galvanized.  The  deck  may  be  all  24",  26",  28",  or 
36"  wide  cellular ;  all  fluted ;  one  or  two  3"  deep,  12"  wide, 
18/18  MSG  minimum  cellular  alternating  with  3"  deep  fluted 
or  other  cellular ;  or  any  blend  of  fluted  and  24",  26",  28",  or 
36"  wide  cellular.  The  deck  is  covered  with  4J4"  of  regular 
weight  concrete. 

Deck  type  3HFv  is  used  as  a  component  of  U.  L.  Design 
No.  D906.  The  deck  is  covered  with  3%"  of  concrete. 
INSPECTION  AND  TEST :  The  uses  of  the  components 
listed  above  for  the  appropriate  U.  L.  Design  Nos.  are  all 
Underwriters’  Laboratories  listed. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  26,  1971  and 
amended  through  November  8,  1972  under  Calendar  Number 
478-71-SM  be  reopened  and  amended  to  include  the  compon¬ 
ents  of  two  hour  fire  rated  floor-ceiling  assemblies  listed 
above  on  condition  that  the  requirements  adopted  under  this 
Calendar  Number  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with  the 
above  report. 
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740-71-SM 

APPLICANT — Phillips  Products  Company,  Incorporated, 
owner. 

SUBJECT — Application  November  29,  1971 — Driscopipe 

7000  Transition  Fitting,  approval  of. 

APPEARANCES— 

For  Applicant:  N.  L.  Johnson. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
740-71-SM — Phillips  Products  Company,  Bartlesville,  Okla¬ 
homa,  filed  for  approval  of  Driscopipe  7000  Transition  Fit¬ 
tings  under  the  provisions  of  RS  16,  PI  15.6  of  the  Building 
Code  of  the  City  of  New  York. 

PROPOSED  USE:  Transition  fitting  between  metal  and 
plastic  gas  piping. 

DESCRIPTION :  The  fitting  joins  polyethylene  gas  pipe 
with  steel  pipe.  The  fittings  are  between  and  6"  in  size. 
The  design  of  the  fitting  provides  for  an  O-ring  seal  and 
mechanical  compression  seal  between  the  steel  and  polyethy¬ 
lene  parts.  The  parts  are  joined  and  held  in  place  by  a  stain¬ 
less  steel  collar  which  is  die  sunk  into  position.  The  metal 
side  of  the  fitting  is  coated  with  3M  Scotchcote  202  to  a 
thickness  of  0.01"  before  assembly.  The  stainless  steel  collar 
may  also  be  coated  after  assembly. 

INSPECTION  AND  TEST :  Every  fitting  is  submerged  in 
water  and  tested  with  air  pressure  between  100  and  115  psi. 
One  fitting  of  each  lot  is  destructibility  tested  by  machine 
milling  a  window  into  the  barbed  section  to  determine 
whether  the  plastic  fills  the  barbs  and  the  stainless  steel  ring 
covers  the  barbs  and  O-ring  seal.  These  tests  are  certified 
by  A.  H.  McElroy,  P.E.,  and  Harry  W.  Evans,  P.E. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Driscopipe  7000  Transition  Fittings 
under  the  provisions  of  RS  16,  PI  15.6  of  the  Building  Code 
of  the  City  of  New  York  for  joints  between  polyethylene  gas 
pipe  and  steel  pipe  on  condition  that  no  plastic  components 
of  the  fitting  shall  be  left  exposed.  The  fiittings  shall  be 
permanently  labeled :  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  under  Calendar  Num¬ 
ber  740-71-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product. manufactured,  shall  be  filed  annually  with  this 
Board,,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farrtcker,  Jr., 
Asst.  Arch., 
Committee  on  T est. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


184-72-SA 

APPLICANT — Jackson-Church  Division  of  York-Shipley, 
owner. 

SUBJECT — Application  March  10,  1972 — Jackson-Church  J. 
Series,  heating  and  cooling  roof  top  units,  approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  o 

THE  RESOLUTION— 


W hereas,  the  report  of  a  Committee  on  Test  reads : 
184-72-SA — Jackson  and  Church  Division,  York-Shipley, 
Incorporated,  York,  Pennsylvania,  filed  for  approval  of 
Jackson  and  Church  J  Series  heating,  combination  heating¬ 
cooling,  single  and  multi-zone  units  under  the  provisions  of 
Article  14  and  RS  14  of  the  Building  Code  of  the  City  of 
New  York. 

PROPOSED  USE:  Heating  and  cooling  units. 
DESCRIPTION :  The  units  provide  from  150,000  to 
1,000,000  BTU/HR  of  heating  and  from  10  to  60  tons  of 
cooling.  The  heating  section  is  gas,  oil,  or  combination  gas¬ 
oil  fired.  The  heating  element  is  a  hot  water  coil  or  steam 
coil.  The  oil  burner  is  a  pressure  atomizing  type.  It  is 
equipped  with  a  two  stage  fuel  unit,  combustion  air  blower, 
motor,  and  electric  ignition  assembly.  The  gas  burner  is 
equipped  with  a  high  tension  spark  ignited  gas  pilot,  elec¬ 
tronic  primary  safety  control,  automatic  gas  control  valve, 
main  gas  regulator,  pilot  gas  regulator,  pilot  gas  cock,  and 
pilot  assembly.  The  combination  gas-oil  burner  is  equipped 
with  a  high  tension  spark  ignited  gas  pilot,  programming 
primary  safety  control,  automatic  gas  control  valve,  main  gas 
regulator,  pilot  gas  regulator,  pilot  gas  cock,  pilot  assembly, 
two  stage  oil  fuel  unit,  oil  nozzles,  combination  air  blower, 
motor,  and  manual  fuel  changeover  switch.  The  surfaces  of 
the  multi-pass  heat  exchanger  are  16  gauge  stainless  steel. 
The  vacuum,  dehydrated  refrigeration  circuit  is  charged  with 
R22  freon.  Control  devices  include  a  manual  liquid  line  shut¬ 
off  valve,  filter-dryer,  solenoid  valve,  expansion  valve,  and 
venturi-type  distributor.  The  evaporator  coil  consists  of 
seamless  ^4"  copper  tubes  expanded  into  aluminum  plates 
with  adequate  area  to  provide  for  a  low  face  velocity.  The 
compressor,  is  a  semi -hermetic,  suction  cooled  Copeland 
equipped  with  service  valves  and  a  crankcase  heater.  The 
condenser  coils  have  12  fins  or  less  per  inch  and  are  sized 
to  allow  the  unit  to  operate  at  low  condensing  temperatures. 
The  unit  is  equipped  with  a  hot  gas  bypass  system  to  allow 
modulation  at  the  demand  of  the  evaporator  load. 

INSPECTION  AND  TEST  :  The  units  have  been  approved 
by  Underwriters’  Laboratories  (File  MP2815). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Jackson  and  Church  J  Series  heating, 
combination  heating-cooling,  single  and  multi-zone  units 
under  the  provisions  of  Article  14  and  RS  14  of  the  Building 
Code  of  the  City  of  New  York  on  condition  that  all  installa¬ 
tions  shall  comply  with  the  applicable  noise  requirements  of 
Article  12  of  the  Building  Code  and  that  dampers  or  shutters 
in  the  warm  air  ducts  shall  be  constructed  or  controlled  so 
as  to  prevent  closure  at  all  times  in  excess  of  80%  of  the 
gross  duct  area.  The  units  shall  be  permanently  labeled: 
“Approved  by  the  Board  of  Standands  and  Anneals  for  use 
in  New  York  City  under  Calendar  Number  184-72-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
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are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cxncotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


417-72-SM 

APPLICANT — Inland-Ryerson  Construction  Products 

Company,  owner. 

APPEARANCES— 

For  Applicant :  Steve  Cocheo. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
417-72-SM — Amendment  to  resolution  to  include  additional 
steel  deck  form  units  for  floor-ceiling  assemblies. 

Inland-Ryerson  Construction  Products  Company,  Great 
Neck,  New  York,  requested  that  the  resolution  adopted 
November  8,  1972  under  Calendar  Number  417-72-SM  be 
reopened  and  amended  to  include  additional  steel  deck  form 
units  for  floor-ceiling  assemblies. 

PROPOSED  USE:  Components  of  two  hour  fire  rated 
floor-ceiling  assemblies. 

DESCRIPTION :  The  deck  units  are  used  for  the  following 
assemblies  in  accordance  with  U.  L.  Design  specifications : 
Design  D722 — deck  sections  B,  3N,  l^HsNF,  l^NFv,  3  NF, 
3NFv 

Design  D704 — deck  sections  B,  BB,  BF 
Design  D705 — deck  sections  B,  BB,  BF 
Design  D706 — deck  sections  3N,  3NF,  3HF 
Design  D712— deck  sections  3N,  3NF,  3NR,  3NFv,  3RF 
Design  D716 — deck  sections  B,  BF,  3N,  3NF 
Design  D727 — deck  sections  BR,  3NR 
Design  D822 — deck  sections  3N,  3NF,  3NFv,  3RF 
Design  D824 — deck  sections  B,  l^SsNF,  l§4NFv 
Design  D825 — deck  sections  B,  BF,  S,  SF3,  1-14NF,  154NFS, 
3N,  3NF 

Design  D827— deck  sections  3N,  3NF,  3HF,  3RF 
Design  D828 — deck  sections  B,  BF,  BF2,  BF3 

INSPECTION  AND  TEST :  The  deck  units  listed  above 
are  listed  by  Underwriters’  Laboratories  under  their  respec¬ 
tive  Design  Numbers. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  8,  1972  under 
Calendar  Number  417-72-SM  be  reopened  and  amended  to 
include  the  additional  steel  deck  form  units  listed  above  as 
components  of  two  hour  fire  rated  floor-ceiling  assemblies 
to  be  used  in  accordance  with  the  specifications  of  their 
respective  Underwriters’  Laboratories  Design  Numbers  on 


condition  that  the  requirements  of  the  original  resolution 
adopted  under  this  Calendar  Number  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  corporate  name,  change  of  address  or  to 
submit  the  annual  affidavit  will  be  cause  for  revocation  of 
approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  T est. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with  the 
above  report. 

507-72-SM 

APPLICANT — Steve  Cocheo  for  Inland-Ryerson  Construc¬ 
tion  Products  Company,  owner. 

APPEARANCES— 

For  Applicant :  Steve  Cocheo. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads : 
507-72-SM — Amendment  to  resolution  to  include  additional 
steel  deck  form  units  for  floor-ceiling  assemblies. 

Inland-Ryerson  Construction  Products  Company,  Great 
Neck,  New  York,  requested  that  the  resolution  adopted 
November  8,  1972  under  Calendar  Number  507-72-SM  be 
reopened  and  amended  to  include  additional  steel  deck  form 
units  for  floor-ceiling  assemblies. 

PROPOSED  USE:  Components  of  three  hour  fire  rated 
floor-ceiling  assemblies. 

DESCRIPTION  :  The  deck  units  are  used  for  the  following 
assemblies  in  accordance  with  U.  L.  Design  specifications : 
Design  D701 — deck  sections  B,  BF,  BR,  BB. 

Design  D708 — deck  sections  B,  BF  with  optional  use  of 
shear  connectors. 

Design  D709 — deck  sections  3N,  3NF. 

Design  D715 — deck  section  3N. 

Design  D811 — deck  sections  BB,  B,  BF. 

Design  D813 — deck  sections  BF,  B,  BB. 

Design  D814 — deck  sections  3N,  3NF,  3NFv,  B,  BF. 

Design  D816 — deck  sections  3HF,  3N,  3NF,  3RF,  3NFv,  B, 
BF. 

Design  D827 — deck  sections  3N,  3NF,  3HF,  3RF. 

Design  D830 — deck  section  BB. 

Design  D831 — deck  sections  B,  BF,  BF2,  BF3. 

Design  D832 — deck  sections  B,  BF. 

Design  D902 — deck  sections  BR,  3N ;  fluted  units  may  be 
either  phosphatized/painted  or  galvanized ;  deck  may  be  all 
24",  26",  28",  or  36"  wide  cellular — all  fluted — one  or  two 
3"  deep,  12"  wide,  18/18  MSG  minimum  cellular  alternat- 
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ing  with  3"  deep  fluted  or  other  cellular — or  any  blend  of 
fluted  and  24",  26",  28",  or  36"  wide  cellular ;  optional 
shear  connector  studs  may  be  used,  headed  type  or  AISC 
equivalent,  Y diameter  x  3"  long  for  1  ]/2"  deep  deck  and 
up  to  5J4"  long  for  3"  deep  deck,  studs  welded  through 
deck  to  top  flange  of  the  beam. 

INSPECTION  AND  TEST:  The  deck  units  listed  above 
are  listed  by  Underwriters’  Laboratories  under  their  respec¬ 
tive  Calendar  Numbers. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  8,  1972  under 
Calendar  Number  507-72-SM  be  reopened  and  amended  to 
include  the  additional  steel  deck  form  units  listed  above  as 
components  of  three  hour  fire  rated  floor-ceiling  assemblies 
to  be  used  in  accordance  with  the  specifications  of  their  re¬ 
spective  Underwriters’  Laboratories  Design  Numbers  on  con¬ 
dition  that  the  requirements  of  the  original  resolution  adopted 
under  this  Calendar  Number  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with  the 
above  report. 


4-73-SM 

APPLICANT — Armstrong  Cork  Company,  owner. 
SUBJECT — Panels  for  suspended  ceilings. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
4-73-SM — Armstrong  Cork  Company,  Lancaster,  Pennsyl¬ 
vania  filed  for  approval  of  Armashield  ceiling  panels  under 
the  provisions  of  Article  5  and  RS  5  of  the  Building  Code  of 
the  City  of  New  York. 

PROPOSED  USE:  Panels  for  suspended  ceilings  (com¬ 
bustible). 

DESCRIPTION :  The  panels  are  Y%"  thick  mineral  fiber- 
board  with  a  10  to  12  mils  thick  plastic  film  bonded  to  the 
face.  Holes  are  punched  through  the  film  into  the  center  of 
the  board.  Standard  sizes  are  24"  x  24"  and  24"  x  48". 

INSPECTION  AND  TEST :  The  panel  was  tested  by 
Underwriters’  Laboratories  (File  R3407B)  and  achieved  a 
flamespread  rating  of  25  and  a  smoke  developed  rating  of 


RECOMMENDATION  :  The  Committee  on  Test  recom¬ 
mends.  the  approval  of  Armashield  ceiling  panels  under  the 
provisions  of  Article  5  and  RS  5  of  the  Building  Code  of  the 
City  of  New  York  on  condition  that  the  panels  shall  be  in¬ 
stalled  in  accordance  with  the  requirements  of  Article  5  and 
RS  5  of  the  Building  Code.  The  panels  shall  be  permanently 
labeled:  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Calendar  Number  4-73-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


287-71-SM 

APPLICANT — Metropolitan  Spray,  Incorporated,  owner. 
SUBJECT — Additional  floor-ceiling  assembly. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative :  .  q 


693-64-SM 

APPLICANT — Beaver-Advance  Corporation,  owner. 

SUBJECT — To  include  additional  model  of  the  material 
hoist  tower. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer  and  Joe  Bopp. 

ACTION  OF  BOARD — Laid  over  to  December  18  1973, 
at  2  P.M. 


95-46-SM 

APPLICANT — Rheem  Manufacturing  Company,  owner. 
SUBJECT — Revocation. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  'Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative :  .  0 


1019 


MINUTES 


p 


r 


THE  RESOLUTION— 

Whereas,  the  original  approval  was  granted  to  the  appli¬ 
cant  on  May  14,  1946;  and 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


227-73-A 

APPLICANT — Airco  Cryogenics,  owner. 

SUBJECT — Application  April  18,  1973 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissibner  re-  LNG  pumps. 
PREMISES  AFFECTED — Arthur  Kill  Road,  north  side, 
Blocks  7167  and  7162,  Lots  28,  52,  1,  10,  47,  49,  and  50, 
Borough  of  (Arthur  Kill)  Richmond. 

APPEARANCES— 

For  Applicant:  P.  R.  Hassinger. 

For  Administration :  C.  Palmieri,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 

Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
April  3,  1973,  reads: 

“Your  letter  of  March  29,  1973  requested  approval  to 
use  two  (2)  LNG  pumps,  Model  Number  3  x  single- 
stage  vertical  sealess  centrifugal  transfer  pumps  with  a 
15  H.P.  explosion-prbof  construction  motor.  Inasmuch 
as  the  pumps  you  propose  to  use  have  not  been  granted 
general  approval  by  the  Board  of  Standards  and  Appeals, 
approval  for  use  must  be  denied.” 

and 

Whereas,  the  equipment  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  April  3,  1973,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  that  the  pumps 
shall  substantially  conform  to  drawings  marked  “Received” 
April  18,  1973 — 3  sheets  and  August  10,  1973 — 1  sheet;  and 
that  all  laws,  rules  and  regulations  shall  be  complied  with. 


THE  RESOLUTION— 

WhIereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  16,  1973,  on  N.B.  Applic.  1617/73,  reads: 

“1.  Certificate  of  Occupancy  will  not  be  issued  as 
the  street  giving  access  to  this  new  building  is  not  in¬ 
cluded  in  the  Official  Map  of  the  City  of  New  York  and 
is  contrary  to  Art.  Ill,  Paragraph  36  of  the  General 
City  Law  as  amended. 

2.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  front  directly 
upon  legally  mapped  street  or  frontage  space  contrary 
to  Section  C26-401.1  of  the  building  code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  16,  1973,  acting  on  N.B. .  Applic.  1617-73, 
Objection  Nos.  1  and  2  be  and  it  hereby  is  modified  under 
the  powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  building  shall  substantially  comply  with 
drawings  marked  “Received”  December  6,  1973 — 2  sheets; 
and  that  all  laws,  rules  and  regulations  shall  be  complied  with. 


472-73-A 

APPLICANT — Joseph  B.  Raia  for  P.  P.  Ching,  owner. 
SUBJECT — Application  August  17,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 565  Oakdale  Street,  north  side, 
100  feet  west  of  Arden  Avenue,  Block  5391,  Lot  45,  Anna- 
dale,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Raia. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 

Commissioner  Carroll  .  5 

Negative:  .  0 


475-73-A 

APPLICANT — Jerome  L.  Grushkin  for  John  Holley,  owner. 
SUBJECT — Application  August  20,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 53  Hanover  Avenue,  north  side, 
150  feet  east  of  Trenton  Court,  Block  6701,  Lot  29,  Prin¬ 
cess  Bay,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Patricia  Rodriguez. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 

Commissioner  Carroll  .  5 

Negative:  .  ® 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  18,  1973,  on  N.B.  Applic.  1233/73,  reads : 

»C1 — The  street  giving  access  to  the  proposed  build¬ 
ing  is  not  duly  placed  on  the  official  map  therefore 

a)  no  Certificate  of  Occupancy  can  be  issued,  as  per 
Article  2,  Sec.  36  of  the  General  City  Law. 

b)  Proposed  construction  does  not  have  at  least  8% 
of  the  total  perimeter  of  the  building  fronting  directly 
upon  a  legally  mapped  street  or  frontage  space — contrary 
to  Sec.  C26-401.1  (Building  Code).” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  July  18,  1973,  acting  on  N.B.  Applic.  1233-73,  Objection 
No.  Cl  be  and  it  hereby  is  modified  under  the  powers  vested 
in  the  Board  by  Section  36  of  the  General  City  Law,  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
sidewalk,  curb,  curb  cut  and  pavement  to  the  middle  of  the 
street  be  in  accordance  with  the  standards  of  the  Department 
of  Highways ;  that  the  building  shall  substantially  comply 
with  drawings  marked  “Received”  August  20,  1973 — 2  sheets 
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and  December  7,  1973 — 1  sheet;  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


495-73-A 

APPLICANT — Jerome  L.  Grushkin  for  Vincent  Mercurio, 
owner. 

SUBJECT — Application  August  28,  1973 — filed  pursuant  to 
Section  35  of  the  General  City  Law  re-  building  not  in  bed 
of  a  mapped  street. 

PREMISES  AFFECTED — 19  Balfour  Street,  northeast 
corner  of  Lansing  Street,  Block  3401,  Lot  20,  South  Beach, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Patricia  Rodriguez. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  23,  1973,  on  Alt.  Applic.  77/71,  reads: 

“2a — Issuance  of  a  Certificate  of  Occupancy  for  a 
building  partly  within  the  bed  of  a  mapped  street  (Lans¬ 
ing  St.)  is  contrary  to  Section  35  of  the  General  City 
Law.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  23,  1973,  acting  on  Alt.  Applic.  77-71,  Objec¬ 
tion  No.  2a  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  35  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  construction  shall  substantially  conform  to  drawings 
marked  “Received”  August  28,  1973 — 2  sheets;  and  that  all 
laws,  rules  and  regulations  be  complied  with. 


573-73-A 

APPLICANT — Arnold  Breitman  for  137  East  Houston 
Corporation,  owner. 

SUBJECT — Application  October  29,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  parapet  wall 
on  five  story  Multiple  Dwelling. 

PREMISES  AFFECTED — 137  East  Houston  Street,  south 
side,  28  feet  east  of  Forsyth  Street,  Block  422,  Lot  48, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Arnold  Breitman. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 
Commissioner  Carroll  .  5 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Building  Department,  dated 
October  16,  1973,  reads : 

“Re:  Violation  2400/71 — 137  East  Houston  Street 
The  above  premises  has  been  reinspected  in  regards  to 
pending  Violation  #2400/71  by  a  Supervisor  Inspector 


and  also  by  the  Chief  Inspector  in  which  they  both 
concur  with  District  Inspector  Rubin. 

Your  request  for  dismissal  of  violation  is  hereby 
denied.” 

and 

“Violation  No.  2400/71— dated  April  22,  1971 

1.  Brick  exterior  wall  at  east  between  5th  floor  and 
roof — adjacent  to  public  hall  stairs  is  bulging  and  defec¬ 
tive. 

2.  Brick  parapet  wall  at  east — above  roof — is  leaning 
out  of  plumb. 

Remedy :  1  and  2.  Remove  all  defective  sections  and 
rebuild  with  adequate  materials  properly  constructed.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  denied. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  October  16,  1973,  be  and  it  hereby  is 
affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 


407-73-A 

APPLICANT — Exxon  Company,  U.  S.  A.,  owner. 

SUBJECT — Application  July  6,  1973 — appeal  from  a  decision 
of  the  Fire  Commissioner  re-  Packaging  of  combustible 
mixture  known  as  Aquaglide  Outboard  Lubricant,  in  one 
pint  sealed  metal  can  and  one  quart  plastic  container  with 
screw  cap,  containers  not  in  compliance  with  regulations 
of  the  Administrative  Code  of  New  York  City. 

APPEARANCES— 

For  Applicant :  W.  G.  Domask. 

For  Administration :  C.  Palmieri,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  December  18,  1973, 
at  2  P.M. 


549-73-A 

APPLICANT — Stephen  B.  Jacobs  for  N.  Elghanayan, 
owner. 

SUBJECT — Application  October  11,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  fire  resistive 
ratings. 

PREMISES  AFFECTED — 67  East  11th  Street,  northwest 
corner  of  Broadway,  Block  563,  Lot  37,  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Stephen  B.  Jacobs  and  Doris  Diether, 
Community  Board  #2. 

ACTION  OF  BOARD — Laid  over  to  December  18,  1973,  at 
2  P.M. 


562-73-A 

APPLICANT — Abraham  Grossman  for  Jordan  Fox,  owner. 
SUBJECT — Application  October  23,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  rooms  in 
cellar. 

PREMISES  AFFECTED— 200  West  82nd  Street,  south¬ 
west  corner  of  Amsterdam  Avenue,  Block  1229,  Lot  36. 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Solomon  Sheer  and  Abraham  Grossman. 

ACTION  OF  BOARD — Laid  over  to  December  18,  1973  at 
2  P.M. 
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589-73-A 

APPLICANT — Lama  &  Vassalotti  for  Max  Donner,  owner; 

Supermarkets  General  Corporation,  lessee. 

SUBJECT — Application  November  7,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Standpipe. 
PREMISES  AFFECTED — 1880  Bartow  Avenue,  south 
side,  between  Ely  and  Bruner  Avenues,  Block  4805,  Lot  1, 
Borough  of  The  Bronx. 


APPEARANCES— 

For  Applicant:  James  A.  Vassalotti. 

ACTION  OF  BOARD — Laid  over  to  December  18,  1973, 
at  2  P.M. 

Adjourned:  3:15  P.M. 

John  B.  Cincotta,  Executive  Director 
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^CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  November  7,  1973,  as  they 
appeared  in  Bulletin  46,  Vol.  58,  are  corrected  to  read  as 
follows : 

280-55-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Fishbro  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  July  7,  1974 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Sections  7e  and  7f  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station  and  an 
automatic  auto  laundry;  and  to  permit  the  parking  and 
storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 879  East  149th  Street,  north¬ 
east  corner  of  Timpson  Place,  Block  2603,  Lots  55,  60  and 
106,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 


THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

N  egative : .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
October  11,  1955,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  November  7,  1973,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
11*  1955,  as  amended  through  July  7,  1959,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  to  permit  ...  ;  on  condition  that 
the  sidewalks  in  front  of  this  lot  on  Timpson  Place  and 
on  East  149th  Street  shall  be  paved  for  their  full  width, 
in  accordance  with  the  rules  and  regulations  of  the 
Department  of  Highways ;  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects ;  and  that  a  new  Certificate  of  Occu¬ 
pancy  shall  be  obtained.”  (N.B.  357-59 ) 

*Correction :  In  the  Resolved  Section  in  the  last  line  the 
N.B.  number  “357-57”  has  been  changed  to  read  “N.B. 
357-59” 
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New  Cases  Filed  up  to  December  18,  1973 

Cal.  No.  Dept.  Premises  Affected 

661-73- A — F.D. — packaging  of  combustible  mixture 
known  as  “Harley-Davidson  tow  cycle  motor  oil”  in  16 
ounce  metal  beer  style  can  with  pull  tab  top  not  in  com¬ 
pliance  with  regulations  of  Administrative  Code. 


662-73-A — F.D. — 1350  60th  Street,  south  side,  129  feet 
west  of  New  Utrecht  Avenue,  Block  5719,  Lot  126,  Bor¬ 
ough  of  Brooklyn,  Modification  of  Certificate  of  Occu¬ 
pancy,  re-  sprinkler  system. 


663-73-SA — Park-Master  Products,  park-master  car  lift, 
manufactured  by  Park-Master  Products,  Appliance. 


664-73-SM — Locknetics,  250  series  powerlocks  254,  256, 
and  258,  manufactured  by  Locknetics,  Material. 


665-73-BZ — B.Q. — 91-02  59th  Avenue,  northeast  corner 
of  Queens  Boulevard,  Block  1861,  Lot  12,  Rego  Park, 
Borough  of  Queens,  Community  Board  #4,  N.B.  371-73, 
re-  parking,  floor  area  ratio,  C8-1  district. 


666-73-BZ — B.Q. — 91-21  Queens  Boulevard,  north  side, 
44.5  feet  east  of  59th  Avenue,  Block  1861,  Lot  10,  Elm¬ 
hurst,  Borough  of  Queens,  Community  Board  #4,  N.B. 
372-73,  re-  parking,  excessive  floor  area  ratio,  C8-1  dis¬ 
trict. 


667-73-BZ — B.M. — 109  East  35th  Street,  north  side,  142.6 
feet  east  of  Park  Avenue,  Block  891,  Lot  8,  Borough 
of  Manhattan  Community  Board  #5,  Alt.  No.  1154-71, 
re-  proposed  professional  offices,  R-10,  R7-2  district. 


668-73-BZ — B.B. — 40  Heyward  Street,  southwest  corner 
of  Bedrord  Avenue,  Block  2230,  Lot  13,  Borough  of 
Brooklyn,  Community  Board  #1,  N.B.  403-73,  re-  pro¬ 
posed  nursing  home,  Ml-2  district. 


669-73-BZ — B.M. — 27  to  39  West  52nd  Street,  north  side, 
432.6  feet  west  of  5th  Avenue,  Block  1268,  Lots  15,  16, 
17,  18,  Borough  of  Manhattan,  Community  Board  #5, 
Alt.  No.  982-73,  re-  eating  and  drinking  establishment, 
C5-3  district. 


670-73-BZ— B.Q.— 18-15  27th  Avenue,  and  18-10  26th 
Road,  north  side.  77.06  feet  east  of  18th  Avenue,  Block 
885,  Lots  12,  25,  Long  Island  City,  Borough  of  Queens, 
Community  Board  #1,  Alt.  No.  746-73,  re-  proposed 
enlargement  of  a  manufacturing  use,  C2-2  in  R5  district. 


671-73-BZ — B.Q. — 201-16  Northern  Boulevard,  southwest 
corner  of  202nd  Street,  Block  5523,  Lot  25,  Bayside, 
Borough  of  Queens,  Community  Board  #11,  Alt.  No. 
1427-71,  re-  auto  service  and  repairs,  parking  and  storage, 
C2-2  district. 


672-73-A — F.D. — Packaging  of  inflammable  mixture 
known  as  “Rain-X,  Repcon,  Interface,  Total  Finish,”  in 
eight  ounce  tapered  oval  high  density  polyethylene  bottle 
not  in  compliance  with  regulations  of  Administrative 
Code. 


673-73-A — B.Bx. — 3196  Third  Avenue,  east  side,  38  feet 
north  of  East  161  Street,  Block  2620,  Lot  2,  Borough  of 
The  Bronx,  Alt.  No.  200-73,  re-  Revocation  of  Building 
Permit. 


674-73-A— B.Bx.— 799  Gun  Hill  Road,  northwest  corner 
of  Barnes  Avenue,  Block  4658,  Lot  21,  Borough  of  The 
Bronx,  N.B.  130-73,  re-  Revocation  of  Building  Permit. 


675-73-A— B.Bx.— 3355  White  Plains  Road,  96.72  feet 
south  of  Magenta  Street,  Block  4624,  Lot  37,  Borough  of 
The  Bronx,  N.B.  188-73,  re-  Revocation  of  Building 
Permit. 


676-73-A — B.B. — 1702  to  1750  Avenue  R,  southeast  cor¬ 
ner  of  East  17th  Street,  Block  6821,  Lots  201,  212,  Bor¬ 
ough  of  Brooklyn,  N.B.  91-73,  re-  Revocation  of  Building 
Permit. 


677-73-A — B.Bx. — 685  White  Plains  Road,  southwest  cor¬ 
ner  of  Seward  Avenue,  Block  3563,  Lots  1,  19,  20,  56,  61, 
65,  66,  67,  68,  69,  71,  73,  Borough  of  The  Bronx,  N.B. 
406-73,  re-  Revocation  of  Building  Permit. 


678-73-BZ — B.Q. — 73-15  Eliot  Avenue,  northwest  corner 
of  74th  Street,  Block  2843,  Lot  41,  Maspeth,  Borough  of 
Queens,  Community  Board  #2,  Alt.  No.  919-73,  re-  pro¬ 
posed  enlargement  to  existing  gasoline  service  station, 
C2-2  district. 


679-73-A — B.Q. — 112  Beach  214  Street,  west  side,  200 
feet  south  of  Breezy  Point  Boulevard,  Block  16350,  Lot 
400,  Borough  of  Queens,  N.B.  355-73,  re-  building  not 
fronting  legal  street,  General  City  Law. 


680-73-A — B.Q. — 105  Beach  214  Street,  southeast  corner 
of  Breezy  Point  Boulevard,  Block  16350,  Lot  400,  Bor¬ 
ough  of  Queens,  N.B.  439-73,  re-  building  not  fronting 
legal  street,  General  City  Law. 


681-73-A — B.Bx. — 2200  Givan  Avenue,  north  side,  385.6 
feet  west  of  Rombouts  Avenue,  Block  5141,  Lot  300, 
Borough  of  The  Bronx,  N.B.  3-73,  re-  Revocation  of 
Building  Permit. 


682-73-SM — -United  States  Gypsum  Company,  imperial 
Q.T.  texture  finish  for  decorative  wall  and  ceiling  finish, 
manufactured  by  United  States  Gypsum  Company,  Mate¬ 
rial. 


683-73-A — B.R. — 3  Waterside  Parkway,  east  side,  24.77 
feet  south  of  Hylan  Boulevard,  Block  5195,  Lot  155, 
Great  Kills,  Borough  of  Richmond,  N.B.  1893-73,  re¬ 
building  not  fronting  legal  street,  General  City  Law. 


684-73-A — B.R. — 6  Waterside  Parkway,  west  side,  51.76 
feet  south  of  Hylan  Boulevard,  Block  5195,  Lot  72,  Great 
Kills,  Borough  of  Richmond,  N.B.  1886-73,  re-  building 
not  fronting  legal  street,  General  City  Law. 


685-73-A — B.R. — 5  Waterside  Parkway,  east  side,  48.27 
feet  south  of  Hylan  Boulevard,  Block  5195,  Lot  154, 
Great  Kills,  Borough  of  Richmond,  N.B.  1892-73,  re¬ 
building  not  fronting  legal  street,  General  City  Law. 


686-73-A — B.R. — 8  Waterside  Parkway,  west  side,  75.90 
feet  south  of  Hylan  Boulevard,  Block  5195,  Lot  73,  Great 
Kills,  Borough  of  Richmond,  N.B.  1885-73,  re-  building 
not  fronting  legal  street,  General  City  Law. 


687-73-A — B.R. — -11  Waterside  Parkway,  east  side,  118.77 
feet  south  of  Hylan  Boulevard,  Block  5195,  Lot  151, 
Great  Kills,  Borough  of  Richmond,  N.B.  1889-73,  re¬ 
building  not  fronting  legal  street,  General  City  Law. 


688-73-A — B.R. — 4  Waterside  Parkway,  west  side,  27.62 
feet  south  of  Hylan  Boulevard,  Block  5195,  Lot  71,  Great 
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Kills,  Borough  of  Richmond,  N.B.  1887-73,  re-  building 
not  fronting  legal  street,  General  City  Law. 


689-73-A — B.R. — 9  Waterside  Parkway,  east  side,  95.27 
feet  south  of  Hylan  Boulevard,  Block  5195,  Lot  152, 
Great  Kills,  Borough  of  Richmond,  N.B.  1890-73,  re¬ 
building  not  fronting  legal  street,  General  City  Law. 


690-73-A — B.R. — 7  Waterside  Parkway,  east  side,  71.77 
feet  south  of  Hylan  Boulevard,  Block  5195,  Lot  153, 
Great  Kills,  Borough  of  Richmond,  N.B.  1891-73,  re¬ 
building  not  fronting  legal  street,  General  City  Law. 


691-73-A — F.D. — Packaging  of  combustible  mixture 
known  as  “Aquaglide  outboard  lubricant”  in  one  pint 
sealed  metal  cans  and  one  quart  plastic  container  with 
screw  cap  not  in  compliance  with  regulations  of  Ad¬ 
ministrative  Code. 


APPLICATION  FOR  EXTENSION  OF  TIME 
TO  COMPLETE  CONSTRUCTION 

(Filed  pursuant  to  Section  11-324) 

1905-BZY — Vol.  X — B.Bx. — 2666  Netherlands  Avenue, 
Block  3407,  Lot  445,  N.B.  1482-60. 


2300-BZY — Vol.  IX — B.Q. — 138-25  Elder  Avenue,  Block 
5142,  Lot  2,  N.B.  4806-61. 


1687-BZY — Vol.  X — B.Q. — 118-18  Union  Turnpike,  Block 
3335,  Lot  23,  N.B.  1580-61. 


1688-BZY  Vol.  X — B.Q. — 118-17  Union  Turnpike,  Block 
3334,  Lot  151,  N.B.  1579-61. 


at'  XI — B.Q. — 58-30  76th  Street,  Block 
2822,  Lot  30,  N.B.  1222-61. 


2468-BZY— Vol.  XI— B.M.— 146-148  Ridge  Street,  Block 
345,  Lot  37,  N.B.  345-61. 


2469-BZY— Vok  XI-B.M.— 150-152  Ridge  Street,  Block 
345,  Lot  39,  N.B.  346-61. 


2470-BZY-Vol.  XI— B.M.— 95  Attorney  Street,  Block 
348,  Lot  64,  N.B.  180-61. 


^on1’rBZY_ ~V°1.  XI — B.M. — 617  East  6th  Street,  Block 
389,  Lot  52,  Alt.  No.  47-61. 


21-73-BZY — B.R. — 50  Belair  Road,  Block  2862,  Lot  68 
Borough  of  Richmond,  N.B.  1409-73. 


22-73-BZY — B.R. — 1111  Seaside  Boulevard,  Block  3875 
Lot  1,  Borough  of  Richmond,  N.B.  1414-73. 


2575-BZY — Vol.  XI— B.Bx. — 1184  Rhinelander  Avenue 
Block  4202,  Lot  4,  N.B.  2742-61. 


2576-BZY — Vol.  XI — B.Bx. — 1188  Rhinelander  Avenue 
Block  4202,  Lot  5,  N.B.  2741-61. 


2577-BZY — Vol.  XI — B.Bx. — 931  to  933  Morris  Park  Av¬ 
enue,  Block  4124,  Lots  38,  39,  N.B.  2854-61. 


2373-BZY — B.Q. — 112-12  Ocean  Promenade,  Block  16185, 
Lot  41,  N.B.  61-73. 


24-73-BZY — B.B. — 1051  East  83rd  Street,  Block  8035, 
Lot  23,  Borough  of  Brooklyn,  N.B.  4531-73. 


25-73-BZY — B.Q. — 353  Beach  48th  Street,  Block  14850, 
Lots  6,  8,  12,  14,  18,  20,  23,  25,  29,  31,  35,  45,  52,  N.B. 
775-72. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — -Department 
of  Buildings.  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B-Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


JANUARY  8,  1974,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  January  8,  1974,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

481-69-BZ 

APPLICANT — Peter  Cardiello,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  extension  of  time  to  complete 
which  expired  June  8,  1973 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  permitting  in  a  C8-1 
district,  the  erection  of  a  fifth  floor  for  use  as  an  accessory 
restaurant  that  increases  the  degree  of  non-compliance  in 
floor  area  ratio  and  penetration  of  the  sky  exposure  plane 
and  the  change  in  occupancy  from  warehouse  to  a  health 
club  without  the  required  accessory  loading  and  parking. 
PREMISES  AFFECTED — 448  87th  Street,  south  side,  134 
feet  west  of  Fifth  Avenue,  Block  6050,  Lot  28,  Borough  of 
Brooklyn. 


703-56-BZ 

APPLICANT — Lama  and  Vassalotti  for  Arnold  T.  Milton 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  November  18, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7e  and  7h  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station,  lubri- 
torium,  car  washing — non-automatic,  motor  vehicle  repairs, 
sale  of  accessories,  office  and  parking  of  more  than  five  (5) 
motor  vehicles  awaiting  service. 

PREMISES  AFFECTED — 144-27  to  144-35  Farmers  Boule¬ 
vard,  east  side,  from  144th  Road  to  North  Conduit  Avenue, 
179-12  to  179-20  144th  Road  and  179-01  to  179-13  North 
Conduit  Avenue,  Block  13090,  Lot  4,  (formerly  Lots  4  and 
95),  South  Ozone  Park,  Borough  of  Queens. 


115-58-BZ 

APPLICANT — Kenneth  H.  Koons  for  Robert  AJhders, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  November  13, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  local  retail  use  district,  the  extension 
of  parking,  from  the  present  four  (4)  car  metal  garage  to 
include  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles  on  the  unbuilt  upon  portion  of  the  premises. 

PREMISES  AFFECTED — 1061  Ogden  Avenue,  west  side, 
70  feet  north  of  West  165th  Street,  Block  2526,  Lot  32, 
Borough  of  The  Bronx. 


494-72-BZ 

APPLICANT— Stanley  H.  Klein  for  Joseph  Patashny  and 
Robert  Haskell,  owners. 
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SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  November  14, 
1973— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of  a 
three  story  and  cellar  two  family  dwelling,  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room,  encroaches  on  the  re¬ 
quired  front  yard  and  side  yard,  penetrates  the  sky  exposure 
plane  and  the  accessory  parking  within  the  front  yard. 

PREMISES  AFFECTED— 628  92nd  Street,  southeast  cor¬ 
ner  of  Dahlgren  Place,  Block  6142,  Lot  46,  Borough  of 
Brooklyn. 

495- 72-BZ 

APPLICANT — Stanley  H.  Klein  for  Joseph  Patashny  and 
Robert  Haskell,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete,  which  expired  November  14, 
1973— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of  a 
three  story  and  cellar  two  family  dwelling  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room,  encroaches  on  the 
required  front  yard  and  side  yard,  penetrates  the  sky  ex¬ 
posure  plane  and  the  accessory  parking  within  the  front 
yard. 

PREMISES  AFFECTED — 630  92nd  Street,  southeast  cor¬ 
ner  of  Dahlgren  Place,  Block  6142,  Lot  46,  Borough  of 
Brooklyn. 

496- 72-BZ 

APPLICANT — Stanley  H.  Klein  for  Joseph  Patashny  and 
Robert  Haskell,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete,  which  expired  November  14, 
1973 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of  a 
three  story  and  cellar  two  family  dwelling,  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room,  encroaches  on  the 
required  front  yard  and  side  yard,  penetrates  the  sky  ex¬ 
posure  plane  and  the  accessory  parking  within  the  front 
yard. 

PREMISES  AFFECTED — 632  92nd  Street,  southeast  cor¬ 
ner  of  Dahlgren  Place,  Block  6142,  Lot  46,  Borough  of 
Brooklyn. 

497- 72-BZ 

APPLICANT — Stanley  H.  Klein  for  Joseph  Patashny  and 
Robert  Haskell,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete,  which  expired  November  14, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of  a 
three  story  and  cellar  two  family  dwelling,  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room,  encroaches  on  the 
required  front  yard  and  side  yard,  penetrates  the  sky  ex¬ 
posure  plane  and  the  accessory  parking  within  the  front 
yard. 

PREMISES  AFFECTED — 634  92nd  Street,  southeast  cor¬ 
ner  of  Dahlgren  Place,  Block  6142,  Lot  46,  Borough  of 
Brooklyn. 


498-72-BZ 

APPLICANT — Stanley  H.  Klein  for  Joseph  Patashny  and 
Robert  Haskell,  owners. 


SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete,  which  expired  November  14, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of  a 
three  story  and  cellar  two  family  dwelling,  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room,  encroaches  on  the 
required  front  yard  and  side  yard,  penetrates  the  sky  ex¬ 
posure  plane  and  the  accessory  parking  within  the  front 
yard. 

PREMISES  AFFECTED — 636  92nd  Street,  southeast  cor¬ 
ner  of  Dahlgren  Place,  Block  6142,  Lot  46,  Borough  of 
Brooklyn. 


499-72-BZ 

APPLICANT — Stanley  H.  Klein  for  Joseph  Patashny  and 
Robert  Haskell,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  November  14, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of  a 
three  story  and  cellar  two  family  dwelling,  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room,  encroaches  on  the 
required  front  yard  and  side  yard,  penetrates  the  sky  ex¬ 
posure  plane  and  the  accessory  parking  within  the  front 
yard. 

PREMISES  AFFECTED — 638  92nd  Street,  southeast  cor¬ 
ner  of  Dahlgren  Place,  Block  6142,  Lot  46,  Borough  of 
Brooklyn. 


500-72-BZ 

APPLICANT — Stanley  H.  Klein  for  Joseph  Patashny  and 
Robert  Haskell,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  November  14, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of  a 
three  story  and  cellar  two  family  dwelling,  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room,  encroaches  on  the 
required  front  yard  and  side  yard,  penetrates  the  sky  ex¬ 
posure  plane  and  the  accessory  parking  within  the  front 
yard. 

PREMISES  AFFECTED — 640  92nd  Street,  southeast  cor¬ 
ner  of  Dahlgren  Place,  Block  6142,  Lot  46,  Borough  of 
Brooklyn. 


501-72-BZ 

APPLICANT — Stanley  H.  Klein  for  Joseph  Patashny  and 
Robert  Haskell,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  November  14, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of  a 
three  story  and  cellar  two  family  dwelling,  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room,  encroaches  on  the 
required  front  yard  and  side  yard,  penetrates  the  sky  ex¬ 
posure  plane  and  the  accessory  parking  within  the  front 
yard. 

PREMISES  AFFECTED — 626  92nd  Street,  southeast  cor¬ 
ner  of  Dahlgren  Place,  Block  6142,  Lot  46,  Borough  of 
Brooklyn. 
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224-73-BZ 

APPLICANT — Consolidated  Edison  Company  of  New  York 
for  City  of  New  York,  owner;  Consolidated  Edison  Com¬ 
pany  of  New  York,  lessee. 

SUBJECT — Application  April  13,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  M3  district,  the  erection  of  a 
replacement  accessory  stack  for  an  existing  steam  plant. 

PREMISES  AFFECTED — 1100  York  Avenue,  northeast 
corner  of  69th  Street,  Block  1474,  Lot  7,  Borough  of  Man¬ 
hattan.  Community  Board  #8. 

Laid  over  from  November  20,  1973,  for  hearing  at  the 

request  of  the  community  board;  no  further  layovers. 


481-73-BZ 

APPLICANT — Samuel  J.  Kisseloff  for  C  A  C  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  August  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  on  a  plot  previ¬ 
ously  before  the  Board,  the  enlargement  in  lot  area  and  the 
erection  of  a  new  structure  to  be  occupied  with  offices  for 
an  open  contractors  establishment  with  accessory  parking 
of  10  trucks. 

PREMISES  AFFECTED— 1775  Allerton  Avenue,  north¬ 
west  corner  of  Wickham  Avenue,  Block  4803,  Lot  19,  Bor¬ 
ough  of  The  Bronx.  Community  Board  #12. 

Laid  over  from  November  27,  1973,  at  the  request  of 

the  Community  Planning  Board. 


40-73-BZ 

APPLICANT — Gaspare  Rosario  Santoro  for  Anthony 
Licastri,  owner. 

SUBJECT — Application  January  22,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  two  story  enlargement  to  an  existing  store  and  residential 
building  that  increases  the  degree  of  non-conformity  and 
non-compliance. 

PREMISES  AFFECTED — 128  Sand  Lane,  west  side,  40.01 
feet  south  of  McClean  Avenue,  Block  3274,  Lots  32,  30, 
South  Beach,  Borough  of  Richmond.  Community  Board  #3. 


449-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Daughters  of 
Jacob  Geriatric  Center,  Incorporated,  owner. 

SUBJECT — Application  July  31,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-01  (b)  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R7-1  district,  the 
conversion  of  an  existing  six  story  nursing  home  to  a  resi¬ 
dence  for  the  elderly  that  encroaches  on  the  required  inner 
court  and  on  the  minimum  distance  between  buildings. 

PREMISES  AFFECTED — 321-335  East  167th  Street  and 
1151-1201  Teller  Avenue,  northeast  corner,  Block  2435,  Lot 
45,  Borough  of  The  Bronx.  Community  Board  #4. 


450-73-A 

APPLICANT — Leonard  F.  Rothkrug  for  Daughters  of 
Jacob  Geriatric  Center,  Incorporated,  owner. 

SUBJECT — Application  July  31,  1973 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  outer  court,  bulk¬ 
head. 

PREMISES  AFFECTED — 321-335  East  167th  Street,  and 
1151-1201  Teller  Avenue,  Block  2435,  Lot  45,  Borough  of 
The  Bronx. 


456-73-BZ 

APPLICANT — Weinberg  &  Kirshenbaum  for  Ciro  Accardo, 
owner. 

SUBJECT — Application  August  7,  1973 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-62 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-3  district,  in 
an  existing  three  story  mixed  building,  the  erection  of  a 
one  story  enlargement  to  the  first  floor  restaurant  that 
increases  the  degree  of  non-compliance  in  floor  area  ratio 
and  the  lot  area  requirements. 

PREMISES  AFFECTED — 6009  8th  Avenue,  east  side,  80 
feet  south  of  60th  Street,  Block  5714,  Lot  6,  Borough  of 
Brooklyn.  Community  Board  #12. 


466-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Harold,  Frederick 
A.  and  Sophie  Menowitz  and  Carol  M.  Penn,  owners, 
Emigrant  Savings  Bank,  lessee. 

SUBJECT — Application  August  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-01  (b)  of  the 
Zoning  Resolution,  to  permit  in  a  C8-1  district,  the  instal¬ 
lation  of  a  non-flashing  illuminated  sign  that  exceeds  the 
permitted  height  above  curb  level  and  the  permitted  surface 
area  along  a  district  boundary. 

PREMISES  AFFECTED — 91-31  Queens  Boulevard,  north¬ 
east  corner  of  60th  Avenue,  Block  1861,  Lot  1,  Elmhurst, 
Borough  of  Queens.  Community  Board  #4. 

The  following  cases  were  laid  over  from  the  previous 
public  hearings  for  reasons  published  in  the  MINUTES 
of  such  hearings. 


296-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Joseph  &  Lillian 
Costa,  owner ;  American  Motors  Realty  Corporation,  lessee. 

SUBJECT — Application  May  17,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C2-1  and  R3-2  district,  the 
erection  of  a  one  story  automobile  sales  and  service  estab¬ 
lishment  with  open  sales  and  storage  of  new  and  used  cars 
and  accessory  parking. 

PREMISES  AFFECTED — 2160  and  2180  Hylan  Boulevard 
and  1  to  30  Zwicky  Avenue,  northeast  corner,  Block  3691, 
Lots  1,  3,  5,  7,  9,  11,  14,  18  and  41,  Grant  City,  Borough  of 
Richmond. 

Laid  over  from  November  27,  1973,  for  continued 

hearing. 


459-73-BZ 

APPLICANT — Harry  A.  Yarish  for  Joseph  Angelone, 
owner. 

SUBJECT — Application  August  10,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  73-50  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C8-1  district,  the  erection  of 
a  one  story  enlargement  to  an  existing  supermarket  that 
will  encroach  on  the  required  yard  along  a  district 
boundary. 

PREMISES  AFFECTED — 2424-48  Flatbush  Avenue,  west 
side,  80  feet  south  of  Avenue  T,  Block  8542,  Lot  46,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #13. 

Hearing  closed. 


316-73-BZ 

APPLICANT — 'Charles  M.  Spindler  for  Richard  J.  Grever, 
owner. 

SUBJECT— Application  May  24,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 


1029 


CALENDAR 


Resolution,  to  permit  in  an  R4  district,  the  reconstruction 
of  an  automotive  service  station  with  accessory  uses. 
PREMISES  AFFECTED— 31-02  68th  Street,  southwest 
corner  of  31st  Avenue,  Block  1138,  Lot  27,  Jackson 
Heights,  Borough  of  Queens. 

Hearing  closed. 

Laid  over  from  December  11,  1973  to  January  8,  1974, 
at  10:00  a.m.,  for  decision,  hearing  closed;  applicant  to 
furnish  additional  information. 


396-73-BZ 

APPLICANT — Norman  Garner  for  Dorado  House  Flush¬ 
ing,  Incorporated,  owner. 

SUBJECT — Application  July  2,  1973 — decision  of  the  Bpr- 
ougli  Superintendent,  under  Section  73-62  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  in  an  existing  six 
story  building,  the  conversion  of  the  doctor’s  offices  into 
two  apartments  that  creates  non-compliance  in  floor  area 
ratio  and  open  space  ratio. 

PREMISES  AFFECTED— 140-51/59  34th  Avenue,  north 
side,  255  feet  west  of  Parsons  Boulevard,  Block  4981,  Lot 
69,  Flushing,  Borough  of  Queens.  Community  Board  #7. 

Hearing  closed. 


403-73-BZ 

APPLICANT — Millard  Bresin  for  James  D’albro,  owner; 
Amoco  Oil  Company,  lessee. 

SUBJECT — Application  June  24,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  11-412  and  73-211  of 
the  Zoning  Resolution,  to  permit  in  an  C2-3  district,  the  re¬ 
construction  of  an  automotive  service  station  with  accessory 
uses  previously  before  the  Board. 

PREMISES  AFFECTED— 2317  Coney  Island  Avenue, 
southeast  corner  of  Avenue  T,  Block  7315,  Lot  1,  Borough 
of  Brooklyn.  Community  Board  #15. 

Hearing  closed. 


480-73-BZ 

APPLICANT — Ingram  S.  Carner  for  Thomas  E.  and 
Robert  J.  Halloran,  owners,  Martin  Dellacona  and  James 
Smith,  contract  purchaser. 

SUBJECT — Application  August  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  11-413  of  the 
Zoning  Resolution,  to  permit  in  an  R6  and  C2-3  district 
the  change  in  use  of  an  iron  foundry  previously  before 
the  Board,  to  a  private  sanitation  and  carting  establish¬ 
ment  with  accessory  repairs. 

PREMISES  AFFECTED— 890  Metropolitan  Avenue,  south 
side,  97.8  feet  west  of  Olive  Street,  Block  2916,  Lots  32 
and  33,  Borough  of  Brooklyn.  Community  Board  #1. 

Hearing  closed. 


525-73-BZ 

APPLICANT — Peter  Casini  for  William  T.  Allaire,  owner. 

SUBJECT — Application  September  24,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  on  a  plot  with  less 
than  the  required  lot  area  and  lot  width,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio  and  has  less  than  the  required  open  space  ratio. 

PREMISES  AFFECTED — 33-64  191st  Street,  west  side, 
200  feet  north  of  35th  Avenue,  Block  5259,  Lot  38,  Flush¬ 
ing,  Borough  of  Queens.  Community  Board  #11. 
Hearing  closed. 


SUBJECT — Application  September  24,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R2  district,  the  maintenance 
of  a  two  family  dwelling  that  will  exceed  the  permitted 
floor  area  ratio  and  have  less  than  the  required  open  space 
ratio  and  lot  area  per  dwelling  unit. 

PREMISES  AFFECTED— 33-60  191st  Street,  west  side, 

238.6  feet  north  of  35th  Avenue,  Block  5259,  Lot  36,  Flush¬ 
ing,  Borough  of  Queens.  Community  Board  #11. 
Hearing  closed. 


527-73-BZ 

APPLICANT — Peter  Casini  for  William  T.  Allaire,  owner. 

SUBJECT — Application  September  24,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  on  a  plot  with  less 
than  the  required  lot  area  and  lot  width,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio  and  has  less  than  the  required  open  space  ratio. 

PREMISES  AFFECTED— 33-56  191st  Street,  west  side, 

281.6  feet  north  of  35th  Avenue,  Block  5259,  Lot  33,  Flush¬ 
ing,  Borough  of  Queens.  Community  Board  #11. 
Hearing  closed. 


404-73-BZ 

APPLICANT — Louis  Striar  for  Ford  Leasing  Development 
Company,  owner. 

SUBJECT — Application  July  5,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-01  (b)  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  C8-1  district,  in  conjunc¬ 
tion,  with  the  erection  of  an  automobile  showroom  with 
sales  and  service,  the  installation  of  accessory  signs  that 
will  exceed  the  surface  area  along  a  residence  district 
boundary. 

PREMISES  AFFECTED — 1560  and  1570  Bruckner  Boule¬ 
vard,  1555  Story  Avenue,  southeast  corner  of  Boynton 
Avenue,  Block  3653,  Lot  1,  Borough  of  The  Bronx. 
Community  Board  #8. 

Hearing  closed. 


473-73-BZ 

APPLICANT — Upham,  Meeker  &  Weithorn  for  Jaybar 
Realty  Corporation,  owner ;  Melpal  Restaurant,  Incorpo¬ 
rated,  lessee. 

SUBJECT- — Application  August  17,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  73-241  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-4  district,  in  an  existing 
one  story  building  occupied  with  retail  stores  the  addition 
to  the  uses  of  one  store  occupied  as  a  restaurant  to  include 
cabaret. 

PREMISES  AFFECTED — 1784  Jerome  Avenue,  east  side, 

52.6  feet  south  of  176th  Street,  Block  2850,  I.ot  9,  Bor¬ 
ough  of  The  Bronx.  Community  Board  #5. 

Hearing  closed. 

JOSEPH  B.  KLEIN,  Chairman 


JANUARY  8,  1974,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  morning,  January  8,  1974,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 


21-73-BZY — B.R. — 50  Belair  Road,  Block'  2862,  Lot  68, 
N.B.  1409-73. 


526-73-BZ 

APPLICANT — Peter  Casini  for  William  T.  Allaire,  owner. 
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22-73-BZY — B.R. — 1111  Seaside  Boulevard,  Block  3875, 
Lot  1,  N.B.  1414-73. 


23-73-BZY — B.Q. — 112-12  Ocean  Promenade,  Block 
16185,  Lot  41,  N.B.  61-73. 


24-73-BZY — B.B. — 1041  E.  83rd  Street,  Block  8035,  Lot 
23,  N.B.  80-73. 


25-73-BZY — B.Q. — 353  Beach  48th  Street,  Block  14850, 
Lots  6,  8,  12,  14,  18,  20,  23,  25,  29,  31,  35,  45  and  52,  N.B. 
775-72. 


438-73-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Kent  Realty. 

SUBJECT— Application  July  26,  1973— for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 136-49— 51-53  Roosevelt  Av¬ 
enue,  north  side,  433.29  feet  north  of  Union  Street,  Block 
4980,  Lot  64,  Flushing,  Borough  of  Queens. 


439-73-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Kent  Realty. 

SUBJECT — Application  July  26,  1973 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 136-43,  45,  47,  47A  Roosevelt 
Avenue,  north  side,  425  feet  east  of  Main  Street,  Block 
4980,  Lot  67,  Flushing,  Borough  of  Queens. 


283-73-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — State  Homes,  Incorporated. 
SUBJECT — Application  May  7,  1973 — or  modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 72-54/62  Main  Street,  Block 
6613,  Lot  64,  Flushing,  Borough  of  Queens. 


300-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Louis  Nesser  585  5th  Avenue 
Corporation,  owner. 

SUBJECT — Application  May  23,  1969 — appeal  for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 585  5th  Avenue,  east  side,  80 
feet  north  of  East  47th  Street,  Block  1283,  Lot  4,  Borough 
of  Manhattan. 


574-73-A 

APPLICANT — Herman  J.  Jessor  for  Starrett  City,  In¬ 
corporated,  owner. 

SUBJECT — Application  October  30,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  fuel  oil  storage  tank 
in  residential  district. 

PREMISES  AFFECTED — 165  Elmira  Loop,  northeast 
corner  of  Schroeders  Avenue,  Block  4452,  Lot  85,  Borough 
of  Brooklyn. 

477-73-A 

APPLICANT — Harry  Soled  for  Cong.  Kol  Israel,  Rabbi 
Raphael  Harari,  owner. 


SUBJECT — Application  August  9,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  extension  of 
use  of  synagogue,  contrary  to  Cal.  610-72-A. 

PREMISES  AFFECTED— 3211  Bedford  Avenue,  north¬ 
east  corner  of  Avenue  K,  Block  7607,  Lot  8,  Borough  of 
Brooklyn. 


509-73-A 

APPLICANT — Stephen  J.  Murphy  for  Concourse  Man¬ 
agement  Company,  owner. 

SUBJECT — Application  September  13,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  installation  of 
approved  wet  sprinkler  system. 

PREMISES  AFFECTED — 2465-81  Jerome  Avenue  and 
1-9  West  Fordham  Road,  northwest  corner,  Block  3200, 
Lot  20,  Borough  of  The  Bronx. 

591-73-A 

APPLICANT — Gulf  Oil  Corporation,  owner. 

SUBJECT — Application  November  7,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  packaging  of  com¬ 
bustible  mixture  known  as  “Gulfpride  Marine-G  Outboard 
Lubricant  in  eight  (8)  ounce  metal  cans,  not  in  com¬ 
pliance  with  regulations  of  the  Administrative  Code  of 
New  York  City. 

JOSEPH  B.  KLEIN,  Chairman 

JANUARY  15,  1974,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  morning,  January  15,  1974,  at  10  o’clock  at  80 

Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 

following  matters : 

356-72-A 

APPLICANT — Louis  Lieberman  for  Columbia  Institute  of 
Chiropractic,  owner. 

SUBJECT — Application  for  consideration — to  reopen  and 
amend  resolution  (on  motion  of  Board) — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  live  load,  egress, 
windows  and  width  of  stairs;  previously  granted  on  con¬ 
dition. 

PREMISES  AFFECTED — 261-263  West  71st  Street,  north 
side,  172  feet  east  of  West  End  Avenue,  Block  1163,  Lots 
8,  8)4,  Borough  of  Manhattan. 


600-71-BZ 

APPLICANT — Albert  Melniker  for  Emma  J.  and  Walter 
H.  Stiering,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  November  14, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R5  district,  in  an  existing 
two  story  building  the  extension  of  the  store  to  occupy  the 
entire  first  floor  with  accessory  storage. 

PREMISES  AFFECTED — 905  Forest  Avenue,  north  side, 
137.5  feet  west  of  Elizabeth  Street,  Block  225,  Lot  52,  West 
New  Brighton,  Borough  of  Richmond. 


707-56-BZ — Vol.  II 

APPLICANT — Atkin  and  Bassolino  for  Leonard  and  Joseph 
Mallimson,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  April  21, 
1974— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7f,  7e  and  7i  of  the 
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Zoning  Resolution,  permitting  in  a  business  use  district, 
the  erection  and  maintenance  of  a  gasoline  service  station, 
lubrication,  auto  washing-non  automatic,  office,  sale  of  ac¬ 
cessories,  minor  repairs  with  hand  tools  only,  safety  in¬ 
spection  station  and  the  parking  and  storage  of  motor 
vehicles. 

PREMISES  AFFECTED— 1500-1510  Williamsbridge  Road 
and  1601-1611  Eastchester  Road,  northeast  corner,  Block 
4082,  Lot  5  (formerly  Lots  5  and  10),  Borough  of  The 
Bronx. 


118-53-BZ 

APPLICANT — Henry  H.  Jenet  for  Henry  H.  and  August 
Jenet,  owners. 

SUBJECT — Application  for  consideration— request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  June  19,  1973 ;  and  amend¬ 
ment  of  resolution — decision  of  the  Borough  Superinten¬ 
dent;  previously  granted  on  condition  under  Section  7e  of 
the  Zoning  Resolution,  permitting  in  a  residence  use  district, 
the  erection  and  maintenance  of  a  business  building  (retail 
stores)  with  a  loading  and  unloading  area,  and  to  permit 
a  business  entrance  (curb  cut)  to  rear  of  proposed  struc¬ 
ture. 

PREMISES  AFFECTED— 106-57  to  106-65  160th  Street 
and  100-01  to  100-09  107th  Avenue,  northeast  corner,  Block 
10128,  Lot  50  (formerly  Lots  48  and  50,)  Jamaica,  Bor¬ 
ough  of  Queens. 


656-72-BZ 

APPLICANT — Otto  J.  Schumm  for  St.  Jacobus  Lutheran 
Church,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution,  permitting  in  an  R5 
district,  the  erection  of  a  two  story  enlargement  to  a  church 
and  community  facility  structure  that  encroaches  on  the 
required  front  and  side  yards,  exceeds  the  permitted  lot 
coverage  and  without  the  required  accessory  parking. 

PREMISES  AFFECTED — 72-01  43rd  Avenue,  northeast 
corner  of  72nd  Street,  Block  1353,  Lot  1,  Woodside,  Bor¬ 
ough  of  Queens. 


341-72-A 

APPLICANT — Salamon  and  Salamon  for  Wallace  and 
Wallace  Fuel  Oil  Company,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — appeal  from  a  decision  of  the 
Fire  Commissioner  re-  Fuel  Oil  Transportation  trucks; 
previously  granted  on  condition. 


286-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Interstate  Lath, 
Plaster  &  Drywall  Corporation,  owner. 

SUBJECT — Application  May  9,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-21  and  73-52  of 
the  Zoning  Resolution,  to  permit  in  a  Cl-2  and  R5  dis¬ 
trict,  a  one  story  and  two  story  enlargement  to  an  existing 
one  story  building  and  the  change  in  use  from  restaurant 
to  a  building  contractors  establishment  with  offices  that 
will  encroach  on  the  required  rear  yard. 

PREMISES  AFFECTED— 1050  East  Gun  Hill  Road  and 
3340  Hone  Avenue,  southeast  comer,  Block  4638,  Lot  25, 
Borough  of  The  Bronx.  Community  Board  #13. 

Laid  over  from  December  4,  1973  for  continued  hearing. 


297-72-BZ — Vol.  II 

APPLICANT — Leonard  F.  Rothkrug  for  Johnad  Realty 
Corporation,  owner;  Ford  Leasing  Development  Company, 
lessee. 

SUBJECT — Application  reopened  May  29,  1973  as  Volume 
II— decision  of  the  Borough  Superintendent,  under  Sections 
11-412  and  73-49  of  the  Zoning  Resolution,  to  permit  in  a 
C8-1  and  R6  district,  at  an  existing  automotive  sales  and 
service  establishment  previously  before  the  Board,  the  ex¬ 
pansion  of  the  use  of  the  existing  non-storage  garage  to 
include  roof  parking. 

PREMISES  AFFECTED — 630-646  East  Fordham  Road, 
southwest  corner  of  Belmont  Avenue,  Block  3078,  Lots  48, 
57,  Borough  of  The  Bronx.  Community  Board  #6. 

Laid  over  from  December  11,  1973  at  the  request  of  the 

community  planning  board. 


435-73-BZ 

APPLICANT — Meier-Marus  for  E.  N.  Madison,  owner. 

SUBJECT — Application  July  26,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  and  73-33  of  the 
Zoning  Resolution,  to  permit  in  an  Ml-1  district,  the  in¬ 
stallation  of  an  oxygen  storage  tank  that  exceeds  the  per¬ 
mitted  size. 

PREMISES  AFFECTED — 40-14  19th  Avenue,  southwest 
corner  of  41st  Street,  Block  801,  Lots  35  and  41,  Astoria, 
Borough  of  Queens.  Community  Board  #1. 


491-73-BZ 

APPLICANT — James  Whitford,  Jr.  for  Richmond  County 
Savings  Bank,  owner. 

SUBJECT — Application  August  23,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  for  a  term 
of  five  years,  the  maintenance  of  a  trailer  as  an  enlargement 
to  a  bank  that  increases  the  degree  of  non-conformity. 

PREMISES  AFFECTED — 1460  Richmond  Avenue,  south¬ 
west  corner  of  Lander  Avenue,  Block  1595,  Lot  20,  Bulls 
Head,  Borough  of  Richmond,  Community  Board  #3. 


492-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Commodore  Hotel 
of  Belle  Harbor,  Incorporated,  owner. 

SUBJECT — Application  August  24,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection 
of  a  four  story  domiciliary  care  facility  that  exceeds  the 
permitted  floor  area  ratio. 

PREMISES  AFFECTED — 198  Beach  127th  Street,  south¬ 
east  corner  and  126-11  Rockaway  Beach  Boulevard,  Block 
16236,  Lots  1  and  95,  Belle  Harbor,  Borough  of  Queens. 
Community  Board  #14. 


583-73-BZ 

APPLICANT — The  New  York  Bank  for  Savings  for  Avon 
Associates,  Incorporated,  owner,  The  New  York  Bank 
for  Savings,  lessee. 

SUBJECT — Application  November  2,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-01  (b)  of  the 
Zoning  Resolution,  to  permit  in  a  C5-2  district,  the  in¬ 
stallation  of  an  illuminated  business  sign. 

PREMISES  AFFECTED — 108  West  34th  Street,  south 
side,  78.8  feet  West  of  Broadway,  Block'  809,  Lot  49, 
Borough  of  Manhattan.  Community  Board  #5. 
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597-73-BZ 

APPLICANT — Jerome  L.  Grushkin  for  New  Willowbrook 
Development  Corporation,  owner. 

SUBJECT — Application  November  13,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  maintenance 
of  a  two  family  dwelling  that  penetrates  the  sky  exposure 
plane. 

PREMISES  AFFECTED— 60  Rupert  Street,  southeast  cor¬ 
ner  of  Soren  Street,  Block  1971,  Lot  7,  Willowbrook, 
Borough  of  Richmond.  Community  Board  #3. 


The  following  cases  were  laid  over  from  the  previous 
public  hearings  for  reasons  published  in  the  MINUTES 
of  such  hearings. 


406-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Shaare  Zion  Con¬ 
gregation,  owner. 

SUBJECT— Application  July  6,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  and  R5  district,  the 
erection  of  a  four  story  enlargement  to  a  Synagogue  for 
use  as  a  youth  center  with  less  than  the  required  accessory 
parking. 

PREMISES  AFFECTED— 2003  East  Sth  Street  and  2030 
Ocean  Parkway,  west  side,  182.2  feet  south  of  Avenue  T, 
Block  7108,  Lots  17,  18,  69,  78  and  79,  Borough  of  Brooklyn. 
Community  Board  #13. 

Laid  over  from  November  27,  1973,  for  continued 
hearing. 


377-73-BZ 

APPLICANT — McGee  &  Morsellino  for  Samuel  Hofstein, 
owner. 

SUBJECT— Application  June  1,9,  1973— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
two  story  and  basement  office  building  with  accessory 
parking  in  the  open  area. 

PREMISES  AFFECTED— 43-14  Little  Neck  Parkway, 
west  side,  324.53  feet  north  of  Northern  Boulevard,  Block 
8129,  Lot  44,  Little  Neck,  Borough  of  Queens.  Community 
Board  #11. 

Laid  over  from  December  4,  1973,  for  continued  hear¬ 
ing. 


389-73-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Rosario  P.  Drago; 
Drago  Funeral  Home,  owner. 

SUBJECT— Application  June  27,  1973— decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-27 
of  the  Zoning  Resolution,  to  permit  in  a  0-2  district,  the 
reconstruction  and  enlargement  in  area  of  a  funeral  estab¬ 
lishment  that  will  exceed  the  permitted  floor  area  ratio. 

PREMISES  AFFECTED — 43-10  30th  Avenue,  south  side, 
48  feet  east  of  43rd  Street,  Block  69 7,  Lots  68  and  115, 
Astoria,  Borough  of  Queens.  Community  Board  #1. 

Laid  over  from  December  4,  1973,  for  continued  hear¬ 
ing. 


394-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Paul  and  Nunzia 
Petrone,  owners. 


SUBJECT — Application  June  19,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  conversion  of 
an  accessory  five  car  garage  to  an  automobile  repair  shop. 
PREMISES  AFFECTED— 211-21  and  211-27  45th  Road, 
north  side,  200  feet  east  of  211th  Road,  Block  1713,  Lots 
46  and  47,  Bayside,  Borough  of  Queens.  Community  Board 
#11. 

Laid  over  from  December  4,  1973,  for  continued  hear¬ 
ing. 


547-73-BZ 

APPLICANT — Samuel  J.  Kisseloff  for  the  City  of  New 
York,  owner. 

SUBJECT — Application  October  11,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R10  district,  the  conver¬ 
sion  of  an  existing  6  story  garage  building  to  residential 
use  that  has  less  than  the  required  inner  court. 

PREMISES  AFFECTED — 2  West  90th  Street,  south  side, 
100  feet  west  of  Central  Park  West,  Block  1203,  Lot  37, 
Borough  of  Manhattan.  Community  Board  #7. 

Laid  over  from  December  11,  1973,  for  continued  hear¬ 
ing. 


548-73-A 

APPLICANT — Samuel  J.  Kisseloff  for  the  City  of  New 
York,  owner. 

SUBJECT — Application  October  11,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  rear  yard  and 
interior  court. 

PREMISES  AFFECTED — 2  West  90th  Street,  south  side, 
100  feet  west  of  Central  Park  West,  Block  1203,  Lot  37, 
Borough  of  Manhattan. 


553-73-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Crosstown 
Parking  Corporation,  owner. 

SUBJECT — Application  October  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-6  district,  the  erection  of  a 
three  story  building  for  use  as  an  indoor  tennis  establish¬ 
ment  with  roof  tennis  that  encroaches  on  the  required  rear 
yard  and  rear  yard  equivalent. 

PREMISES  AFFECTED— 15  to  23  West  30th  Street  and 
18  to  22  West  31st  Street,  north  side,  182.75  feet  east  of 
Broadway,  Block  832,  Lots  27,  29,  30,  31,  56,  57  and  58, 
Borough  of  Manhattan.  Community  Board  #5. 

Laid  over  from  December  18,  1973  for  continued  hear¬ 
ing. 


554-73-A 

APPLICANT — Dominick  Salvati  and  Son  for  Crosstown 
Parking  Corporation,  owner. 

SUBJECT — Application  October  16,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent — ire-  air  supported 
structures,  stairs. 

PREMISES  AFFECTED — 15  to  23  West  30th  Street  and 
18  to  22  West  31st  Street,  north  side,  182.75  feet  east  of 
Broadway,  Block  832,  Lots  27,  29,  30,  31,  56,  57  and  58, 
Borough  of  Manhattan. 


546-73-BZ 

APPLICANT — Lauria  &  Rowe  for  John  Lagana,  Jr., 
owner;  Thomas  Mclnemey,  lessee. 
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SUBJECT — Application  October  9,  1973 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  73- 
241  of  the  Zoning  Resolution,  to  permit  in  an  C2-1  district, 
at  an  existing  restaurant  with  accessory  amusement  park 
and  miniature  golf  course  previously  before  the  Board, 
the  erection  of  a  one  story  enlargement  to  the  restaurant 
and  the  addition  to  the  uses  to  include  cabaret. 
PREMISES  AFFECTED — 1300  Hylan  Boulevard,  east  side, 
181.76  feet  north  of  Old  Town  Road,  Block  3224,  Lot  14, 
Grasmere,  Borough  of  Richmond.  Community  Board  #3. 
Laid  over  from  December  18,  1973,  at  the  request  of 
Community  Planning  Board  No.  3  for  continued  hearing 
and  decision. 

The  following  cases  were  laid  over  from  the  previous 
public  hearings  for  reasons  published  in  the  MINUTES 
of  such  hearings. 


496-73-BZ 

APPLICANT — Harry  A.  Yarish  for  Marie  Holdrith, 
owner. 

SUBJECT — Application  August  24,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C8-1  district,  the  erection 
of  a  two  story  and  cellar  building  for  use  as  a  furniture 
showroom  that  exceeds  the  permitted  floor  area  ratio  has 
less  than  the  required  accessory  parking,  and  without  the 
required  loading  berth. 

PREMISES  AFFECTED — 2414  to  2420  Flatbush  Avenue, 
southeast  corner  of  Avenue  T,  Block  8542,  Lot  41,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #13. 

Hearing  closed. 

390- 73-BZ 

APPLICANT — M.  Martin  Elkind  for  Vincent  Mastronardi, 
owner. 

SLTBJECT — Application  June  28,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room  and  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED — 88-70  Ransom  Street,  west 
side,  ^97.08  feet  north  of  Braddock  Avenue,  Block  7968, 
Lot  06,  Bellerose,  Borough  of  Queens.  Community  Board 
#13. 

Hearing  closed. 

391- 73-BZ  ‘ 

APPLICANT — M.  Martin  Elkind  for  Vincent  Mastronardi, 
owner. 

SUBJECT — Application  June  28,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room  and  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED — 88-68  Ransom  Street,  west 
side,  119.08  feet  north  of  Braddock  Avenue,  Block  7968. 

A0/-,37,  Bellerose>  Borough  of  Queens.  Community  Board 
#13. 

Hearing  closed. 

392- 73-BZ 

A1  PLICANT  M.  Martin  Elkind  for  Vincent  Mastronardi 
owner. 


SUBJECT — Application  June  28,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room  and  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED — 88-64  Ransom  Street,  west  side, 
141.08  feet  north  of  Braddock  Avenue,  Block  7968,  Lot  137, 
Beherose,  Borough  of  Queens.  Community  Board  #13. 
Hearing  closed. 

242-72-BZ 

APPLICANT— -Leonard  F.  Rothkrug  for  Madison  Prop¬ 
erties  Company,  owner. 

SUBJECT — Application  April  5,  1972 — decision  of  the  Bor¬ 
ough  Superintendent  under  Sections  11-413  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  an  R6  district,  in  an 
existing  one  story  and  cellar  building  previously  before 
the  Board,  the  change  in  occupancy  from  accessory  storage 
to  offices  and  retail  store. 

PREMISES  AFFECTED— 1612-1624  East  16th  Street, 
west  side,  100  feet  south  of  Avenue  P,  Block  6778,  Lot  10, 
Borough  of  Brooklyn.  Community  Board  #14. 

Hearing  closed. 


JOSEPH  B.  KLEIN,  Chairman 

JANUARY  15,  1574,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  afternoon,  January  15,  1974,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 


1-38-SR — Vol.  II 

SUBJECT — Proposed  Amendments  of  Rules  for  Arc  and 
Gas  Welding  and  Oxygen  Cutting  of  Steel  Covering  The 
Specifications  for  Design,  Fabrication  and  Inspection  of 
Arc  and  Gas  Welded  Steel  Structures  and  The  Qualifica¬ 
tions  of  Welders  and  Supervisors. 


133-73-SA 

APPLICANT — Universal  Jet  Industries,  Incorporated — 
heated  air  curtain. 


140-73-SA 

APPLICANT— Preway  Incorporated— wood  burning  fire¬ 
place. 

154-73-SA 

APPLICANT — Allis-Chalmers  Corporation — pumps. 


173-73-SA 

APPLICANT— Industrial  Heating  and  Finishing  Company. 
Incorporated — oven  for  drying  and  curing  of  coatings. 


179-73-SM 

APPLICANT — Johns-Manville  Sales  Corporation — facing 
panel. 


185-73-SM 

APPLICANT — Waco  Scaffold  and  Shoring  Company,  Divi¬ 
sion  of  Bliss  and  Lnughlin  Industries,  Incorporated — equip¬ 
ment  for  shoring  and  scaffolding. 
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502-73-SM 

APPLICANT — Raymond  C.  Frobosilo  and  Samuel  W.  Le¬ 
vine — retractable  barrier  for  fire  escape  windows. 


26-73-BZY — B.Q. — 2929  Far  Rockaway  Boulevard,  Block 
15688,  Lots  25,  29,  33,  N.B.  368-73. 


523-73-A 

APPLICANT — Twilight  Oil  Refining  Company,  owner. 

SUBJECT — Application  September  25,  1973 — appeal  from 
a  decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixtures  known  as  “Twilight  Lamp  Oil”  and  Early 
American  Lamp  Oil  in  Quart  and  Pint  size  plastic  con¬ 
tainer,  not  in  compliance  with  the  regulation  of  the  Ad¬ 
ministrative  Code  of  New  York  City. 


528-73-A 

APPLICANT — Lawrence  Shutkind  for  Louis  A.  Durante, 
owner ;  Sheltering  Arms  Childrens  Service,  lessee. 

SUBJECT— Application  September  28,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  group 
home. 

PREMISES  AFFECTED — 3402  Clarendon  Road,  southeast 
corner  of  East  34th  Street,  Block  4951,  Lot  1,  Borough  of 
Brooklyn. 


536-73-A 

APPLICANT — Harry  Soled  for  Cong.  Chasidei  Spinka, 
owner. 

SUBJECT — Application  October  4,  1973 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  ramp. 

PREMISES  AFFECTED— 1462  to  1464  56th  Street,  south 
side,  180  feet  west  of  15th  Avenue,  Block  5692,  Lot  27, 
Borough  of  Brooklyn. 


566-73-A 

APPLICANT — Robert  C.  Marx  for  Minnesota  Mining  & 
Manufacturing  Company,  owner. 

SUBJECT — Application  October  24,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “3M  Brand  Color  Key  De¬ 
veloper  Negative  Acting”  in  one  quart  Polyethylene  bottles, 
not  in  compliance  with  regulation  of  the  Administrative 
Code  of  New  York  City. 


557-73-A 

APPLICANT — Robert  C.  Marx  for  Minnesota  Mining  & 
Manufacturing  Company,  owner. 

SUBJECT — Application  October  24,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “3M  Brand  Subtractive  Plate 
Developer”  in  one  quart  Polyethylene  bottles,  not  in  com¬ 
pliance  with  regulations  of  the  Administrative  Code  of 
New  York  City. 

JOSEPH  B.  KLEIN,  Chairman 


JANUARY  22,  1974,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  morning,  January  22,  1°74,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 


457-58-BZ 

APPLICANT — Harry  Appleinan  and  Sadie  Appleman, 
owners. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  December  10, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  use  of  a 
vacant  plot  for  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED— 2330-2334  Cambreleng  Avenue, 
east  side,  274.52  feet  south  of  East  187th  Street,  Block 
3089,  Lots  18,  19,  20,  Borough  of  The  Bronx. 


903-66-BZ 

APPLICANT — Herbert  Ruderman  for  Albert  Maroon, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  May  15,  1972 — decision  of  the 
Borough  Superintendent ;  previously  granted  on  condition 
under  Section  11-412  of  the  Zoning  Resolution,  permitting 
in  a  C6-2  district,  the  erection  of  a  new  second  floor  in  an 
existing  five  story  garage  and  automotive  repair  shop  pre¬ 
viously  before  the  Board. 

PREMISES  AFFECTED— 354-356  West  53rd  Street,  south 
side,  175  feet  east  of  9th  Avenue,  Block  1043,  Lot  56,  Bor¬ 
ough  of  Manhattan. 


479-57-BZ 

APPLICANT— Victor  E.  Block  for  Mrs.  Dora  Leventhal, 
owner. 

SUBJECT— Application  for  consideration— reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  February  18, 
1974 — decision  of  the  Borough  Superintendent,  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 2668  Marion  Avenue,  east  side, 
100  feet  south  of  East  195th  Street,  Block  3282.  Lot  22. 
Borough  of  The  Bronx. 


75-70-BZ 

APPLICANT— Atkin  and  Bassolino  for  Luke  Corcione, 
owner. 

SUBJECT— Application  for  consideration— reopening  for  ex¬ 
tension  of  time  to  complete  which  expired  October  3,  1973 
and  for  amendment — decision  of  the  Borough  Superintend¬ 
ent  ;  previously  granted  on  condition  under  Section  72-21 
of  the  Zoning  Resolution,  permitting  in  a  C2-2  district,  the 
erection  of  a  one  story  building  for  use  as  a  motor  vehicle 
repair  shop. 

PREMISES  AFFECTED— 3231  White  Plains  Road,  west 
side,  220.03  feet  north  of  Burke  Avenue,  Block  4595,  Lot 
40,  Borough  of  The  Bronx. 


252-68-BZ 

APPLICANT— Leonard  F.  Rorthkrug  for  Mildred  Rosen, 
owner. 

SUBJECT— Application  for  consideration— request  to  waive 
the  Rules  of  Procedure,  reopening  for  extension  of  time  to 
complete  which  expired  July  9,  1970;  and  for  amendment- 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  72-21  of  the  Zoning  Resolution, 
permitting  in  an  R5  district  the  erection  of  a  one  family 
dwelling  that  encroaches  on  the  required  side  yard. 
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PREMISES  AFFECTED — 5310  Avenue  I,  south  side,  75 
feet  east  of  East  53rd  Street,  Block  7779,  Lot  42,  Borough 
of  Brooklyn. 


441-31-BZ — Vol.  II 

APPLICANT — Lama  and  Vassalotti  for  Judith  Rothberg, 
Executrix  for  the  Estate  of  Louis  Jablowsky,  owner. 

SUBJECT- — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Section  7f 
of  the  Zoning  Resolution,  permitting  in  a  business  use  dis¬ 
trict,  the  erection  and  maintenance  of  a  gasoline  service 
station,  lubritorium,  auto  washing,  sale  of  accessories  and 
office. 

PREMISES  AFFECTED— 7702-7714  Flatlands  Avenue  and 
901-909  East  77th  Street,  southeast  corner,  Block  8014, 
Lot  1  (formerly  Lots  1,  3  and  5),  Borough  of  Brooklyn. 


391-72-BZ 

APPLICANT — Samuel  H.  Lindenbaum  for  Congregation 
Beth  Hamedrash  Hachodosh  Talmud,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expired  September  12, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R8  district,  the  erection  of  an 
11 -story  Synagogue  and  multiple  dwelling  that  exceeds  the 
permitted  floor  area  ratio  and  lot  coverage,  has  less  than 
the  required  lot  area,  open  space  ratio,  and  lot  area  per 
room,  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 223  to  227  51st  Street,  north 
side,  260  feet  east  of  Third  Avenue  and  224  to  226  East 
52nd  Street,  Block  1325,  Lot  40,  Borough  of  Manhattan. 


917-68-BZ 

APPLICANT— McGee  and  Morsellino  for  Caldo  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expired  September  26, 
1973 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  Cl-2  and  R6  district,  at  an 
existing  two  story  office  and  store  building,  the  erection  of 
a  six  floor  enlargement  that  exceeds  the  permitted  floor 
area  ratio,  penetrates  the  sky  exposure  plane  and  extends 
into  the  residence  district. 

PREMISES  AFFECTED — 41-60  to  41-80  Main  Street, 
southwest  corner  of  Sanford  Avenue,  Block  5121,  Lot  23, 
Flushing,  Borough  of  Queens. 


492-27-BZ— Vol.  Ill 

APPLICANT — Lama  and  Vassalotti  for  Robert  Kirsch, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
7c  of  the  Zoning  Resolution,  permitting  in  a  business  and 
residence  use  district,  the  combining  of  an  existing  gasoline 
service  station  with  an  existing  parking  lot  so  that  the  use 
will  be  a  gasoline  service  station  and  the  parking  and  stor¬ 
age  of  motor  vehicles. 

PREMISES  AFFECTED— 1120-1144  East  New  York 
Avenue,  south  side,  from  East  98th  Street  to  Rockaway 
Parkway ;  2-12  East  98th  Street  and  5-21  Rockaway  Park¬ 
way,  Block  4600,  Lots  1  and  7  (proposed  Lot  1  only), 
Borough  of  Brooklyn. 


524-73-BZ 

APPLICANT — McGee  &  Morsellino  for  Dodar  Really  Cor¬ 
poration,  owner;  Jascal  Realty  Corporation,  lessee. 

SUBJECT — Application  September  26,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection  of 
a  one  story  office  building  with  accessory  parking  in  the 
open  area. 

PREMISES  AFFECTED — 1575  Gun  Hill  Road,  northwest 
corner  of  Kingsland  Avenue,  Block  4786,  Lot  20,  Borough 
of  The  Bronx.  Community  Board  #12. 

Laid  over  from  December  11,  1973  at  the  request  of  the 

community  planning  board. 


101-73-BZ 

APPLICANT — McGee  and  Morsellino  for  Monika  Bischoff, 
owner. 

SUBJECT — Application  February  15,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  oi  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  tne  enlarge¬ 
ment  in  area  of  the  attic  of  a  one  family  dwelling  that 
increases  the  degree  of  non-compliance  within  the  side 
yard. 

PREMISES  AFFECTED — 139-12  86th  Road,  south  side, 
102.26  feet  east  of  139th  Street,  Block  9708,  Lot  11, 
Jamaica,  Borough  of  Queens.  Community  Board  #12. 

Laid  over  from  December  18,  1973,  for  hearing,  at  the 

request  of  Community  Planning  Board  #8. 


571-73-A 

APPLICANT — McGee  &  Morsellino  for  Monika  Bischoff, 
owner. 

SUBJECT — Application  October  26,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  living  rooms 
with  contrary  headroom. 

PREMISES  AFFECTED — 139-12  86th  Road,  south  side, 
102.26  feet  east  of  139th  Street,  Block  9708,  Lot  11, 
Jamaica,  Borough  of  Queens. 


427-73-BZ 

APPLICANT — Daniel  J.  O’Connell  for  Luval  Holding 
Company,  owner. 

SUBJECT — Application  July  17,  1973 — decision  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  extension  of 
the  term  of  variance  for  a  garage  for  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED — 627  Leland  Avenue,  west  side, 
175  feet  south  of  Seward  Avenue,  Block  3560,  Lot  56, 
Borough  of  The  Bronx.  Community  Board  #2. 

Laid  over  from  December  18,  1973,  for  hearing,  at  the 
request  of  Community  Planning  Board  #8. 


381-73-BZ 

APPLICANT — Weinberg  &  Kirshenbaum  for  Ferguson 
Realty  Corporation,  owner. 

SUBJECT — Application  June  20,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-50  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-1  district,  the  maintenance 
of  a  one  story  enlargement  to  an  existing  manufacturing 
building  that  will  encroach  on  the  required  yard  along  a 
district  boundary. 

PREMISES  AFFECTED— 870  to  894  East  42nd  Street, 
west  side,  297  feet  South  of  Glenwood  Road,  Block  7725, 
Lot  60,  Borough  of  Brooklyn.  Community  Board  #9. 
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462-73-BZ 

APPLICANT — Frank  A.  Vaccaro  for  John  Kenemer, 
owner. 

SUBJECT — Application  August  13,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  subdivi¬ 
sion  of  a  plot  developed  with  two  dwellings  that  creates 
non-compliance  in  floor  area  ratio,  open  space  ratio,  lot 
area  and  lot  width. 

PREMISES  AFFECTED — 951  Nugent  Avenue,  west  side, 
100  feet  soutli  of  Greeley  Avenue,  Block  3822,  Lot  41,  Mid¬ 
land  Beach,  Borough  of  Richmond.  Community  Board  #3. 


463-73-BZ 

APPLICANT — Frank  A.  Vaccaro  for  John  Kenemer, 
owner. 

SUBJECT — Application  August  13,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  subdivision  of 
a  plot  developed  with  two  dwellings  that  creates  non-com¬ 
pliance  in  floor  area  ratio,  open  space  ratio,  lot  area  and 
lot  width. 

PREMISES  AFFECTED — 955  Nugent  Avenue,  west  side, 
132.17  feet  south  of  Greeley  Avenue,  Block  3822,  Lot  43, 
Midland  Beach,  Borough  of  Richmond.  Community  Board 
#3. 


498-73-BZ 

APPLICANT — The  Concerto  West  Restaurant  for  Lyndale 
Operation  Company,  owner ;  The  Concerto  West  Restau¬ 
rant,  lessee. 

SUBJECT — Application  August  30,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  73-241  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-4  district,  in  an  existing 
one  story  retail  store  building,  the  addition  to  the  uses  of 
one  store  occupied  as  a  restaurant  to  include  cabaret. 

PREMISES  AFFECTED— 557  West  125th  Street,  north 
side,  16  feet  west  of  Old  Broadway,  Block  1982,  Lot  1, 
Borough  of  Manhattan.  Community  Board  #9. 


609-73-BZ 

APPLICANT — Max  Siegel  Associates  for  Alison  Mortgage 
Investment  Trust,  owner;  Arlen  Acquisitions,  Incorporated, 
lessee. 

SUBJECT — Application  November  15,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  73-44  of  the  Zoning 
Resolution,  to  permit  in  a  C4-2  district,  in  conjunction  with 
the  erection  of  an  eleven  story  commercial  building  the  re¬ 
duction  in  the  number  of  accessory  parking  spaces  for  the 
office  use. 

PREMISES  AFFECTED— 95-25  Queens  Boulevard,  north 
side,  from  62nd  Drive  to  Junction  Boulevard,  Block  2079, 
Lot  1,  Rego  Park,  Borough  of  Queens.  Community  Board 
#6. 


619-73-BZ 

APPLICANT — Norman  Delman  for  Luna  Equities,  Incor¬ 
porated,  owner ;  Hanto  Development  Corporation,  lessee. 

SUBJECT — Application  November  20,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  erection  of  a 
one  story  eating  and  drinking  establishment  with  accessory 
signs  and  accessory  parking  in  the  open  area  with  entrances 
within  50  feet  of  intersecting  streets. 

PREMISES  AFFECTED— 2940  Cropsey  Avenue,  north¬ 
west  corner  of  Bay  53rd  Street,  Block  6949,  Lot  37,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #13. 


644-73-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Nevada  Towers,  Incorporated,  lessee. 

SUBJECT — Application  November  30,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C4-7  district,  the  erection  of  an 
additional  story  to  a  28  story  mixed  building  previously 
before  the  Board  that  creates  non-compliance  in  lot  area 
per  room  and  tower  setback  encroachment. 

PREMISES  AFFECTED — 2021-2035  Broadway  and  201- 
215  Amsterdam  Avenue,  northwest  corner  of  West  69th 
Street,  Block  1141,  Lot  1,  Borough  of  Manhattan.  Com¬ 
munity  Board  #7. 


The  following  cases  were  laid  over  from  the  previous 
public  hearings  for  reasons  published  in  the  MINUTES 
of  such  hearings. 

151- 73-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Benenson  Capital  Company,  Charles  B.  Benen- 
son,  Laurence  A.  Tisch  and  Preston  R.  Tisch,  owners. 
SUBJECT — Application  March  7,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  and  Section  666  of  the  NYC  Charter  to  per¬ 
mit  in  a  C2-5  district,  on  a  plot  with  an  existing  electric 
substation,  the  erection  of  a  31  story  mixed  building  that 
exceeds  the  permitted  floor  area  ratio,  has  less  than  the 
required  open  space  ratio  and  lot  area  per  room,  en¬ 
croaches  on  the  required  rear  yard  equivalent  and  pene¬ 
trates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 313  to  341  East  63rd  Street, 
north  side,  150  feet  west  of  First  Avenue,  and  10  East  64th 
Street,  Block  1438,  Lots  10,  14,  44,  Borough  of  Manhattan. 
Community  Board  #8. 

Laid  over  from  December  11,  1973,  for  continued  hear¬ 
ing. 

152- 73-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Benenson  Capital  Company,  Charles  B.  Benen¬ 
son,  Laurence  A.  Tisch  and  Preston  R.  Tisch,  owners. 
SUBJECT — Application  March  7,  1973 — filed  pursuant  to 
multiple  dwelling  law  re-  rear  yard. 

PREMISES  AFFECTED— 313  to  341  East  63rd  Street, 
north  side,  150  feet  west  of  First  Avenue,  and  10  East  64th 
Street,  Block  1438,  Lots  10,  14,  44,  Borough  of  Manhattan. 

401-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Keco  Corpora¬ 
tion,  owner. 

SUBJECT — Application  July  3,  1973— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl -3  district,  the  erection  of  an 
eleven  story  and  cellar  nursing  home  and  health  related 
facility  that  exceeds  the  permitted  floor  area  ratio. 

PREMISES  AFFECTED — 311  West  231st  Street,  north¬ 
east  corner  of  Irwin  Avenue,  Block  5714,  Lot  441,  Bor¬ 
ough  of  The  Bronx.  Community  Board  #14. 

Laid  over  from  December  18,  1973,  for  continued  hear¬ 
ing. 

JOSEPH  B.  KLEIN,  Chairman 


JANUARY  22,  1974,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  morning,  January  22,  1974,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 
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589-73-A 

APPLICANT — Lama  &  Vassalotti  for  Max  Donner,  owner; 

Supermarkets  General  Corporation,  lessee. 

SUBJECT — Application  November  7,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Standpipe. 
PREMISES  AFFECTED — 1880  Bartow  Avenue,  south 
side,  between  Ely  and  Bruneir  Avenues,  Block  4805,  Lot  1, 
Borough  of  The  Bronx. 


538-73-A 

APPLICANT — Grunig-Ferreras  for  Aniello  Palomba, 
owner. 

SUBJECT — Application  October  5,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 197  Arbutus  Avenue,  east  side, 
1925.43  feet  south  of  Amboy  Road,  Block  6517,  Lot  67, 
Bloomingdale,  Borough  of  Richmond. 


568-73-A 

APPLICANT — Baron  N.  Wood  for  Purolator  Chemical 
Corporation,  owner. 

SUBJECT — Application  October  24,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  packaging  of  com¬ 
bustible  mixture  known  as  Purolator  Racing  Formula  Fire 
Power,  Purolator  Racing  Formula  Tune-Up,  Purolator 
Professional  Use  Tune  Lip,  in  fifteen  ounce  metal  can  with 
pop-top  lid,  not  in  compliance  with  regulations  of  the  Ad¬ 
ministrative  Code  of  New  York  City. 


570-73-A 

APPLICANT — Leonard  F.  Rothkrug  for  City  of  New 
York,  Park  Department,  owner;  H.C.K.  Recreation,  In¬ 
corporated,  lessee. 

SUBJECT — Application  October  25,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Class  E  Con¬ 
struction  within  the  fire  limits. 

PREMISES  AFFECTED — 11  East  162nd  Street,  northeast 
corner  of  Jerome  Avenue,  Block  2493,  Lot  9,  Borough  of 
The  Bronx. 


575-73-A 

APPLICANT — David  Kraus  for  Manton  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  October  31,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  sprinkler  sys¬ 
tem  instead  of  fire  escapes. 

PREMISES  AFFECTED — 345  East  21st  Street,  north  side, 
200  feet  East  of  Ninth  Avenue,  Block  745,  Lot  12,  Borough 
of  Manhattan. 


576-73-A 

APPLICANT — Martyn  &  Don  Weston  for  Penguin  House 
Tenants  Corporation,  owner. 

SUBJECT — Application  October  30,  1973 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  windows,  rear 
yard,  egress,  etc. 

PREMISES  AFFECTED — 55  East  11th  Street,  north  side, 
164  feet  east  of  University  Place,  Block  563,  Lot  48,  Bor¬ 
ough  of  Manhattan. 

JOSEPH  B.  KLEIN,  Chairman 


JANUARY  29,  1974,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  January  29,  1974,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 


365-72-BZ 

APPLICANT — Samuel  H.  Lindenbaum  for  72nd  Street  As¬ 
sociates,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extention  of  time  to  complete  which  expired  December  12, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R10,  Cl-5  within  R10,  Cl-9 
and  R8  district,  on  a  plot  with  a  four  story  building,  the 
erection  of  a  38  story  mixed  building  that  exceeds  the 
permitted  floor  area  ratio  in  the  RIO  district  and  encroaches 
on  the  minimum  distance  between  buildings. 

PREMISES  AFFECTED— 201-209  East  71st  Street  and 
1231-1247  Third  Avenue,  northeast  corner  and  200-204 
East  72nd  Street,  Block  1426,  Lots  1,  5,  Borough  of  Man¬ 
hattan. 


269-37-BZ 

APPLICANT — S.  Peter  LaRosa  for  Ralph  Widmaier  and 
Helen  Ruettgers,  owners. 

SUBJECT- — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  November  26, 
1973 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  7i  of  the  Zoning 
Resolution,  permitting  in  a  business  use  district,  a  motor 
vehicle  repair  shop. 

PREMISES  AFFECTED — -1325  Webster  Avenue,  west 
side,  197  feet  north  of  East  169th  Street,  Block  2887,  Lot 
177,  Borough  of  The  Bronx. 


489-38-BZ — Vol.  Ill 

APPLICANT — Larry  Meltzer  for  Exxon  Corporation, 
owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  June  3,  1973 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7e  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district,  the  extension  to  an 
existing  gasoline  service  station  accessory  building  for 
two  additional  service  bays  and  the  additional  use  of  minor 
auto  repairs  with  hand  tools  only,  the  parking  of  motor 
vehicles  awaiting  service,  installation  of  two  additional 
550  gallon  gasoline  tanks  and  one  additional  dispensing 
pump. 

PREMISES  AFFECTED — 219-01  North  Conduit  Avenue, 
northeast  corner  of  Springfield  Boulevard,  Block  13085, 
Lot  4,  Springfield,  Borough  of  Queens. 


74-44-BZ 

APPLICANT — Larry  Meltzer  for  Linjan  Realty  Corpo¬ 
ration,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  September  17,  1973— - 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7i  of  the  Zoning  Resolution, 
permitting  in  a  business  use  district,  the  maintenance  of 
a  motor  vehicle  repair  shop. 
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PREMISES  AFFECTED— 375  South  1st  Street,  north 
side,  63  feet  4  inches  east  of  Grand  Street  Extension  and 
206  Grand  Street  Extension,  Block  2399,  Lot  23,  Borough 
of  Brooklyn. 


241-47-BZ 

APPLICANT — Morton  S.  Cahn  for  Ridgewood  Real  Estate 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  October  1,  1973 — 
decision  of  the  Borough  Superintendent;  previously  granted 
on  condition  under  Section  7e  of  the  Zoning  Resolution 
permitting  in  a  residence  use  district,  the  extension  of 
existing  structure  (knitting  mill). 

PREMISES  AFFECTED — 1623  to  1625  Hancock  Street, 
northwest  side,  245  feet  northeast  of  Wyckoff  Avenue, 
Block  3548,  Lot  97,  Ridgewood,  Borough  of  Queens. 


679-67-BZ 

APPLICANT — Herbert  Gallin  for  Sadie  Heller,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  November  14,  1972 — decision  of 
the  Borough  Superintendent;  previously  granted  on  con¬ 
dition  under  Section  72-21  of  the  Zoning  Resolution,  per¬ 
mitting  in  an  R7-1  district,  in  an  existing  one  story  building 
occupied  as  a  restaurant,  the  addition  to  the  uses  to  in¬ 
clude  cabaret. 

PREMISES  AFFECTED — 1884  Crotona  Avenue,  east  side, 
40.5  feet  south  of  Fairmount  Place,  Block  2950,  Lot  16, 
Borough  of  The  Bronx. 


310-73-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Anchors 
A  weigh,  Incorporated,  owner;  John  Stalluppi,  lessee. 

SUBJECT — Application  May  22,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  and  R3-1  district,  the 
addition  to  the  uses  of  an  existing  automobile  showroom 
and  salesroom  to  include  automobile  and  motorcycle  repair. 

PREMISES  AFFECTED— 161-49  Cross  Bay  Boulevard, 
northeast  corner  of  162nd  Avenue,  Block  14189,  Lots  60, 
66  and  68,  Howard  Beach,  Borough  of  Queens.  Com¬ 
munity  Board  #10. 


506-73-BZ 

APPLICANT — Joseph  Nirenberg  for  Joe  Bueti,  owner; 
Jimmie  Della  Monicu,  lessee. 

SUBJECT — Application  September  12,  1973 — decision  of 
the  Borough  Superintendent,  under  Section  73-241  of  the 
Zoning  Resolution,  to  permit  in  a  C2-2  district,  for  a  term 
of  5  years,  in  an  existing  three  story  building,  the  addi¬ 
tion  to  the  uses  of  the  first  floor  restaurant  to  include 
cabaret. 

PREMISES  AFFECTED — 9024  4th  Avenue,  northwest 
corner  of  91st  Street,  Block  6081,  Lot  73,  Borough  of 
Brooklyn.  Community  Board  #10. 


606-73-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Rose  Associates,  owner. 

SUBJECT — Application  November  14,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-9  district,  the  erection 
of  a  two  story  enlargement  to  an  existing  16  story  mixed 
building  for  an  accessory  swimming  pool  and  related 


facilities  that  increases  the  degree  of  non-compliance  in 
floor  area  ratio. 

PREMISES  AFFECTED — 240  East  76th  Street  and  1441 
to  1455  Second  Avenue,  southwest  corner,  Block  1430,  Lot 
21,  Borough  of  Manhattan.  Community  Board  #8. 


634-73-BZ 

APPLICANT — Joseph  C.  Schmitt  for  Board  of  Education — 
Office  of  School  Biuldings,  owner. 

SUBJECT — Application  November  29,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-5  and  R5  district,  the 
erection  of  a  four  story  elementary  school  that  penetrates 
the  sky  exposure  plane. 

PREMISES  AFFECTED — 2844  Fulton  Street,  southwest 
corner  of  Barbey  Street,  Block  3949,  Lots  18-22,  Borough 
of  Brooklyn.  Community  Board  #5. 


189-73-BZ 

APPLICANT — McGee  &  Morsellino  for  Flushing  Federal 
Savings  &  Loan  Association. 

SUBJECT — Application  March  29,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C4-2  district,  the  erection 
of  a  six  story  and  cellar  enlargement  to  an  existing  bank 
and  office  building  that  will  exceed  the  permitted  floor 
area  ratio,  penetrate  the  sky  exposure  plane  and  have  less 
than  the  required  accessory  parking. 

PREMISES  AFFECTED — 136-21  Roosevelt  Avenue,  north 
side,  175  feet  east  of  Main  Street,  Block  4980,  Lot  11, 
Flushing,  Borough  of  Queens.  Community  Board  #7. 

Laid  over  from  December  18,  1973,  for  continued  hear¬ 
ing. 

JOSEPH  B.  KLEIN,  Chairman 


JANUARY  29,  1974,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  afternoon,  January  29,  1974,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 


106-69-SM 

APPLICANT — Precision  Polymers — reaffirmation  of  ap¬ 
proval  of  plastic  pipe  and  fittings. 


107-69-SM 

APPLICANT — Harvel  Plastics,  Incorporated — reaffirma¬ 
tion  of  approval  of  plastic  pipe  and  fittings. 


108-69-SM 

APPLICANT — Celanese  Plastics  Company — reaffirmation 
of  approval  of  plastic  pipe  and  fittings. 


132-69-SM 

APPLICANT — Evanite  Plastics  Company — reaffirmation  of 
approval  of  plastic  pipe  and  fittings. 


133-69-SM 

APPLICANT — Carlon  Products — reaffirmation  of  approval 
of  plastic  pipe  and  fittings. 
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144-69-SM 

APPLICANT — Amoco  Chemicals  Corporation — reaffirma¬ 
tion  of  approval  of  plastic  pipe  and  fittings. 

180- 69-SM 

APPLICANT — R&G  Sloane  Manufacturing  Division — re¬ 
affirmation  of  approval  of  plastic  pipe  and  fittings. 

181- 69-SM 

APPLICANT— R&G  Sloane  Manufacturing  Division — re¬ 
affirmation  of  approval  of  plastic  pipe  and  fittings. 

255-69-SM 

APPLICANT — Amoco  Chemicals  Corporation — reaffirma¬ 
tion  of  approval  of  plastic  pipe  and  fittings. 

305-69-SM 

APPLICANT — Plastiline,  Incorporated — reaffirmation  of 
approval  of  plastic  pipe  and  fittings. 

383-69-SM 

APPLICANT — Colonial  Plastics  Manufacturing  Company 
— reaffirmation  of  approval  of  plastic  pipe  and  fittings. 


426-70-SM 

APPLICANT — Plastiline,  Incorporated — reaffirmation  of 
approval  of  plastic  pipe  and  fittings. 


172-73-SA 

APPLICANT — Weldon- Service  and  Testing  Company — 
fuel  oil-steam  heat  exchanger. 


207- 73-SM 

APPLICANT — Fiat  Products  Department,  Formica  Corpo¬ 
ration,  a  subsidiary  of  American  Cyanamid  Company — 
built-in-shower  or  tub-shower. 

208- 73-SM 

APPLICANT — Quinn-Berry  Division,  Hoover  Ball  and 
Bearing  Company — ballcock  for  water  closets. 


209-73-SA 

APPLICANT — Martin  Stamping  and  Stove  Company — fac¬ 
tory  built,  free-standing,  wood  burning  fireplaces. 


214-73-SM 

APPLICANT — United  States  Gypsum  Company — fire  rated 
wall  assembly. 

517-73-SM 

APPLICANT — United  States  Gypsum  Company — fire  rated 
panel  system. 

520-73-SA 

APPLICANT — Wallace  and  Tierman  Division,  Pennwalt 
Corporation — control  and  monitoring  of  pH  in  a  potable 
water  supply. 


148-73-A 

APPLICANT — Albert  Melniker  for  Standard  Boat  Com¬ 
pany  Incorporated,  owner. 

SUBJECT — Application  March  6,  1973 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  discontinue  the  use  of 
tote  tanks  for  storage  of  lubricating  oil. 

PREMISES  AFFECTED — 1483  Richmond  Terrace,  north 
side,  95.77  feet  east  of  Broadway,  Block  184,  Lot  275,  West 
New  Brighton,  Borough  of  Richmond. 

579-73-A 

APPLICANT — Fach,  Sipp  &  Hall  for  Solomon  Scharf, 
owner. 

SUBJECT — Application  November  1,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  revocation  of 
permit. 

PREMISES  AFFECTED— 51  Oakville  Street,  north  side, 
50  feet  east  of  Soren  Street,  Block  1985,  Lot  114,  Seaview, 
Borough  of  Richmond. 


598-73-A 

APPLICANT — Max  Siegel  Associates  for  Howard  Beach 
Estates,  Incorporated,  owner. 

SUBJECT — Application  November  14,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  frame  building 
within  the  fire  district. 

PREMISES  AFFECTED — 155-17  Bridgeton  Street,  east 
side,  160  feet  south  of  155th  Avenue,  Block  14141,  Lot  160, 
Howard  Beach,  Borough  of  Queens. 


599-73-A 

APPLICANT — Max  Siegel  Associates  for  Howard  Beach 
Estates,  Incorporated,  owner. 

SUBJECT — Application  November  14,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  frame  building 
within  the  fire  district. 

PREMISES  AFFECTED — 155-21  Bridgeton  Street,  east 
side,  200  feet  south  of  155th  Avenue,  Block  14141,  Lot  58, 
Howard  Beach,  Borough  of  Queens. 


600-73-A 

APPLICANT — Max  Siegel  Associates  for  Howard  Beach 
Estates,  Incorporated,  owner. 

SUBJECT — Application  November  14,  1973— appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  frame  building 
within  the  fire  district. 

PREMISES  AFFECTED — 155-25  Bridgeton  Street,  east 
side,  240  feet  south  of  155th  Avenue,  Block  14141,  Lot  54, 
Howard  Beach,  Borough  of  Queens. 


601-73-A 

APPLICANT — Max  Siegel  Associates  for  Howard  Beach 
Estates,  Incorporated,  owner. 

SUBJECT — Application  November  14,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  frame  building 
within  the  fire  district. 

PREMISES  AFFECTED — 155-29  Bridgeton  Street,  east 
side,  280  feet  north  of  156th  Avenue,  Block  14141,  Lot  53, 
Howard  Beach,  Borough  of  Queens. 


602-73-A 

APPLICANT — Max  Siegel  Associates  for  Howard  Beach 
Estates,  Incorporated,  owner. 
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SUBJECT — Application  November  14,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  frame  building 
within  the  fire  district. 

PREMISES  AFFECTED— 155-57  Bridgeton  Street,  north¬ 
east  corner  of  156th  Avenue,  Block  14141,  Lot  38,  Howard 
Beach,  Borough  of  Queens. 


636-73-A 

APPLICANT — M.  Martin  Elkind  for  303-305  West  92nd 
Street  Realty  Corporation,  owner. 

SUBJECT — Application  November  30,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  revocation  of 
permit  #1501/70. 

PREMISES  AFFECTED— 303  West  92nd  Street,  north 
side,  33  feet  west  of  West  End  Avenue,  Block  1252,  Lot 
114,  Borough  of  Manhattan. 

JOSEPH  B.  KLEIN,  Chairman 


FEBRUARY  5,  1974,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  February  5,  1974,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

38-40-BZ 

APPLICANT — Millard  Bresin  for  Leemilt  Petroleum  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  for  extension  of  term  of  vari¬ 
ance  which  expires  October  30,  1977 — decision  of  the  Bor¬ 
ough  Superintendent ;  previously  granted  on  condition 
under  Section  7h  of  the  Zoning  Resolution,  permitting 
pai  tly  in  a  residence  and  partly  in  a  business  use  district, 
the  parking  and  storage  of  more  than  five  motor  vehicles 
on  that  portion  of  the  plot  within  the  business  use  district. 
PREMISES  AFFECTED— 87-68  170th  Street,  west  side, 
58.95  feet  south  of  Hillside  Avenue,  Block  9825,  part  of 
Lot  16,  Jamaica,  Borough  of  Queens. 


505-48-BZ 

APPLICANT — Kenneth  H.  Koons  for  1733  Realty  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  for  extension  of  term  of  vari¬ 
ance  which  expired  October  22,  1973 — decision  of  the  Bor¬ 
ough  Superintendent ;  previously  granted  on  condition  under 
Sections  7f  ahd  7i  of  the  Zoning  Resolution  permitting  in  a 
business  use  district,  the  erection  and  maintenance  of  a 
gasoline  service  station  and  motor  vehicle  repair  shop. 

PREMISES  AFFECTED— 1733-1737  Gunhill  Road  and 
1803-1805  Allerton  Avenue,  southeast  corner,  Block  4806, 
Lots  1  and  6,  Borough  of  The  Bronx. 


202-62-BZ 

APPLICANT — Walter  Gorman  for  Shell  Oil  Company, 
long  term  lessee ;  Stafac  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Section 
11-412,  permitting  in  a  C2-2  district,  at  an  existing  gasoline 
service  station  the  erection  of  an  enlargement  to  the  acces¬ 
sory  building  and  maintenance  of  an  additional  curb  cut. 

PREMISES  AFFECTED — 950-970  Allerton  Avenue,  south 
side,  from  Paulding  Avenue  to  Williamsbridge  Road,  Block 
4447,  Lot  62,  Borough  of  The  Bronx. 


225-69-BZ 

APPLICANT — Samuel  H.  Lindenbaum  for  New  York  Uni¬ 
versity,  long  term  lessee  and  designated  sponsor. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
time  to  complete  which  expired  September  30,  1973— deci¬ 
sion  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Sections  72-21  and  73-641  of  the  Zoning 
Resolution,  permitting  in  a  C2-5  and  R8  district,  the  erec¬ 
tion  of  a  13  story  dental  school  that  exceeds  the  permitted 
floor  area  ratio  and  lot  coverage,  encroaches  on  the  re¬ 
quired  rear  yard  equivalent  and  penetrates  the  sky  exposure 
plane. 

PREMISES  AFFECTED — 415  First  Avenue,  northwest 
corner  of  24th  Street  East,  Block  930,  Lots  34,  38,  41  and 
part  of  Lot  12,  Borough  of  Manhattan. 


667-72-BZ 

APPLICANT — Ulrich  Franzen  and  Associates  for  City  of 
New  York,  Board  of  Higher  Education,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  December  19, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R8  district,  the  erection  of  a 
four  story  combined  Fire  and  Police  facility  that  exceeds 
the  permitted  floor  area  ratio  and  lot  coverage,  encroaches 
on  the  required  rear  yard  and  rear  yard  equivalent  and 
penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 153  to  161  East  67th  Street, 
north  side,  115  feet  east  of  Lexington  Avenue,  Block  1402, 
Part  of  Lots  25  and  29,  Borough  of  Manhattan. 


617-47-BZ — Vol.  II 

APPLICANT — Lama  and  Vassalotti  for  Mobil  Oil  Corpo¬ 
ration,  long  term  lessee;  Charles  Manker,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Section 
7a  of  the  Zoning  Resolution,  permitting  in  a  business  use 
district,  on  a  plot  presently  developed  with  two  gasoline 
service  stations,  the  reconstruction  of  the  site  for  one 
gasoline  service  station,  lubritory,  minor  auto  repairs, 
non-automatic  car  wash,  office  and  sales,  utility  room  and 
the  parking  and  storage  of  more  than  five  motor  vehicles 
with  a  ground  sign. 

PREMISES  AFFECTED— 3102-3132  Fort  Hamilton  Park¬ 
way,  south  side  from  McDonald  Avenue  to  East  2nd  Street, 
275-281  McDonald  Avenue  and  152-170  East  2nd  Street 
and  101-129  Caton  Avenue,  Block  5315,  Lot  1,  Borough 
of  Brooklyn. 


501-73-BZ 

APPLICANT — Lauria  &  Rowe  for  Mort  Williams,  owner. 

SUBJECT — Application  September  6,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
two  story  building  to  be  occupied  as  retail  stores  with 
offices  on  the  second  floor. 

PREMISES  AFFECTED — Hylan  Boulevard,  west  side, 
45.15  feet  north  of  Robinson  Avenue,  Block  5286,  Lot  39, 
Great  Kills,  Borough  of  Richmond.  Community  Board  #4. 


507-73-BZ 

APPLICANT — Joseph  Nirenberg  for  Jacob  Schachter, 
owner. 

SUBJECT — Application  September  12,  1973 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
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Zoning  Resolution,  to  permit  in  an  R6  district,  the  con¬ 
version  of  an  existing  three  story  building  from  a  two 
family  dwelling  to  a  three  family  dwelling  that  will  create 
non-compliance  in  floor  area  ratio  and  open  space  ratio. 

PREMISES  AFFECTED — 217  Bay  Ridge  Parkway,  north 
side,  140  feet  east  of  Ridge  Boulevard,  Block  5928,  Lot 
72,  Borough  of  Brooklyn.  Community  Board  #'1,0. 


582-73-BZ 

APPLICANT — Maxfield  and  Heywood  Blaufeux  for  Milton 
Green,  owner ;  CTR  Enterprises,  Incorporated,  lessee. 

SUBJECT — Application  November  2,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  73-241  of  the 
Zoning  Resolution,  to  permit  in  a  C2-2  district,  in  an 
existing  one  story  retail  store  building,  the  conversion  of 
one  store  to  a  restaurant  and  cabaret. 

PREMISES  AFFECTED — 2684  to  2692  Coney  Island 
Avenue  and  751  to  761  Desmond  Court,  northwest  corner, 
Block  7204,  Lots  30  and  34,  Borough  of  Brooklyn.  Com¬ 
munity  Board  #15. 

JOSEPH  B.  KLEIN,  Chairman 


FEBRUARY  5,  1974,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  morning,  February  5,  1974,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

592- 73-A 

APPLICANT — Vincent  S.  La  Ganga  for  Anthony  D’Agos¬ 
tino,  owner. 

SUBJECT — Application  November  8,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — 39  Callan  Avenue,  north  side, 
100  feet  west  of  Woodhaven  Avenue,  Block  881,  Lot  145, 
Todt  Hill,  Borough  of  Richmond. 

593- 73-A 

APPLICANT — David  L.  Seed  for  Union  Carbide  Corpora¬ 
tion,  owner. 


SUBJECT — Application  November  9,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  packaging  of  flam¬ 
mable  mixture  known  as  “Prestone  Brand  Prime  Gas 
Dryer  AS- 130”,  in  12  ounce  Metal  Round  with  seamed 
on  ends  Non-re  losable  top  with  pull-tab  opening,  not  in 
compliance  with  regulations  of  the  Administrative  Code  of 
New  York  City. 


596-73-A 

APPLICANT — James  J.  Trexel  for  E.  I.  du  Pont  de  Ne¬ 
mours  and  Company,  owner. 

SUBJECT — Application  November  13,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  packaging  of  flam¬ 
mable  mixture  known  as  “DuPont  Gas  Line  Anti-Freeze”, 
in  eight  (8)  ounce  cylindrical  metal  can  with  sealed  metal 
top,  not  in  compliance  with  regulations  of  the  Administra¬ 
tive  Code  of  New  York  City. 


617-73-A 

APPLICANT — Harvey  P.  Clarkson,  President  of  Shreve, 
Lamb  &  Harmon  Associates  for  Prudential  Life  Insurance 
Company,  owner,  Empire  State  Building  Company,  lessee, 
ITelmsley  Spear,  Incorporated,  agent. 

SLIBJECT — Application  November  16,  1973— appeal  from  a 
de  ision  of  the  Commissioner  of  Buildings,  re-  exemption 
from  required  re-entry  and  re-entry  signs. 

PREMISES  AFFECTED — 350  Fifth  Avenue  and  2  to  20 
West  34th  Street,  southwest  corner  and  1  to  29  West  33rd 
Street,  Block  835,  Lot  41,  Borough  of  Manhattan. 


621-73-A 

APPLICANT — P.  E.  Truesdale,  president  of  Truesdale 
Chemical  Sales  Company,  Incorporated,  applicant,  44th 
Avenue  Realty,  Incorporated,  owner. 

SUBJECT — Application  November  20,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  storage  of  glycerine. 

PREMISES  AFFECTED — 10-05  44th  Avenue,  northeast 
corner  of  10th  Street,  Block  453,  Lot  1,  Long  Island  City, 
Borough  of  Queens. 

JOSEPH  B.  KLEIN,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  DECEMBER  18,  1973  10  A.M. 

Present :  Chairman  Klein,  Vice  Chairman  Agusta, 

Commissioner  Hornstein,  Commissioner  Walsh  and 
Commissioner  Carroll. 


The  minutes  of  the  regular  meeting  of  the  Board  held  on 
Tuesday  morning  and  afternoon,  December  4,  1973,  were 
approved  as  printed  in  the  Bulletin  of  December  13,  1973, 
Vol.  58,  No.  50. 

684-57-BZ 

APPLICANT — Larry  Meltzer  for  Louis  C.  Kaye,  owner. 
SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  Feburay  11, 
1973 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Sections  7f,  7e,  7i  and  7 A  of 
the  Zoning  Resolution,  permitting  on  a  plot  located  partly 
within  a  business  use  district  and  partly  within  a  residence 
use  district,  on  a  portion  of  the  plot  within  the  business 
use  district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  lubritorium,  auto  washing-non  automatic, 
office  and  storage  and  sales  of  auto  accessories,  parking  and 
storage  of  more  than  five  (5)  cars  and  on  the  portion  of 
the  plot  in  a  residence  use  district  the  parking  and  storage 
of  cars  with  a  ground  sign  in  a  business  use  district,  and 
with  curb  cuts  within  75  feet  of  residence  district. 
PREMISES  AFFECTED— 1841-1849  Cornage  Avenue 
(1845  official)  southeast  corner  of  Beach  19th  Street  Block 
15563  (formerly  Block  79)  Lot  1,  Far  Rockaway,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant :  Larry  Meltzer. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commisioner  Hornstein,  Commissioner  Walsh  and 

Commissioner  Carroll  .  5 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
February  11,  1958,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  December  18,  1973,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  February 
11,  1958,  as  amended,  through  May  27,  1958,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  on  condition  that 
all  work  required  to  comply  with  the  terms  and  condi¬ 
tions  of  the  Board’s  resolution  shall  be  completed  and  a 
new  Certificate  of  Occupancy  shall  be  obtained  within 
one  year  from  the  date  of  this  amended  resolution;  and 
that  a  copy  of  the  Certificate  of  Occupancy  shall  be  sub¬ 
mitted  to  the  Board.”  (N.B.  2665-57) 


tendent ;  previously  granted  on  condition  under  Sections 
7e  and  7i  of  the  Zoning  Resolution,  permitting  in  a  re¬ 
stricted  retail  use  district,  the  erection  and  maintainance 
of  a  gasoline  service  station,  motor  vehicle  repair  shop  with 
hand  tools  only,  lubritorium,  car  washing  (non-automatic), 
office  and  sales  and  parking  of  vehicles  awaiting  service. 
PREMISES  AFFECTED — 715  Soundview  Avenue,  south¬ 
west  corner  of  St.  Lawrence  Avenue,  Block  3596,  Lot  35, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Carl  A.  Sulfaro. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 

Commissioner  Carroll  .  5 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
June  24,  1958,  on  certain  conditions;  and 

Whereas,  the  term  of  variance  was  extended  on  May  1, 
1973 ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June  24, 
1958,  as  amended  through  May  1,  1973,  by  adding  thereto : 
“that  the  gasoline  pumps  shall  substantially  conform  to 
revised  drawing  of  proposed  conditions  marked  ‘Received 
September  26,  1973’,  one  sheet,  on  condition  that  other 
than  as  herein  amended  the  resolution  above  cited  shall 
be  compiled  with  in  all  respects.”  (Misc.  496-72) 


766-57-BZ 

APPLICANT — Walter  T.  Gorman  for  Mobile  Oil  Company, 
long  term  lessee. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Superin- 


368-58-BZ 

APPLICANT — Lama  and  Vassalotti  for  Spiegel  Oil  Cor¬ 
poration  of  Staten  Island,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  January  6, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7e  and  7h  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station,  car 
wash,  lubritorium,  office  and  sales,  motor  vehicle  repairs 
and  parking  of  cars  awaiting  service. 

PREMISES  AFFECTED — 5770  Hylan  Boulevard,  south¬ 
west  corner  of  Seguine  Avenue,  Block  6699,  Lot  1,  Princess 
Bay,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  ap¬ 
plication  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 

Commissioner  Carroll  .  5 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
January  6,  1959,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
December  18,  1973,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  January  6,  1959,  as  amended 
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through  July  18,  1961,  only  as  to  the  term  of  the  variance,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 
“granted  for  a  term  of  ten  years  from  January  6,  1974, 
to  permit  .  .  .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all  re¬ 
spects;  and  that  a  new  Certificate  of  Occupancy  shall  be 
obtained.”  (N.B.  413-58) 


1055-61-BZ 

APPLICANT — Lama  and  Vassalotti  for  Walter  I.  Sakow, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution- — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
7e  of  the  Zoning  Resolution,  permitting  in  a  local  retail 
use  district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  lubritorium,  car  washing,  office,  minor  re¬ 
pairs  with  hand  tools  only  and  the  parking  and  storage 
of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 1665  Bartow  Avenue,  north 
side,  from  Gun  Hill  Road,  to  Tieman  Avenue,  Block  4787, 
Lot  28  (formerly  Lots  28,  39  and  40),  Borough  of  the 
Bronx. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  21,  1961,  on  certain  conditions ;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  March  22,  1966;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  21,  1961,  as  amended  through  March  22,  1966,  by  adding 
thereto : 

“that  the  accessory  building  may  be  altered  substantially 
as  shown  on  revised  drawing  of  proposed  conditions 
marked  ‘Received  November  7,  1973’,  one  sheet,  on  con¬ 
dition  that  other  than  as  herein  amended  the  resolution 
above  cited  shall  be  complied  with  in  all  respects.” 
(B.N.  1013-73) 

287-70-BZ 

APPLICANT — Charles  A.  Brown  for  Lenox  Hill  Hospital, 
owner. 

SUBJECT — Application  for  consideration — Request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  time 
to  complete  which  expired  July  7,  1973- — decision  of  the 
Borough  Superintendent ;  previously  granted  on  condition 
under  Sections  72-21  and  73-641  of  the  Zoning  Resolution, 
permitting  in  an  R8,  RIO  and  Cl-9  district,  the  erection  of 
a  12  story  hospital  structure  that  exceeds  the  permitted  lot 
coverage  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 112  East  77th  Street,  south  side, 
from  Park  Avenue  to  Lexington  Avenue,  101  to  133  East 
76th  Street,  841  Park  Avenue,  1090  Lexington  Avenue, 
Block  1411,  Lot  1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Charles  A.  Brown. 


ACTION  OF  BOARD — Rules  of  Procedure  waived,  ap¬ 
plication  reopened  and  time  to  complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
July  7,  1970,  on  certain  conditions ;  and 

Whereas,  time  to  obtain  permits  and  complete  work  was 
extended  last  on  July  11,  1972;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  July  7,  1970,  as  amended  through 
July  11,  1972,  only  as  to  the  time  to  complete  the  work,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(Alt.  795-69) 


545-71-BZ 

APPLICANT — Irwin  Emerman  for  Texaco,  Incorporated, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  December  7, 
1973 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  73-211  of  the  Zoning 
Resolution,  permitting  in  a  C2-4  district,  the  erection  and 
maintenance  of  an  automotive  service  station  with  accessory 
uses. 

PREMISES  AFFECTED — 4109  to  4119  Third  Avenue 
(4115  Third  Avenue  official),  523  Cross  Bronx  Express¬ 
way,  northwest  corner,  Block  2923,  Lot  37,  Borough  of 
The  Bronx. 

APPEARANCES— 

For  Applicant :  Irwin  Emerman. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
December  7,  1971,  on  certain  conditions ;  and 

Whereas,  time  to  obtain  permits  and  complete  work  was 
extended  on  December  12,  1972;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  December 
7,  1971,  as  amended  through  December  12,  1972,  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  124-71) 


492-27-BZ — Vol.  Ill 

APPLICANT — Lama  and  Vassalotti  for  Robert  Kirsch, 
owner. 
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SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Superin¬ 
tendent  ;  previously  granted  on  condition  under  Section  7c 
of  the  Zoning  Resolution,  permitting  in  a  business  and  resi¬ 
dence  use  district,  the  combining  of  an  existing  gasoline 
service  station  with  an  existing  parking  lot  so  that  the  use 
will  be  a  gasoline  service  station  and  the  parking  and  stor¬ 
age  of  motor  vehicles. 

PREMISES  AFFECTED— 1120-1144  East  New  York  Ave¬ 
nue,  south  side,  from  East  98th  Street  to  Rockaway  Park¬ 
way;  2-12  East  98th  Street  and  5-21  Rockaway  Parkway, 
Block  4600,  Lots  1  and  7  (proposed  Lot  I  only),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  James  E.  Vassalotti. 

ACTION  OF  BOARD — Laid  over  to  January  22,  1974,  at 
10  A.M.,  Special  Order  Calendar,  at  the  request  of  the 
Community  Planning  Board. 


917-68-BZ 

APPLICANT — McGee  and  Morsellino  for  Caldo  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  September  26, 
1973 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  Cl -2  and  R6  district,  at  an 
existing  two  story  office  and  store  building,  the  erection 
of  a  six  floor  enlargement  that  exceeds  the  permitted  floor 
area  ratio,  penetrates  the  sky  exposure  plane  and  extends 
into  the  residence  district. 

PREMISES  AFFECTED— 41-60  to  41-80  Main  Street, 
southwest  corner  of  Sanford  Avenue,  Block  5121,  Lot  23, 
Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Laid  over  to  January  22,  1974,  at 
10  A.M.,  Special  Order  Calendar,  at  the  request  of  the 
applicant. 


205-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Max  Berman, 
Miklos  and  Regina  Tischler,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  July  5,  1973 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  72-21  of  the  Zoning  Resolution, 
permitting  in  an  R5  district,  the  erection  of  a  five  story 
health  related  facility  that  exceeds  the  permitted  floor  area 
ratio  and  lot  coverage,  encroaches  on  the  required  front 
and  side  yards  and  penetrates  the  sky  exposure  plane. 
PREMISES  AFFECTED— 3002-3038  West  35th  Street, 
3502-3512  Surf  Avenue,  southwest  corner  and  3501-3511 
Riegelman  Boardwalk,  Block  7065,  Lot  25,  Borough  of 
Brooklyn. 

ACTION  OF  BOARD — Laid  over  to  February  26,  1974 
at  10  A.M.,  Special  Order  Calendar,  at  the  request  of  the 
applicant. 


242-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Madison  Prop¬ 
erties  Company,  owner. 

SUBJECT — Application  April  5,  1972 — decision  of  the  Bor¬ 
ough  Superintendent  under  Sections  11-413  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  an  R6  district,  in  an 
existing  one  story  and  cellar  building  previously  before 


the  Board,  the  change  in  occupancy  from  accessory  storage 
to  offices  and  retail  store. 

PREMISES  AFFECTED— 1612-1624  East  16th  Street, 
west  side,  100  feet  south  of  Avenue  P,  Block  6778,  Lot  10, 
Borough  of  Brooklyn.  Community  Board  #14. 

APPEARANCES— 

For  Applicant :  Dewey  Rothkrug. 

For  Opposition :  Mildred  Silverstein. 

ACTION  OF  BOARD — Laid  over  to  January  15,  1974,  at 
10  A.M.,  for  decision;  applicant  to  submit  additional  in¬ 
formation. 


101-73-BZ 

APPLICANT — McGee  and  Morsellino  for  Monika  Bischoff, 
owner. 

SUBJECT — Application  February  15,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R4  district,  the  enlarge¬ 
ment  in  area  of  the  attic  of  a  one  family  dwelling  that 
increases  the  degree  of  non-compliance  within  the  side 
yard. 

PREMISES  AFFECTED— 139-12  86th  Road,  south  side, 
102.26  feet  east  of  139th  Street,  Block  9708,  Lot  11, 
Jamaica,  Borough  of  Queens.  Community  Board  #8. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  January  22,  1974,  at 
10  A.M.,  for  hearing,  at  the  request  of  Community  Plan¬ 
ning  Board  #8. 


571-73-A 

APPLICANT — McGee  &  Morsellino  for  Monika  Bischoff, 
owner. 

SUBJECT — Application  October  26,  1973 — appeal  from  a 
decision  of  tbe  Borough  Superintendent,  re-  living  rooms 
with  contrary  headroom. 

PREMISES  AFFECTED — 139-12  86th  Road,  south  side, 
102.26  feet  east  of  139th  Street,  Block  9708,  Lot  11, 
Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Laid  over  to  January  22,  1974,  at 
10  A.M.,  for  hearing,  at  the  request  of  Community  Plan¬ 
ning  Board  #8. 


189-73-BZ 

APPLICANT — McGee  &  Morsellino  for  Flushing  Federal 
Savings  &  Loan  Association. 

SUBJECT — Application  March  29,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C4-2  district,  the  erection 
of  a  six  story  and  cellar  enlargement  to  an  existing  bank 
and  office  building  that  will  exceed  the  permitted  floor 
area  ratio,  penetrate  the  sky  exposure  plane  and  have  less 
than  the  required  accessory  parking. 

PREMISES  AFFECTED — 136-21  Roosevelt  Avenue,  north 
side,  175  feet  east  of  Main  Street,  Block  4980,  Lot  11, 
Flushing,  Borough  of  Queens.  Community  Board  #7. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino  and  Herbert  H. 
Warman. 

For  Opposition:  Emanuel  Weintraub  and  Helen  R.  Cum¬ 
mins. 

ACTION  OF  BOARD — Laid  over  to  January  29,  1974,  at 
10  A.M.,  for  continued  hearing. 
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390-73-BZ 

APPLICANT — M.  Marlin  Elkind  for  Vincent  Mastronardi, 
owner. 

SUBJECT — Application  June  28,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room  and  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED— 88-70  Ransom  Street,  west- 
side,  97.08  feet  north  of  Braddock  Avenue,  Block  7968, 
Lot  36,  Bellerose,  Borough  of  Queens.  Community  Board 
#13. 

APPEARANCES— 

For  Applicant:  M.  Martin  Elkind. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  January  15,  1974,  at 
10:00  A.M.,  for  decision;  hearing  closed. 


391-73-BZ 

APPLICANT — M.  Martin  Elkind  for  Vincent  Mastronardi, 
owner. 

SUBJECT- — Application  June  28,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room  and  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED — -88-68  Ransom  Street,  west 
side,  119.08  feet  north  of  Braddock  Avenue,  Block  7968, 
Lot  37,  Bellerose,  Borough  of  Queens.  Community  Board 

#13. 

APPEARANCES— 

For  Applicant:  M.  Martin  Elkind. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  January  15,  1974  at 
10  A.M.,  for  decision;  hearing  closed. 


392-73-BZ 

APPLICANT — M.  Martin  Elkind  for  Vincent  Mastronardi, 
owner. 

SUBJECT — Application  June  28,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room  and  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED — 88-64  Ransom  Street,  west  side, 
141.08  feet  north  of  Braddock  Avenue,  Block  7968,  Lot  137, 
Bellerose,  Borough  of  Queens.  Co  nmunity  Board  #13. 

APPEARANCES— 

For  Applicant:  M.  Martin  Elkind. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  January  15,  1974  at 
10  A.M.,  for  decision ;  hearing  closed. 


401-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Keco  Corpora¬ 
tion,  owner. 

SUBJECT — Application  July  3,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-3  district,  the  erection  of  an 


eleven  story  and  cellar  nursing  home  and  health  related 
facility  that  exceeds  the  permitted  floor  area  ratio. 
PREMISES  AFFECTED— 311  West  231st  Street,  north¬ 
east  corner  of  Irwin  Avenue,  Block  5714,  Lot  141,  Bor¬ 
ough  of  The  Bronx.  Community  Board  #14. 

APPEARANCES— 

For  Applicant :  Dewey  Rothkrug. 

For  Opposition :  Harriet  Davis,  Eleanor  Rossbach,  Charles 
G.  Moerdler,  Councilman  Stanley  Simon,  Assemblyman 
Olivia  Kappell,  Martin  E.  Hecht,  Jerry  Friesheim,  Jack 
Patent,  Milton  Negria,  Charlotte  Cohen,  Betty  Jaffe  and 
others. 

ACTION  OF  BOARD— Laid  over  to  January  22,  1974  at 
10  A.M.,  for  continued  hearing. 


404-73-BZ 

APPLICANT — Louis  Striar  for  Ford  Leasing  Development 
Company,  owner. 

SUBJECT — Application  July  5,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-01  (b)  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  C8-1  district,  in  conjunc¬ 
tion  with  the  erection  of  an  automobile  showroom  with 
sales  and  service,  the  installation  of  accessory  signs  that 
will  exceed  the  surface  area  along  a  residence  district 
boundary. 

PREMISES  A FF ECT ED — '1560  and  1570  Bruckner  Boule¬ 
vard,  1555  Story  Avenue,  southeast  corner  of  Boynton 
Avenue,  Block  3653.  Lot  1,  Borough  of  The  Bronx. 
Community  Board  #8. 

APPEARANCES— 

For  Applicant :  Louis  Striar. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  January  8,  1974,  at 
10  A.M.,  for  decision;  previously  inspected;  hearing  closed. 


427-73-BZ 

APPLICANT — Daniel  J.  O’Connell  for  Luval  Holding 
Company,  owner. 

SUBJECT — Application  July  17,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-411  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  extension  of  the 
term  of  variance  for  a  garage  for  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED — 627  Leland  Avenue,  west  side, 
175  feet  south  of  Seward  Avenue,  Block  3560,  Lot  56, 
Borough  of  The  Bronx.  Community  Board  #8. 

APPEARANCES— 

For  Applicant :  Daniel  J.  O’Connell. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  January  22,  1974,  at 
10  A.M.,  for  hearing,  at  the  request  of  Community  Planning 
Board  #8. 


473-73-BZ 

APPLICANT — Upham,  Meeker  &  Weithorn  for  Jaybar 
Realty  Corporation,  owner,  Melpal  Restaurant,  Incorpo¬ 
rated,  lessee. 

SUBJECT — Application  August  17,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  73-241  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-4  district,  in  an  existing 
one  story  building  occupied  with  retail  stores  the  addition 
to  the  uses  of  one  store  occupied  as  a  restaurant  to  include 
cabaret. 

PREMISES  AFFECTED — 1784  Jerome  Avenue,  east  side, 
52.6  feet  south  of  176th  Street,  Block  2850,  Lot  9,  Borough 
of  The  Bronx.  Community  Board  #5. 
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APPEARANCES— 

For  Applicant :  Arthur  Levine  and  Charles  E.  Griffith. 
For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  January  8,  1974,  at 
10  A.M.,  applicant  to  submit  additional  information;  for 
decision,  hearing  closed. 


553-73-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Crosstown 
Parking  Corporation,  owner. 

SUBJECT — Application  October  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Ml-6  district,  the  erection 
of  a  three  story  building  for  use  as  an  indoor  tennis  estab¬ 
lishment  with  roof  tennis  that  encroaches  on  the  required 
rear  yard  and  rear  yard  equivalent. 

PREMISES  AFFECTED— 15  to  23  West  30th  Street  and 
18  to  22  West  31st  Street,  north  side,  182.75  feet  east  of 
Broadway,  Block  832,  Lots  27,  29,  30,  31,  56,  57  and  58, 
Borough  of  Manhattan.  Community  Board  #5. 

APPEARANCES— 

For  Applicant :  Anthony  M.  Salvati. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  January  15,  1974,  at 
10  A.M.,  for  continued  hearing;  applicant  to  submit  addi¬ 
tional  information. 


554-73-A 

APPLICANT — Dominick  Salvati  and  Son  for  Crosstown 
Parking  Corporation,  owner. 

SUBJECT — -Application  October  16,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  air  supported 
structures,  stairs. 

PREMISES  AFFECTED— 15  to  23  West  30th  Street  and 
18  to  22  West  31st  Street,  north  side,  182.75  feet  east  of 
Broadway,  Block  832,  Lots  27,  29,  30,  31,  56,  57  and  58, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Anthony  M.  Salvati. 

ACTION  OF  BOARD — Laid  over  to  January  15,  1974,  at 
10  A.M.,  for  continued  hearing;  applicant  to  submit  addi¬ 
tional  information. 

546-73-BZ 

APPLICANT — Lauria  &  Rowe  for  John  Lagana,  Jr., 
owner ;  Thomas  Mclnerney,  lessee. 

SUBJECT — Application  October  9,  1973 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  73- 
241  of  the  Zoning  Resolution,  to  permit  in  an  C2-1  district, 
at  an  existing  restaurant  with  accessory  amusement  park 
and  miniature  golf  course  previously  before  the  Board, 
the  erection  of  a  one  story  enlargement  to  the  restaurant 
and  the  addition  to  the  uses  to  include  cabaret. 

PREMISES  AFFECTED — 1300  Hylan  Boulevard,  east  side, 
181.76  feet  north  of  Old  Town  Road,  Block  3224,  Lot  14, 
Grasmere,  Borough  of  Richmond.  Community  Board  #3. 

APPEARANCES— 

For  Applicant :  Ed  Lauria. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  January  15,  1974,  at 
10  A.M.,  at  the  request  of  Community  Planning  Board 
#3  for  continued  hearing  and  decision. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative :  .  0 


258-73-BZ 

APPLICANT — Lichtner  Associates  for  Louis  Mintz,  owner. 
SUBJECT — Application  April  30,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of  a 
three  story  multiple  dwelling  that  exceeds  the  permitted 
floor  area  ratio  has  less  than  the  required  open  space  ratio, 
lot  area  per  room  and  accessory  parking  and  with  balconies 
and  parking  in  the  required  open  space. 

PREMISES  AFFECTED— 160-46  to  160-50  102nd  Street, 
west  side,  140  feet  south  of  160th  Avenue,  Block  14225, 
Lot  40  (Howard  Beach),  Borough  of  Queens.  Community 
Board  #10. 

APPEARANCES— 

For  Applicant:  Wm.  B.  Lichtner. 

For  Opposition:  Dolores  Whitehouse,  Gloria  Brew,  Ronald 
and  Loretta  Laliberte,  Alice  Martin,  Catherine  Doxsey, 
Lorraine  K.  Lynch,  Helen  Costello,  Theresa  Weinberg, 
Ramon  Calvo,  Philip  Serpico,  Leo  A.  Poulsen,  Walter 
Ward,  Jack  Schekira,  Ed  Fennell,  Luther  Quarles, 
Elizabeth  Barton,  Joel  A.  Miele  and  many  others. 
RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  q 

Negative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 
Commissioner  Carroll  .  5 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  13,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  December  18,  1973;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  9,  1973,  acting  on  N.B.  Applic.  208/1973,  reads: 

“1M.  Erection  of  the  4  proposed  multiple  dwelling 
containing  a  total  of  180  FAM.  within  a  R3-1  district  is 
contrary  to  Sec.  11-111  and  Sec.  22-12  Z.R. 

Note :  R3-1  district  limited  to  only  1  or  2  families. 
Proposed  (3)  3  unit  buildings  36  fam.  and  1-6  unit 
bldg.  72  fam. 

2M.  The  proposed  building  exceed  the  max.  F.A.R. 
permitted  and  are  deficient  as  to  the  min.  O.S.R.  required 
on  zoning  lot  contrary  to  Sec.  23-141-Z.R. 

3M.  The  proposed  building  exceed  the  max.  number 
of  zoning  room  allowed  on  zoning  lot  contrary  to  Sec. 
23-222-Z.R. 

4M.  The  parking  provide  for  the  proposed  build¬ 
ing  containing  a  total  of  180  families  is  inadequate  and 
contrary  to  Sec.  25-23-Z.R. 

6M.  Proposed  open  parking  space  and  driveway 
exceeds  more  than  5%  of  the  required  open  space  con¬ 
trary  to  Sec.  25-14-Z.R. 

7M.  Balconies  are  not  permitted  obstruction  in  re¬ 
quired  open  space  Sec.  23-12-Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

W hereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  finding(s)  c  and  e,  under 
Section  72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  April  9,  1973,  acting  on  N.B.  Anplic.  208/1973,  Objec¬ 
tion  Nos.  1M,  2M.  3M,  4M,  6M  and  7M,  be  and  it  hereby 
is  affirmed  and  that  the  application  be  and  it  hereby  is  denied. 


Z59-73-BZ 

APPLICANT — Lichtner  Associates  for  Louis  Mintz,  owner. 
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SUBJECT— Application  April  30,  1,973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of  a 
three  story  multiple  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  has  less  than  the  required  open  space  ratio, 
lot  area  per  room  and  assessory  parking  and  with  balconies 
and  parking  in  the  required  open  space. 

PREMISES  AFFECTED— 160-38  to  160-42  102nd  Street, 
west  side,  140  feet  south  of  160th  Avenue,  Block  14225, 
Lot  40,  (Howard  Beach),  Borough  of  Queens.  Community 
Board  #10. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  .  0 

Negative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 
Commissioner  Carroll  .  5 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  13,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  December  18,  1973;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  9,  1973,  acting  on  N.B.  Applic.  209/1973,  reads: 

“1.  Erection  of  the  4  proposed  multiple  dwelling 
containing  a  total  of  180  fam.  within  a  R3-1  district  is 
contrary  to  Sec.  11-111  and  Sec.  22-12-Z.R. 

Note:  R3-1  district  limited  to  only  1  or  2  families. 
Proposed  (3)  3  unit  buildings  36  fam.  and  1-6  unit  bid. 
72  fam. 

2M.  The  proposed  building  exceed  the  max.  F.A.R. 
permitted  and  are  deficient  as  to  the  min.  O.S.R.  required 
on  zoning  lot  contrary  to  Sec.  23-141  Z.R. 

3M.  The  proposed  building  exceed  the  max.  num¬ 
ber  of  zoning  room  allowed  on  zoning  lot  contrary  to 
Sec.  23-222  Z.R. 

4M.  The  parking  provide  for  the  proposed  building 
containing  a  total  of  180  families  is  inadequate  and  con¬ 
trary  to  Sec.  25-23  Z.R. 

6M.  Proposed  open  parking  space  and  driveway 
exceeds  more  than  5%  of  the  required  open  space  con¬ 
trary  to  Sec.  25-14  Z.R. 

7M.  Balconies  are  not  permitted  obstruction  in  re¬ 
quired  open  space  Sec.  23-12  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  rase  it  is  unable  to  make  finding(s)  c  and  e,  under 
Section  72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Sunerintendent, 
dated  April  9,  1973  acting  on  N.B.  Apnlic.  209/1973,  Objec¬ 
tion  Nos.  1M,  2M,  3M.  4M,  6M  and  7M,  be  and  it  hereby 
is  affirmed  and  that  the  application  be  and  it  hereby  is  denied. 


260-73-BZ 

APPLICANT — Lichtner  Associates  for  Louis  Mintz,  owner. 

SUBJECT — Application  April  30,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of  a 
three  story  multiple  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  has  less  than  the  required  open  space  ratio, 
lot  area  per  room  and  accessory  parking  and  with  balconies 
and  parking  in  the  required  open  space. 

PREMISES  AFFECTED— 160-16  to  160-20  102nd  Street, 
west  side,  140  feet  south  of  160th  Avenue,  Block  14225, 
Lot  40,  (Howard  Beach),  Borough  of  Queens.  Community 
Board  #10. 

ACTION  OF  BOARD — Application  denied. 


THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 
Commissioner  Carroll  .  5 

TPIE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  November  13,  1973,  after  due  notice  by  publication  in 
the  Bulletin;  laid  over  to  December  18,  1973 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  9,  1973,  acting  on  N.B.  Applic.  210/1973,  reads: 

“1.  Erection  of  the  4  proposed  multiple  dwelling 
containing  a  total  of  180  fam.  within  a  R3-1  district  is 
contrary  to  Sec.  11-111  and  Sec.  22-12  Z.R. 

Note:  R3-1  district  limited  to  only  1  or  2  families. 
Proposed  (3)  3  unit  building  36  fam.  and  1-6  unit  bldg. 
72  fam. 

2M.  The  proposed  building  exceed  the  max.  F.A.R. 
permitted  and  are  deficient  as  to  the  min.  O.S.R.  re¬ 
quired  on  zoning  lot  contrary  to  Sec.  23-141  Z.R. 

3M.  The  proposed  building  exceed  the  max.  num¬ 
ber  of  zoning  room  allowed  on  zoning  lot  contrary  to 
Sec.  23-222  Z.R. 

4M.  The  parking  provide  for  the  proposed  build¬ 
ing  containing  a  total  of  180  families  is  inadequate  and 
contrary  to  Sec.  25-23  Z.R. 

6M.  Proposed  open  parking  space  and  driveway  ex¬ 
ceeds  more  than  5%  of  the  required  open  space  contrary 
to  Sec.  25-14  Z.R. 

7M.  Balconies  are  not  permitted  obstruction  in  re¬ 
quired  open  space  Sec.  23-12  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  findings  c  and  e,  under 
Section  72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  April  9,  1973,  acting  on  N.B.  Applic.  210/1973,  Objec¬ 
tion  Nos.  1M,  2M,  3M,  4M,  6M  and  7M,  be  and  it  hereby 
is  affirmed  and  that  the  application  be  and  it  hereby  is  denied. 


261-73-BZ 

APPLICANT — Lichtner  Associates  for  Louis  Mintz,  owner. 

SUBJECT — Application  April  30,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of 
a  three  story  multiple  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  has  less  than  the  required  open  space 
ratio,  lot  area  per  room  and  accessory  parking  and  with 
balconies  and  parking  in  the  required  open  space. 

PREMISES  AFFECTED— 160-24  to  160-34  102nd  Street, 
west  side,  240  feet  south  of  160th  Avenue,  Block  14225, 
Lot  40,  (Howard  Beach),  Borough  of  Queens.  Com¬ 


munity  Board  #10. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 
Commissioner  Carroll  .  5 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
November  13,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  December  18,  1973;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  9,  1973,  acting  on  N.B.  Applic.  211/1973,  reads: 
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“1.  Erection  of  the  4  proposed  multiple  dwelling 
containing  a  total  of  180  fani.  within  a  R3-1  district  is 
contrary  to  Sec.  11-111  and  Sec.  22-12  Z.R. 

Note :  R3-1  district  limited  to  only  1  or  2  families. 
Proposed  (3)  3  unit  building  36  fam.  and  1-6  unit  bldg. 
72  fam. 

2M.  The  proposed  building  exceed  the  max.  F.A.R. 
permitted  and  are  deficient  as  to  the  min.  O.S.R.  required 
on  zoning  lot  contrary  to  Sec.  23-141  Z.R. 

3M.  The  proposed  building  exceed  the  max.  number 
of  zoning  room  allowed  on  zoning  lot  contrary  to  Sec. 
23-222  Z.R. 

4M.  The  parking  provide  for  the  proposed  building 
containing  a  total  of  180  families  is  inadequate  and  con¬ 
trary  to  Sec.  25-23  Z.R. 

6M.  Proposed  open  parking  space  and  driveway 
exceeds  more  than  5%  of  the  required  open  space  con¬ 
trary  to  Sec.  25-14  Z.R. 

7M.  Balconies  are  not  permitted  obstruction  in  re¬ 
quired  open  space  Sec.  23-12  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  finding(s)  c  and  e,  under 
Section  72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  April  9,  1973,  acting  on  N.B.  Applic.  211/1973,  Objec¬ 
tion  Nos.  1M,  2M,  3M,  4M,  6M  and  7 M,  be  and  it  hereby 
is  affirmed  and  that  the  application  be  and  it  hereby  is  denied. 


384-73-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Dominick 
Petrolungo,  owner. 

SUBJECT — Application  June  20,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  maintenance 
of  a  second  floor  enlargement  to  a  one  family  dwelling  that 
creates  non-compliance  in  floor  area  ratio,  open  space 
ratio,  and  encroachment  with  the  side  yard. 

PREMISES  AFFECTED — 1221  East  21st  Street,  north¬ 
east  corner  of  Avenue  K,  Block  7603,  Lot  8,  Borough  of 
Brooklyn.  Community  Board  #14. 

APPEARANCES— 

For  Applicant :  Anthony  Salvati. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  December  4,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  December  18,  1973;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  31,  1973,  acting  on  Alt.  Applic.  515/1972,  reads: 
“1.  Proposed  enlargement  of  2nd  story  of  a  1  family 
dwelling  in  an  R2  district  with  excessive  floor  area  and 
deficient  in  open  space  is  contrary  to  Sec.  23-141  of  the 
Z.R. 

2.  Provide  minimum  5  ft.  side  yard  as  per  Sec. 
23-461  of  the  Z.R.” 

and 


Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R2  district,  the  maintenance  of  a  second  floor  enlargement 
to  a  one-family  dwelling  that  creates  non-compliance  in 
floor  area  ratio,  open  space  ratio,  and  encroachment  within 
the  side  yard,  on  condition  that  all  work  shall  substantially 
conform  to  drawings  filed  with  this  application  marked 
“Received  June  20,  1973”,  19  sheets;  and  that  all  laws,  rules 
and  regulations  applicable  be  complied  with,  and  that  sub¬ 
stantial  construction  be  completed  within  one  year  from  the 
date  of  this  resolution. 


448-73-BZ 

APPLICANT — Lama,  Vassalotti  and  Ladau  for  H.  Bernard 
Shanik,  co-owner;  Queens  County  Savings  Bank,  lessee. 
SUBJECT — Application  July  31,  1973 — decision  of  the  Bor- 
'ough  Superintendent,  under  Sections  72-21  and  73-52  of 
the  Zoning  Resolution,  to  permit  in  a  C8-1  and  R7-1  dis¬ 
trict,  in  conjunction  with  the  erection  of  a  one  story  bank, 
the  expansion  of  the  accessory  parking  into  residence  dis¬ 
trict. 

PREMISES  AFFECTED — 7602  to  7620  Northern  Boule¬ 
vard,  76-10  Northern  Boulevard  (official),  southeast  corner 
of  76th  Street,  Block  1249,  Lot  1,  Jackson  Heights,  Bor¬ 
ough  of  Queens.  Community  Board  #3. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  November  20,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  December  4,  1973;  then  to  December 
18,  1973;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  26,  1973,  acting  on  N.B.  Applic.  654/1973,  reads: 

“1.  Accessory  off-street  parking  to  a  bank,  U.G. 
6C,  located  on  the  residential  portion  of  a  zoning  lot 
(R7-1)  contrary  to  Sect.  77-12  Z.R.  and  Sect.  22-00 
Z.R. 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practi¬ 
cal  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu- 
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tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit 
in  a  C8-1  and  R7-1  district,  in  conjunction  with  the  erection 
of  a  one-story  bank,  the  expansion  of  the  accessory  parking 
into  the  residence  district,  on  condition  that  all  work  shall 
substantially  conform  to  drawings  filed  with  this  application 
marked  “Received  July  31,  1973”,  3  sheets,  and  “November 
26,  1973”,  one  sheet;  on  further  condition  that  lighting  be 
provided  and  directed  away  from  the  adjoining  properties, 
and  that  trees  be  planted  along  76th  Street  and  77th  Street 
in  accordance  with  the  rules  and  regulations  of  the  Depart¬ 
ment  of  Parks ;  and  that  all  laws,  rules  and  regulations  ap¬ 
plicable  be  complied  with,  and  substantial  construction  be 
completed  within  one  year  from  the  date  of  this  resolution. 


451-73-BZ 

APPLICANT— Dominick  Salvati  and  Son  for  Patrick  Fitz¬ 
gerald,  owner. 

SUBJECT — Application  August  3,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21,  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-3  district,  in  an  existing 
three  story  building,  the  enlargement  in  area  of  the  first 
floor  restaurant  that  increases  the  degree  of  non-compliance 
in  floor  area  ratio. 

PREMISES  AFFECTED — 148  7th  Avenue,  west  side±  70 
feet  north  of  Garfield  Place,  Block  963,  Lot  60,  Borough 
of  Brooklyn.  Community  Board  #6. 

APPEARANCES— 

For  Applicant :  Anthony  M.  Salvati. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  November  27,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  December  11,  1973;  then  to  December 
18,  1973 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  25,  1973,  acting  on  Alt.  Applic.  2317/1964,  reads: 

“1.  Proposed  enlargement  of  the  first  floor  of  the 
above  building  increases  non-compliance  of  the  building 
in  floor  area  ratio  and  is  contrary  to  Sec.  33-121  of  the 
Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practi¬ 
cal  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a 
Cl-3  district,  in  an  existing  three-story  building,  the  enlarge¬ 
ment  in  area  of  the  first  floor  restaurant  that  increases  the 
degree  of  non-compliance  in  floor  area  ratio,  on  condition 
that  all  work  shall  substantially  conform  to  drawings  filed 
with  this  application  marked  “Received  August  3,  1973”,  one 
sheet,  and  “December  7,  1973”,  10  sheets ;  on  further  condi¬ 


tion  that  there  be  no  mechanical  ventilation  openings  within 
the  enlargement ;  and  that  all  laws,  rules  and  regulations 
applicable  be  complied  with,  and  that  substantial  construction 
be  completed  within  one  year  from  the  date  of  this  resolution. 


503-73-BZ 

APPLICANT— Sheldon  Lobel  for  Charles  A.,  Jack  and 
Simon  Zuckerman,  owners. 

SUBJECT — Application  September  11,  1973 — decision  of 
the  Borough  Superintendent,  under  Sections  72-21  and 
73-50  of  the  Zoning  Resolution,  to  permit  in  an  Ml-1 
district,  the  erection  of  a  one  story  and  mezzanine  manu¬ 
facturing  building  that  will  exceed  the  permitted  floor 
area  ratio  and  encroaches  on  the  required  yard  along  a 
district  boundary. 

PREMISES  AFFECTED — 923  Longfellow  Avenue,  west 
side,  100  feet  south  of  Garrison  Avenue,  Block  2716,  Lot 
120,  Borough  of  The  Bronx.  Community  Board  #2. 

APPEARANCES— 

For  Applicant:  Sheldon  Lobel. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  13,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  December  4,  1973;  then  to  Decem¬ 
ber  18,  1973 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  5,  1971,  acting  on  N.B.  Applic.  351/1973, 
reads : 

“1.  Proposed  Building,  in  an  Ml-1  District,  within 
30'  of  rear  lot  line,  such  rear  lot  line  being  coincident 
with  the  boundary  to  a  resident  district,  is  contrary  to 
43-302  of  the  Zoning  Resolution. 

2.  Proposed  Building  with  an  F.A.R.  greater  than 
1.0  in  an  Ml-1  District  is  contrary  to  43-12  of  the 
Zoning  District. 

3.  Proposed  Building  in  an  Ml-1  District  without 
provision  for  reg.  parking  of  12  cars  is  contrary  to  44-21 
of  the  Zoning  Resolution.  (1  car  per  3  employees).” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  ap¬ 
plicant  is  therefore  entitled  to  relief  on  the  grounds  of  prac¬ 
tical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  Ml-1  district,  the  erection  of  a  one-story  and  mezzanine 
manufacturing  building  that  will  exceed  the  permitted  floor 
area  ratio  and  encroaches  on  the  required  yard  along  a  dis¬ 
trict  boundary,  on  condition  that  all  work  shall  substantially 
conform  to  drawings  filed  with  this  application  marked 
“Received  September  11,  1973”,  9  sheets;  and  that  all  laws, 
rules  and  regulations  applicable  be  complied  with,  and  that 
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substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 

Adjourned:  1:10  P.M. 

John  B.  Cincotta,  Executive  Director 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  DECEMBER  18,  1973,  2  P.M. 

Present :  Chairman  Klein,  Vice  Chairman  Agusta, 

Commissioner  Hornstein,  Commissioner  Walsh  and 
Commissioner  Carroll. 


693-64-SM 

APPLICANT — Beaver- Advance  Corporation,  owner. 
SUBJECT — To  include  additional  model  of  the  material 
hoist  tower. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer  and  Joseph  H.  Bopp. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative : .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
693-64-SM — Amendment  to  resolution  to  include  an  addi¬ 
tional  material  hoist  tower. 

Larry  Meltzer,  Brooklyn,  New  York  for  the  Beaver-Ad¬ 
vance  Corporation,  Ellwood  City,  Pennsylvania,  requested 
that  the  resolution  adopted  March  23,  1965  and  amended 
through  September  30,  1969  under  Calendar  Number  693- 
64-SM  be  reopened  and  amended  to  include  an  additional 
material  hoist  tower. 

PROPOSED  USE:  Material  hoist  tower. 

DESCRIPTION :  The  prefabricated  sectional  tower  Model 
6000AL,  is  erected  beside  a  multi-story  building  under  con¬ 
struction  and  is  used  to  raise  materials.  Each  horizontal 
cross-section  is  approximately  7'-0"  x  8'-6".  The  tower  is 
erected  to  a  maximum  height  of  637'-0"  (98  sections)  and  is 
designed  to  sustain  a  maximum  live  load  of  6000  pounds  or 
5000  pounds  when  a  cage  enclosure  is  used.  Sections  of  the 
tower  are  made  of  3"  diameter,  schedule  80,  aluminum  alloy 
6061-T6  pipe  with  0.3"  thick  walls  and  steel  conforming  to 
ASTM  A  36.  Subsurface  soil  conditions  are  investigated  for 
each  installation  to  determine  the  adequate  distribution  of  live 
and  dead  loads  for  safe  bearing  upon  the  soil.  The  tower  is 
guyed  to  the  frame  of  the  building  under  construction  every 
26'-0"  with  diameter  cable.  The  horizontal  distance  be¬ 
tween  the  tower  and  the  frame  of  the  building  under  con¬ 
struction  does  not  exceed  5'-0"  at  any  point.  The  hoisting 
rope  is  steel  wire  which  is  not  less  then  in  diameter  if 
a  single  part  line  is  used. 

INSPECTION  AND  TEST :  The  design  of  the  tower,  in¬ 
cluding  the  determination  of  maximum  height,  was  per¬ 
formed  by  William  J.  McClure,  Registered  Professional  En¬ 
gineer  No.  3889-E,  Pennsylvania,  based  upon  conformance 
to  the  requirements  of  ANSI  A10.5  and  the  results  of  load 
tests  by  Pittsburgh  Testing  Laboratory  (No.  734157)  which 
showed  the  strength  of  a  6'-6"  long  aluminum  panel  tower 
leg  to  be  99,100  pounds. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  23,  1965  and 


amended  through  September  30,  1969  under  Calendar  Num¬ 
ber  693-64-SM  be  reopened  and  amended  to  include  an  addi¬ 
tional  material  hoist  tower,  Model  6000  AL,  under  the  pro¬ 
visions  of  Article  18  and  RS  18  of  the  Building  Code  of  the 
City  of  New  York  on  the  following  conditions: 

1.  The  towers  shall  be  posted  for  a  maximum  live 
load  of  6,000  pounds  or  maximum  of  5,000  pounds  when 
a  cage  enclosure  is  used. 

2.  The  towers  shall  not  be  erected  to  a  height  ex¬ 
ceeding  637'-0"  (98  sections). 

3.  The  towers  shall  be  constructed  in  accordance 
with  the  restrictions  imposed  by  the  design  and  accom¬ 
panying  drawings  submitted  by  William  J.  McClure. 

4.  The  design,  erection,  and  maintenance  of  the 
towers  shall  be  under  the  supervision  of  a  licensed  Pro¬ 
fessional  Engineer  employed  by  the  Beaver-Advance 
Corporation. 

5.  The  tower  shall  be  guyed  to  the  frame  of  the 
building  under  construction  every  26'-0"  with  Yz"  diam¬ 
eter  cable. 

6.  The  horizontal  distance  between  the  tower  and 
the  frame  of  the  building  under  construction  shall  not 
exceed  5'-0"  at  any  point. 

7.  All  other  applicable  requirements  of  the  original 
resolution  and  previous  amendments  adopted  under  this 
Calendar  Number  shall  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  to  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with 
the  above  report. 


407-73-A 

APPLICANT — Exxon  Company,  U.  S.  A.,  owner. 
SUBJECT — Application  July  6,  1973 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  Packaging  of  combus¬ 
tible  mixture  known  as  Aquaglide  Outboard  Lubricant,  in 
one  quart  plastic  container  with  screw  cap,  containers  not 
in  compliance  with  regulations  of  the  Administrative  Code 
of  New  York  City. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration :  Lt.  Thomas  W.  Milne,  F.  D. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commisisoner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commisisoner,  dated 
June  5,  1973,  on  Folder  #122-402  (A),  reads: 

“We  regret  to  inform  you  that  your  application  to  regis¬ 
ter  your  product  ‘Aqua  Glide  Outboard  Lubricant’  a 
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combustible  mixture  (F.P.  170°F.)  in  containers  as 
follows :  (1 )  quart  plastic  container  with  screw  cap  is 
disapproved.  Such  containers  are  not  in  compliance 
with  our  regulations  to  wit:  Sec.  C-19.62.0.b  NYC 
Adm.  Code  requires  that  combustible  mixture  products 
be  packaged  in  metal  or  glass  containers  equipped  with 
replaceable  tops  or  caps.” 

and 

Whereas,  the  drawing  and  sample  of  the  container  were 
reviewed  by  the  Board,  and  it  was  determined  that  the 
appeal  be  granted  under  certain  conditions : 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  June  5,  1973  acting  on  Folder  No.  122- 
402(A)  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  container 
comply  with  drawing  filed  November  5,  1973 — 1  sheet;  on 
further  condition  that  the  label  on  the  container  be  in  such 
style  and  wording  as  is  satisfactory  to  the  Fire  Commis¬ 
sioner  ;  and  that  in  all  other  respects  all  laws,  rules  and 
regulations  applicable  shall  be  complied  with. 


478-73-A 

APPLICANT — Charles  Spindler  for  2247  Company,  c/o 
Helmsley  Spear,  Incorporated,  owner. 

SUBJECT — Application  August  13,  1973 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  elevator  in  readiness. 
PREMISES  AFFECTED— 247-63  West  37th  Street,  north 
side,  100  feet  east  of  8th  Avenue,  Block  787,  Lot  11, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

For  Administration :  Lt.  Thomas  W.  Milne,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
July  23,  1973,  on  Folder  #142309.01,  reads: 

“In  reply  to  requesting  your  letter  dated  July  10,  1973, 
for  a  quick  response  elevator  service  at  the  above  prem¬ 
ises  is  hereby  denied.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  July  23,  1973,  acting  on  Folder  No.  142309.01 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  Quick  Response  Serv¬ 
ice  in  accordance  with  Cal.  No.  630-56-GR  be  installed ;  that 
this  grant  is  for  a  term  of  10  years ;  that  the  sprinkler  system 
have  a  central  office  connection;  on  further  conditions  that 
the  building  shall  substantially  conform  to  drawings  marked 
“Received”  August  13,  1973 — 1  sheet;  and  that  all  laws,  rules 
and  regulations  shall  be  complied  with. 


519-73-A 

APPLICANT — Charles  Spindler  for  304  East  45th  Street 
Association,  c/o  Williams  &  Company,  owner. 

SUBJECT — Application  September  20,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Elevator  in  Readi¬ 
ness. 

PREMISES  AFFECTED — 304-20  East  45th  Street,  south 
side,  90  feet  east  of  Second  Avenue,  Block  1337,  Lot  40, 
Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

For  Administration :  Lt.  Thomas  W.  Milne,  F.  D. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
August  22,  1973,  reads  : 

“In  reply  to  your  request  of  August  15,  1973  for  a  Quick 
Response  Elevator  Service  at  the  above  premises  is 
hereby  denied.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  August  22,  1973,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  Quick  Response  Service  in  accordance  with  Cal.  No. 
630-56-GR  be  installed;  that  this  grant  is  for  a  term  of  10 
years ;  that  the  sprinkler  system  have  a  central  office  connec¬ 
tion  ;  on  further  conditions  that  the  building  shall  substantially 
conform  to  drawings  marked  “Received”  September  20,  1973 
— 1  sheet;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


549-73-A 

APPLICANT — Stephen  B.  Jacobs  for  N.  Elghanayan, 
owner. 

SUBJECT — Application  October  11,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  fire  resistive 
ratings. 

PREMISES  AFFECTED— 67  East  lltli  Street,  northwest 
corner  of  Broadway,  Block  563,  Lot  37,  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Stephen  B.  Jacobs. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  o 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  10,  1973,  on  Alt.  Applic.  335/72,  reads: 

“Cl 7 — As  per  requirements  of  New  Code,  interior 
columns  must  comply  with  fire  resistive  ratings  of  Table 
3-4,  minimum  one-hour  protection.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  October  10,  1973,  acting  on  Alt. 
Applic.  335-72,  Objection  No.  07  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condi¬ 
tion  that  all  exposed  interior  cast  iron  columns  be  painted 
with  an  approved  fire  retardant  paint;  on  further  conditions 
that  the  building  shall  substantially  conform  to  drawings 
marked  “Received”  December  13,  1973 — 9  sheets,  and  that 
all  laws,  rules  and  regulations  shall  be  complied  with. 
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562-73-A 

APPLICANT — Abraham  Grossman  for  Jordan  Fox,  owner. 
SUBJECT — Application  October  23,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  rooms  in 
cellar. 

PREMISES  AFFECTED— 200  West  82nd  Street,  south¬ 
west  corner  of  Amsterdam  Avenue,  Block  1229,  Lot  36, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Abraham  Grossman. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 


Commissioner  Carroll  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  2,  1973,  on  Alt.  Applic.  1000/72,  reads : 

“A2 — Rooms  in  cellar  contrary  to  Sec.  34  and  216 
M.D.L.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Su¬ 
perintendent,  dated  October  2,  1973,  acting  on  Alt.  Applic. 
1000-72,  Objection  No.  A2  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  substantially  conform  to  drawings  marked 
“Received”  October  23,  1973 — 2  sheets;  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with. 


300-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Louis  Nesser  585  5th  Avenue 
Corporation,  owner. 

SUBJECT — Application  May  23,  1969 — appeal  for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 585  5th  Avenue,  eastside,  80 
feet  north  of  East  47th  Street,  Block  1283,  Lot  4,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  Lt.  Thomas  W.  Milne,  F.  D. 

For  Opposition:  Norman  Getlin. 

ACTION  OF  BOARD — Laid  over  to  January  8,  1974,  at 
2  P.M.  for  decision;  hearing  closed. 

441-70-A 

APPLICANT — Paul,  Weiss,  Goldberg,  Rifkind,  Wharton 
and  Garrison  for  Amway  Corporation,  owner. 


SUBJECT — Application  August  17,  1970 — appeal  from  Fire 
Department  regulations  re-  Pressured  Products. 

APPEARANCES— 

For  Applicant :  None. 

For  Opposition :  Thomas  W.  Milne,  F.  D. 

ACTION  OF  BOARD— Laid  over  to  March  26,  1974,  at 
2  P.M.,  for  continued  hearing. 


283-73-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — State  Homes,  Incorporated. 

SUBJECT — Application  May  7,  1973 — or  modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 72-54/62  Main  Street,  Block 
6613,  Lot  64,  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Lt.  Thomas  W.  Milne,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  January  8,  1974,  at 
2  P.M.,  for  decision;  hearing  closed. 

574-73-A 

APPLICANT — Herman  J.  Jessor  for  Starrett  City,  Incor¬ 
porated,  owner. 

SUBJECT — Application  October  30,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  fuel  oil  storage 
tank  in  residential  district. 

PREMISES  AFFECTED — 165  Elmira  Loop,  northeast  cor¬ 
ner  of  Schroeders  Avenue,  Block  4452,  Lot  85,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Herman  J.  Jessor. 

For  Administration :  Lt.  Thomas  W.  Milne,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  January  8,  1974,  at 
2  P.M.,  for  decision;  hearing  closed. 


589-73-A 

APPLICANT — Lama  &  Vassalotti  for  Max  Donner,  owner; 
Supermarkets  General  Corporation,  lessee. 

SUBJECT— Application  November  7,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Standpipe. 

PREMISES  AFFECTED— 1880  Bartow  Avenue,  south 
side,  between  Ely  and  Bruner  Avenues,  Block  4805,  Lot  1, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Laid  over  to  January  22,  1974,  at 
2  P.M.,  for  continued  hearing. 

Adjourned:  2:50  P.M. 

John  B.  Cincotta,  Executive  Director 
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